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ch u stavi po détské obrné. [When to carry out a 
stabilizing operation on the lower extremities in 
postpoliomyelitic states} p. 79-85. 


37346 I Klinick4 problematika 
h novotvarov v detskom veku. 

children] p. 86-100. 

37347 DITE J Ztuhlost meziélankovgch kioubi 
ruky a jejf chirurgické lécenf. [Stiffness 

of the interphalangeal joints of the hand & its sur- 

gical treatment] p. 101-3. 


37348 EMR J létenf diafys4rnich 

dlouhgch konéetinovgch kostf. 
[Results of treatment of diaphyseal false joints in 
the long bones of the extremities] p. 104-10. 


37349 FIALA 0, SKROVINA B Osteochondro- 
dystrofické zmény na lééenf 
klou 
[Osteochondrodystrophic changes in the epiphyses 
in the treatment of congenital dysplasia of the hip 
joint] p. 111-7. 
37350 HROMADA J Dvé pozorovanf z inervace 
ibnfho: a) vliv praedynu na re- 
ceptory kloubni, b) inervace okolf acetabula. 
[Two observations concerning the innervation of 
the joint capsule: a) effects of praedyn on joint re- 
ceptors, b) innervation of the surroundings of the 
acetabulum] p. 118-23. 


37351 JANSKY O Pifspévek k 1étbé habitudl- 
nich luxacf ramennfho kloubu. [Treat- 
ment of habitual luxation of the shoulder joint) 


p. 124-6. 

37352 LUKES J Zkudenosti s artroplastikami 
kyéelnfch kloubi podle bratrif Judeti. 

=, with arthroplasty of the hip joint ac- 

cording to the method of the Judet brothers} 

p. 127-33. 


37353 MADLO J Lééenf otevFengch dvojitgch 
zlomenin bérce. [Treatment of compound 
fracture of the tibia] p. 134-6. 


37354 MIHULA - FIALA O, URBANEK K 
fna 


orto- 
pedické klinice via I Ev. P. [Experiences with 
general ia in the orthopedic clinic at 
Hradec Kralové] p. 137-41. 


37355 TRINER L, HAVA O Srovna- 
nf Géinku nékterfch latek na experimen- 

taint ok. [Comparison of the effect of several 

substances on experimental shock] p. 142-9. 


37356 P_N, femoralis accessorius 
a jejich 
prakticn? v chirurgit ky%elnfho kloubu. 
[Accessory femoral essory obturator 
nerve, and their practica! in hip joint 
surgery] p. 150-5. 
37357 PROCHAZKA J Ekvivalenty malleol4r- 


nich fraktur ve détském. [Equi- 
valents of malleolar fractures in children 
p. 156-63 


Acta chir. orthop. traum. Zech. 25(3) May 


37358 ‘VAVRDA J, ron B, KOTRBA F 
Autogennf chrupavka jako trans 


37359 KNOBLOCH J Rozbor a zhodnocenf \é- 

ebngch diafysérnich 
bérce. [Analysis & evaluation of therapy of dia- 
physial leg fractures] p. 173-80. 


37360 SPINKA J Klinicky pFfspévek k druhotns 
avaskularnf 


nekrose hlavice kyZelntho 
kloubu u d&tf. [Clinical study of secondary avascy- 
lar necrosis of femur head in children] p. 181-90, 


37361 Z, VYBORNY J, NAJEMNiK 4, 
O Zlomeniny hornfho konce 

femuru. [Fractures of the upper end of the femur] 

p. 191-203. 

37362 Luxace v ky%elnim kloubu se 

lomeninou hlavice femuru. 

head] p. 204-8. 

37363 VOJTA Luxadnf zlomeniny ky?le. 
[Fracture-dislocation of hip] p. 209-12. 

37364 SCHECK P, DVORAK J ZkuSenostis 
neuroplegif Grazovgch stavech. [Ex- 
with oplegic drugs in traumatology) 

p. 213-8. 


37385 p= fh B, DEMANT L, MACH F ff- 


k anestesii v t. 
[Anesthesia in traumatology] p. 219-22. 


3736S MACIK I, KALISTA Traumaticks 
asfyxie. [Traumatic asphyxia] p. 223-5, 


7 V Zasady odet¥ovanf zlome- 
37367 [Principles in therapy of 
ankle p. 226-8. 


37368 SKROVINA B Uloha priameho svalu 

stehna pri vrodenom vykibenf kyéel'ného 
kibu. [Role of the rectus femoris in congenital 
dislocation of hip] p. 229-40. 


37369 URBANEK K, DVORAK J Pozdnf vjsled- 


gch palci. 
[Late results of surgery in hallux valgus] p. 241- 
4. 


37370 BEZECNY F Trakénf apart na skoliosy. 
(Traction apparatus for scoliosis} 
p. 245-9. 


K kostnf Sroubovak. 
[A screwdriver for bones} p. 250-1. 


37372 Fraktury pfi drazech 
[Fractures after 


37371 


elektrickym proudem. 

electrical injuries] p. 252-4. 

37373 KACL J, KOLAR J Neobvykl4 zlomenin 
loketnf kosti. 


[Unusual fracture of ulna] 
p. 255-6. 


ACTA CHIRURGICA BELGICA 
(Bruxelles) 


Acta chir. be’ 57( 2) 14 58 


37374 BREMEN A, FLAMAND C Les tumeurs 

inflammatoires de I'intestin gréle et du 
colon. {Inflammatory tumors of the small intes- 
tine and colon} p. 1-171. 


ACTA CHIRURGICA IUGOSLAVICA 
(Beograd) 


Acta chir. iugosl. _5(1) _1958 


37375 Lavest B Okluzija likvor fistula u fossi 
ranii anterior. [Closure of liquor fis- 
tulas of the anterior cranial fossa) p. 1-7. 


37376 VUJADINOVIC Prilog hirurgiji 
[Surgery of the diaphragm] 


37377 IVANISEVIC B Ofiljne strikture velikih 
Zu€nih putova. [Cicatricial stricture of 
the bile ducts] p. 40-59. 


37378 STAVRIDIS S, SERAFIMOV K Prilog 

problematici malignih trumora bubrega 
kod odraslih. [Study of the management of malig- 
nant tumors of the kidneys] p. 60-5. 


37379 ALEKSIC D Rezultati u hirurskom 
lefenju oboljenja Zutne bedike. [Re- 
r 


DELIC Promjene misica 
oe poslije poliomijelitisa i kod progresivne 
midiéne distrofije; miografska i histologka studija. 
— in striated muscles in 1 poliomyelitis 


cad study] p. 70-83. 
37381 PADOVAN I Rekonstrukcija cervikalnog 
ezofagusa. Reconstruction of 
the cervical esophagus] p. 84-9. 
37382 RUSZKOWSKI I Ciste medijalnog 
ska koljena. [Cysts of the medial menis- 

cus} p. 90-5. 

7 LENKOVIG M_ Prilog kazuistici akutnog 
arn flegmonoznog gastritisa Study of cases 
of acute phlegmonous gastritis] p 96-103. 


: 
__ 
- 
Ny 
material pFi kloubnich plastikach. Autog 
utogenous 
cartilage in for plastic 
oar joints} p. 165-72. 
in 
| 
| 
} 
| 
| 
| | 
| 

ie 3 aspects on the problem of eosinophila; 

Seg ment of chronic duodenal ulcers during | 

past fifty years. p. 61-4, 

38 | 
| 
| 
| 
Sec, tion of aorta, p. 81-6, 
| 

| 

p. 8-39 
igh 

p. 66-9. 
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ACTA DERMATO-VENEREOLOGICA 
(Stockholm) 


Acta derm. vener., Stock. 2) 1958 


37384 BRUN R, DOMINE Etude sur la 
transpiration. 13. (Study of transpira- 
tion. 13] p. 91-103. 
37385 NILZEN A Some aspects of synthetic 
detergents and skin reactions. p. 104-11. 
37385 NILZEN A The thrombocyte index in- 


37367 CLAESSON S, JUHLIN L, WETTERMARK 
poe The reciprocity law of Uv-irradiation 

effects; damage 9a mouse skin exposed to Uv-light 

varied over a 10'-fold intensity range. p. 123-36. 

37388 CHARGIN L, SILVER H, SACHS P M 

seborrheicus (Senear-Usher 
drome higus ery ). p.- 137-44. 

37389 LAGERHOLM B, LODIN A, GENTELE H 
Bone marrow studies in psoriasis 

and after vitamin B12 treatment. p. 145-50. 


97990 ‘“AGERHOLM B, LODIN A, GENTELE H 
Plasma proteins in psoriasis vulgaris. 
p. 151-4. 
97391 KALZ F, SCOTT A_ Evaluation of the 
clinical and serological state of 416 well 
treated neurosyphilitics after long term observa- 
tion. p. 155-67. 
397392 CHARGIN L, SOBEL N, VANDOW JE, 
ROSENTHAL T The long term results of 
the treatment. p. 168-72. 


ACTA ENDOCRINOLOGICA 
(Kebenhavn) 


Acta endocr., Kbh. 28(Suppl. 39) 1958 


37333 SUNDELL B Variations in the level of 
eosinophils in the wall of the small intes- 
tine in the rat; response to pituitary-adrenocortical 
hormones, to blocking of the reticulo-endothelial 
system and ganglions, as well as to histamine and 
histamine-releasers. p. 1-73. 


ACTA GASTRO-ENTEROLOGICA 
BELGICA 
Bruxelles) 

Acta r. belg. 21 Mar 58 


37394 PAVELI La sécretion biliaire pigmen- 
taire. (Biliary secretion of pigments} 
p. 127-42. 


37395 J, DEMEULENAERE L, WIEME 
RJ Note sur la technique de determina- 
tion de certains ferments seriques; transaminase 
oxal etique (T-GO) et transaminase 
glutamique -pyruvique (T-GP); dehydrogenase lac- 
tique (DH-L). [Technical note on the determina- 
tion of serum enzymes; glutamic -oxalo-acetic 
transaminase and glutamic-pyruvic 
lactic dehydrogenase] p. 143-52. 


37396 ALLEGAERT W De la suralimentation 
dans le traitement des hypoprotéinémies 

enchirurgie. [Diets in the treatment of hypo- 

proteinemia in surgical patients} p. 153-62. 


37397 CHANOINE F A propos de quelques cas 

de maladie de Crohn; note préliminaire: 
résultats du traitement par les — salicylés. 
[Some cases of Crohn's disease; p note 
and results of treatment by salicylic acid deriva- 
tives] p. 163-77. 


37398 SALEMBIER Y Le coma hépatique vu 
sous l'angle chirurgical. [Hepatic coma 
from the surgical point of view] p. 178-87. 


37399 BOULVIN R_ Heépatectomie segmentaire 
pour caverneux du foie. 


of the liver] p. 188-81. 
Acta gastroenter. belg. 21(4) Apr 58_ 


CHELI R, DODERO M Etude biopsique 


3740! PIRART J, SMULDERS J Le cancer 
duodénal; & propos de 4 cas autopsiés. 
Destenal cancer; postmortem studies in 4 cases] 


37402 CRISMER R, DREZE C_ Etude radio- 


37403 P Le cancer duodénal. p. 221- 


37404 ae M, MEURIS M_ Un nouveau 


31405 M, C, DELCOURT 
as de 


tumors of Vater's ampulla] p. 230-9. 


37406 BOULVIN R Sur quatre cas de lympho- 


ACTA GYNAECOLOGICA ET 
OBSTETRICA HISPANO-LUSITANA 
(Porto) 


Acta obst. lusit. 1957 
37407 TAVARES A Sarcomas do endométrio. 
p. 187-204. 


37408 DEXEUS FONT 8, DEXEUS TRIAS DE 
BES JM, SEGUR EJ Hemorragia muy 
grave originada pour un taponamiento vaginal post- 
partum. [Very severe hemorrhage caused by 
vaginal tamponade] p. 205-13. 
374U9 EURICO-PAES Alteracées do esfregaco 
na mulher apés radiothe rapia 
microlocalizada no lobo anterior da hipdfise. 
a in vaginal smears in women after radio- 
therapy microlocalized on the anterior pituitary 
lobe] p. 214-28. 


Acta gyn. obst. hisp. lusit. 6(4) 1957 


37410 REGO JF DO Tratamento precoce dum 
coriocarcinoma vinculado a um aborto 

molar; Poo clinica ha 2 anos e 10 meses. [Early 

treatment of chor d with 

molar abortion; clinical recovery since 2 years & 

10 months] p. 229-50. 

3741) DEXEUS FONT S, FORTO SCHWARTZ J 
22 Afios cesarea; experiencia y reflexio- 

nes. [22 Years of cesarean section; experience & 

reflections] p. 251-76. 


37412 DE LA PERA REGIDOR P 
la con- 


y 
veniencia de | practicar la insuflacién después de 
realizar una histerograffa con contrastes aceitosos 
[Hysterosalpingography & tubal con- 
venience of performing i afte: Og 
raphy with oily contrast media] p. 277-81. 


37413 CARDIA M Trichomoniase et prostitu- 
tion. p. 282-7. 


Acta obst. . lusit. 5) 1957 

37414 COSTA JGDA_ Bécios ovaricos. 
[Ovarian goiter] p. 293-307. 

3741S TARRATS PIBERNAT J Conducta ob- 
stétrica y electroencefalog raft del recién 

nacido. [Obstetrical & 

cephalography of newborn infants] p. 308-56. 


ACTA MEDICA ACADEMIAE 
SCIENTIARUM HUNGARICAE 
(Budapest) 


Acta med, il 1958 


37416 OLAHE Eye injuries in agricultural 
workers. p. 297-319. 


37417 HUSZAKI Zur Pathologie der multiplen 
Sklerose. [Pathology of multiple sclero- 
sis] p. 321-35. 


37418 KOVACS K, KOVACS GS, KOVACS B M, 
PETRI G Increased antidiuretic activity 
quem sera in the preoperative period. p. 337- 


374192 HANKISS J, VAJDA I, MASSATH I, 
FORNET B Role of antidiuretic hormone 

in the fluid metabolism of patients with liver dis- 

ease. p. 343-50. 

37420 SZEGVARI G, JARAI I, MESTYAN G 
Die Wirkung des Chiorpromazins auf die 

Warmeregulation und auf den Umsatz. (Effect of 

chlorpromazine on heat regulation and exchange} 

p. 351-7. 

37421 SZABG G, FOLTI F, REV J, KARSAY 

FEHER G The effect of eaiote 


“di 


on 
the reducti ‘= ff 
ume] p. 359-64. 


37422 GOMORI P, TAKACS L, NAGY Z The 
effect of humoral factors on renal function 

in dehydration. I. The effect on renal function of 

blood from dehydrated animals. p. 365-8. 


37423 GOMORI P, VARGA I, JAKAB L The 

effect of humoral factors on renal func- 
tion in dehyd ac- 
tivity in dehydration. p. 369-70. 


37424 GOMORI P, GLAZ E, WEISZ P, SU- 

HANYECKY A, DESI'I, RIGO J’ The ef- 
fect of humoral factors on renal function in dehy- 
dration. I. Increase in an aldosterone-like ac- 
tivity in dehydration. p. 371-2. 


37425 FISCHER A, JAKAB M, ROHNY S (Frau) 
Uber die 


circulating vol- 


Die der serdsen Ergis- 
[ Pathological protein bility. 1. Pro- 
ttn of p. 373-9. 


37426 — P, BAUMANN M, FISCHER 
, JAKAB M, LAMM G, ROHNY S 

Die H der Neph 

logical protein permeability. 1. Urinary pro- 

teins in nephrosis} p. 381-91. 


37427 RADNOT M, OLAH I Die Wirkung des 


jood cells} p. 393-5. 


ACTA MEDICA PATAVINA 
(Parma) 


Acta med. patav. 17(3) July-Sept 57 


37428 RUOL A, CORA D, DALPALUC 1 
rene nella cirrosi epatica; aspetti clinici, 
funzionali e patogenetici. [The kidney in liver 
cirrhosis; clinical, functional and pathogenetic as- 
pects] p. 303-28. 
37429 GREGORIS L Sul contegno degli 11-ossi- 
delle loro frazioni 
epatopatie acute e croniche. [Behavior of 
formaldehydogenic 11-oxycorticoids and their 
mineralo-active and glyco-active fractions in acute 
and chronic liver disease] p. 329-44. 


37430 GREGORIS L, DE BIASIS PORRO A 
L'intervento del polmone nel ciclo vitale 
dei leucociti; ricerche sperimentali sul preparato 
cuore-polmoni. [The role of the lungs in the life 
cycle of leukocytes; experimental studies using 
heart-lung preparation] p. 345-66. 
37431 BELLONI G, BOVO G Il mesotelioma 
pleurico. [Pleural mesothelioma] 
p. 367-93. 
37432 BELLONI G Sulla cosidetta sepsi tuber- 
colare gravissima. “very 
grave tuberculous sepsis"] p. 394-407 
37433 BELLONI G, ZERMAN AM 
mento delle anti- O -streptolisine in 
varie condizioni morbose (con particolare 
alla malattia reumatica). [Behavior of antistrepto- 
lysin O in various pathological conditions (with 
special reference to rheumatic disease)} p. 408- 
25. 


37434 


matiche nel carcinoma. 
Black e di Huggins. [Diagnostic value of some 
blood changes in carcinoma. I. Bolen, Black and 
Huggins tests} p. 426-36. 
37435 BELLONI G, DAL FABBRO G Sul 
valore di stico di alcune al 
plasmatiche nel carcinoma. II. La velocita di 
eritrosedimentazione, la proteina C reattiva ed il 
etico delle proteine seriche. 
[Diagnostic value of some blood changes in car- 
cinoma. I. Erythrocyte sedimentation rate, C 
reactive protein and electrophoretic patterns of 
blood proteins} p. 437-49. 
37436 BELLONI G, MAGGIA A, DAL FABBRO 
a. Sul valore diagnostico di alcune altera- 
zione p nel Il. Con- 
conclusive. 


BELLONI G, MAGGIA A Sul valore 


ACTA MEDICA SCANDINAVICA 
(Stockholm) 


Acta med. scand. 161 30 May 58 


37437 ALWALL N, ERLANSON P, TORNBERG 

A, FAJERS'C M, MOELL H Two cases 
of acute glomerular nephritis with severe oliguria 
or anuria for 75 days; clinical course, roentgeno- 
logical studies on kidneys size, and post-mortem 
findings. p. 85-91. 


37438 ALWALL N, ERLANSON P, TORNBERG 

A, MOELL H, FAJERS CM Two cases 
of gross renal cortical necrosis in pregnancy with 
severe oliguria and anuria for 116 and 79 days 
respectively; clinical course, roentgenological 
studies of the kidneys (size, outlines and calcifica- 
tions), and post-mortem findings. p. 93-8. 
37439 PG Maturation of rat 


induced 
anemia. 99-108, 
37440 LAAKE H_ Rheumatic tricuspid stenosis. 
p. 109-16. 


3744! VILLA L, DI NATALE L, DIOGUARDI 
N, CONTRO L, SECCHI GC, VALAGUS- 
SA L_ Researches on liver biopsy assessment of 
preliminary data obtained from the study of endo- 
genous respiration of human liver tissues. 
p. 117-24, 
37442 MACCUISH RK Cardiac ee 
ing mitral val y and 
management, 125-34. 
37443 SALVESEN H A, KOLBERG A Alcohol 
absorption in idiopathic steatorrhoea. 
p. 135-42, 
37444 BERLIN R, BERLIN H, BRANTE G, 
SJOBERG SG Failures in long-term 
oral treatment of pernicious anemia with B12-in- 
trinsic factor preparations. p. 143-50. 
37445 FAHRAEUS R The influence of the rou- 
leau formation of the erythrocytes on the 
rheology of the blood. p. 151-65. 


Acta med, scand. 161(3) 9 June 58 


37446 FORSSELL J Nephrog polycyth 
mia. p. 169-79, 


37447 = R, SIURALA M The vita- 
12-binding capacity of the gastric 

mucosa and pernicious anemia. 

p. 181-7. 


37448 CARLSTEN A Relationship between 
ventricular rate and amplitude of T-wave 
in total A-V block. p, 189-96. 


37449 VAN BECHEM FS : 
disease in p. 197-205. 

37450 BORST JR, SMITH PA Chronic 

to potassium 

and tetany in a girl aged 14 years, 


treatment, 
p. 207-13. 
3745! ADAMSON C A, DAHLSTROM H, NORD- 
STROM. -OHRBERG G One case of 
ventricular tach lar fibrilla- 
tion in complete successfully treated 
with digitalis. p. 215-20, 
37452 B Aspects of gastric 
secretion in man. p. 221-31. 
37453 onsaur 8 Protein-sparing action of 


jucose y 
patients with acute renal failure. p. 233-41. 


37454 TARNOWSKI CE Ornithosis in the 
population of a county in Denmark. 


p. 243-50. 
37455 pont G resistance in 
oral treatment of diabetes. p. 251-6. 


Acta med. scand. 161(4) 30 June 58 


37456 TAPIOVAARA J, SIURALA M Function- 
al disturbances of the stomach and duo- 
denum in gallbladder disease. p. 257-63. 
37457 NISSEN NI Bacteriaemia; some experi- 
ences regarding blood cultures in a medi- 
p. 265-75. 


EASTHAM R D, DENSON K W, EVANS 
37458 DA The effects of sodium citrate and 
potassium ammonium oxalate on the erythrocyte 
sedimentation rate. p. 277-88. 
37459 IL Examination of gastric 
ivity by means of dialysis in the stom- 
ach. p. 300. 
37460 BLOMBACK M, NILSSON IM Treat- 
ment of hemophilia A with human anti- 
hemophilic globulin. p. 301-21. 
37461 C The erythrocyte sedimen- 


tation rate during pregnancy and the 
puerperium. p. 323-39. 


cal unit, 


Acta med. scand. 161 334) 1958 


37462 THORSON AH Studies on carcinoid dis- 
ease. p. 1-132. 


Acta med. scand. 161(Suppl. 335) 1958 


37463 SILWER H, OSCARSSON PN Incidence 

and coincidence of diabetes mellitus and 
pulmonary tuberculosis in a Swedish county. p. 1- 
48. 


Acta med. scand. 161 . 336) 1958 
37464 SUNDIN T The effect of body posture on 
adrenaline and 


the excretion of 
p. 1-59. 


ACTA MICROBIOLOGICA ACADEMIAE 
SCIENTIARUM HUNGARICAE 
(Budapest) 

Acta microb. . S(1) 1958 


the p 
eus. p. 3-10. 
37466 KOLLAR G Biochemical —_ of the 
lL. a-Man- 
nosidase activity studied in Streptomyces griseus 
cultures. p. 11-7. 
37467 KOLLAR 4 Biochemical studies of the 
. Forma- 
tion of and role played in the bosyathesis of strep- 
tomycin by tom griseus a 
p. 19-34, 
37468 PETRILLA A, BARSY G Vaccination 
against pertussis; an apprasial of its 
ficacy. p. 35-42. 
37469 oe E, GAL F Isolation of phages 
against Mycobacteria, p. 43-8. 
37470 cunts 2 G Reactivation of ultraviolet in- 
activated Streptomyces griseus at low 
p. 49-51. 
37471 ¥FUzI M, KISZEL J Die Leptospirenin- 
fextfon der Hunde in Budapest. [Lepto- 
spira infection of dogs in Budapest) p. 53-7. 
37472 BARSY G, RUDNAIO The influence of 
in some infectious diseases. p. 59- 


37473 CSILLAG A The occurrence of systemic 
mycoses in Hungary. p. 75-87 

37474 ITVANOVICS G, FOLDES J Problems 
concerning the phylogenesis of Bacillus 

anthracis. p. 89-109. 

37475 ateta I Studies on the interaction be- 

een Coxsackie and Agee vi- 

ruses, "Late of 

young mice previously with Coxsackie Bl 

virus. p. 111-22. 


ACTA MICROBIOLOGICA POLONICA 
(Warszawa) 
Acta microb. . 6(4) 1957 


37476 LORKIEWICZ Z, HULANICKA E, WEIN- 

RAUDER H_ Badania nad budowa antyge- 
nowa form L 3A 1 3B Proteus vulgaris. [Studies 
on the antigenic structure of L forms, type 3A and 
3B of Proteus vulgaris} p. 311-20. 


R-397 


ny sarcome du gréle. [Four cases of lym- 7 
AF 
| 
hotné 
4 jection of staphylococcus vaccine and | 
tuberculin in man. p. 112-22. 
| 
fk 3, 
ct 
emur| | 
se 
“ation | 
| 
[Ex- 
| 
| 
4 | 
223-5, 
| 
of | 
ého | 
} 
| 
| | 
ik. | 
50-1. | 
fter | 
enina blood changes in carcinoma. [I]. Concluding re- 
Ina’ marks} p. 450-62. 
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lig- et sécrétoire de la muqueuse gastrique au | : 
cours de l'urémie chronique. [Biopsy and secre- 
tion study of the gastric mucosa during chronic | | : 
uremia] p. 193-202. 
ses] 
a 
ne 
8 clinique de deux cas de cancer du cadre ‘ 
sie nodénal. [Radiographic and clinical study of two 
Cases of the duodenum] p. 213-20. 
4 
ni- = A new case of sarcomatous tumor of the i - 
nis- duodenum} p. 224-9. 
Biutzellen. [The effect of light on the number of , 
eosinophilic 
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37477 suaces. GOLDFINGER W, ROWINSKI S 
zyczynek do poznania budowy «olonii 

pk on the structure of a 

“bacterial colony] p. 321-30, 

37476 KUNICKI-GOLDFINGER W, DROZANSKI 
W, BLASZCZAK D, MAZUR J, SKIBIN- 

SKA J Bakterie jako pokarm petzak6w. [Bac- 

teria as food for soil amoebae] p. 331-44. 


on the activity streptomy- 
cin in soil] p. 345-53. 


37480 DUDA J, _MALINSKA E, Zz 
migdzy 


nu B12 a iloécig mikroflory w gi bach. 
between the vitamin Go 
ganism count in soil] p. 355-65. 


3746; JANUSZEWICZ I Zmiany wtasnoéci bio- 
chemicznych szczepu Leuconostoc me- 
senteroides w zaleznoéci od warunkéw przechowy- 
wania, [Effect of storage conditions on changes 
in the biochemical properties of Leuconostoc mes- 
enteroides} p. 367-76. 
Préby 


37462 CZARNOCKA-ROCZNIAKOWA B 
otrzymania biomasy paciorkowcéw mle- 

kowych z serwatki. — on maximum produc - 

tion of Streptococcus lactis cells cultured oa whey] 

p. 377-401. 

37483 BIBLIOGRAFIA polskich ory z dziedziny 
mikrobiologii rolnej i technicz- 

nej za i potrocze 1957 r. of 

papers on genera, 1 and t 

crobiology covering g the pene 1 January to 309 dune 

1957] p. 403-19. 


ACTA NEUROLOGICA ET 
PSYCHIATRICA BELGICA 
(Bruxelles) 


Acta neur. be’ Mar 58 


37464 PIETTE Y L'él 
crise 


(El 
vulsions] 21930. 


37485 pane DEN BERGH R_ Etude artério- 

que expérimentale de la vasomotri- 
cité arteriographic 
study of cerebral vasomotor activity] p. 231-46, 


3746 HASAERTS R, BRIHAYE J Syndrome de 

la de cheval par hernie discale. 
[Cauda equina syndrome caused by a herniated 
disk] p. 247-59. 


37487 


TONESCO I, IONASESCO V, MESTER Z 
Relations entre la syringomyélie et 
l'acropathie ulcéro-mutilante familiale; a propos 
d'un cas clinique. [Relation between syringo- 
myelia and familial ulcero-mutilating acropathy; 
report of a clinical case] p. 260-9. 


37488 HENNEAUX J Une atrophie cérébelleuse 
sénile fruste sous Vaspect clinique d'une 
épilepsie-myoclonie p avec di 

[Latent senile cerebellar atrophy with the clinical 
aspects of epilepsy and progressive myoclonus with 
mental deficiency) p. 270-5. 


ACTA NEUROVEGETATIVA 
(Wien) 


Acta Wien 7 1958 
37489 WEBER HF Die neurovegetativen Funk- 
tionsstdrungen des U: talsystems. 
of the urogenital 


p. 1-156. 


ACTA OBSTETRICIA ET 
GYNECOLOGICA SCANDINAVICA 
im) 


Acta obst. scand. 1958 


37490 RYDEN A The treatment of tuberculous 
salpingitis. p. 114-30. 
HEDBERG E, SPETZ SO Acute sal- 
pingitis; views on on prognosis and treat- 
p. 131-54. 
KOTSALO K Observations on the pre- 
mature separation of the normally im- 
planted placenta. p. 155-94. 
37495 NILSEN PA Premature separation of 
the normally implanted placenta. 
p. 195-260. 


37491 


ment. 
37492 


ACTA OPHTHALMOLOGICA 
(Kebenhavn) 


Acta ophth., Kbh. Suppl. 50 1958 


37494 ERICSON LA Twenty-four hourly varia- 
tions of the aqueous flow; examinations 
with perilimbal suction cup. p. 1-95. 


ACTA ORTHOPAEDICA 
SCANDINAVICA 
(Kebenhavn) 


Acta scand. 27 1958 


37495 KALLIO KE In memoriam Fabian 
Sid; March 21, 1886-August 
25, 1957. p. 165-6. 


37496 HULTH A The growth inhibiting effect 
papain on young rabbits. p. 167-72. 
HENRICHSEN E Bone formation and 
in cartilage. p. 173-91. 
37498 HULTH A The vessel anatomy of the 
upper femur end with special regard to 
the mechanism of origin of different vascular dis- 
orders. p. 192-209, 
37499 HIRSCH C The clinical evaluation of 
sciatica. p. 210-8. 
37500 FAGERBERG § Tomographic analysis of 
depressed fractures within the knee joint, 


37497 


37501 STEFFENSEN JC, EVENSEN A Bursi- 
tis retrocalcanea achilli 


+ p. 229-36, 


ACTA OTO-RHINO-LARYNGOLOGICA 
BELGICA 
(Bruxelles) 
Acta otorhinolar. belg. 11: 1967 


37502 CRABBE F, VANDERVEKEN R, LAU- 

H, VANDERVEKEN J Les altéra- 
tions de l'oule consécutives aux traumatismes cra- 
niens. [Alterations in hearing after cranial trau- 
ma] p. 643-754; concl. 


ACTA PAEDIATRICA 
(Uppsala 
Acta 47 


37503 WIDELL S On the cerebrospinal fluid 
in normal children and 
acute abacterial 


ACTA PAEDIATRICA BELGICA 
(Bruxelles) 


Acta paed 11 1957 


37504 GILLET P, NOEL A Réticulose de ae 
sition: un cas de granulome 
[Tran- 


ayant évolué en maladie de Letterer-Siwe. 
sition reticulosis: a case of eosinophilic granuloma 
developing into Letterer-Siwe disease] p. 213-22. 
37505 re P, GALAND G, 
LESCHANOWSKY H 
de veusiieatanamine chez le petit 
of 


[Usefulness & limitations 
young children] p. 223-34, 


SAND EA Le retentissement des 
37506  séjours prolongés en institution sur le 
développement psychologique des enfants. 
[Repercussions of extended sojourns in institutions 
on the psychological development of children] 
p. 235-47. 
37807 A La fréquence de la sténose 
ypertrophique du pylore n "augmente 
pas avec 2 nombre de gr 
of hypertrophic pyloric stenosis does not in- 
crease with the number of pregnancies] p. 248-52. 
37508 L'hyperostose corticale 
infantile. p. 253-7. 


PEETROONS 
Utilité et limite 
enfant. 
y in 


ACTA PAEDOPSYCHIATRICA 


see 
ZEITSCHRIFT FUR 
KINDERPSYCHIATRIE 
(Basel) 


ACTA PATHOLOGICA ET 
MICROBIOLOGICA SCANDINAVICA 
vn) 
Acta microb. scand. 1958 
37509 DEVIK F, OSNES S Induction of hyper- 
plasia in the epidermis after roentgen ir- 
radiation. p. 113-7. 
37510 WULFF F On leucocyte migration in 
vitro. p. 118-26. 
37511 BORUM K Influence of clipping and 
chemical epilation on hair growth in mice. 
p. 127-40. 
37512 HULDT G The dye test and complement- 
fixation test in toxoplasmosis; a compara- 
tive investigation. p. 141-56. 
37513 HENRIKSEN S D Moraxella duplex var. 
efaciens, habitat and antibiotic sen- 
sitivity. p. 157-61. 
37514 HESSLEBERG I, ENELL H, SIEVERS O 
Freeze-drying experiments with Swedish 
BCG vaccine. p. 162-70. 
37515 FJELDE A ENGBAEK HC 
lat of mycobacteria and mammalian 
cells in tissue culture. p. 171-4. 
37516 KAUFFMANN F On the biochemical 
behavior of new Salmonella types. 
p. 175-84. 
37517 GRAUDAL H, BIRCH-ANDERSEN A 
Studies on the motility and flagellation of 
a motile streptococcus. p. 185-95. 
37518 voapinans TM Carriage of phage 


pathogenic 
medical students. p. 196-210. 


37519 =. K Studies on skin-disinfec- 
. On the release of bacteria from 
hands ammonium com- 
pounds. p. 211-8. 
37520 JESSEN O Purulent meningitis caused 
micro-organisms of the cloaca group; 
report of 2 cases. p. 219-24. 


ACTA PHYSIOLOGICA ACADEMIAE 
SCIENTIARUM HUNGARICAE 
(Budapest) 


Acta 13(3) 1958 


37521 ANTONI F, KELETI T Immune-biologi- 

cal study of the crystalline alcoho! de- 
hydrogenases isolated from closely related yeast 
species. [Immune-biological study of the crys- 
talline alcohol de! isolated from closely 
related yeast species} p. 187-97. 


37522 ELGSDI P Comparative studies on D- 
-3- 


glyceraldehyde-3-phosphate dehyd 
ses. I. 
parative studies on D. gly 3-p 
dehydrogenases. Phy h 1 
tions} p. 199-206. 


37523 SZABOLCSI G, ELODI P Comparative 

studies on D-gly dehyde - 3-phosph: 
dehydrogenases. III. The inhibitory effect of p- 
chlormercuribenzoate in the presence of different 
substrates. (Comparative studies on D-glyceral- 
dehyde-3-phosphate dehydrogenases. [I]. The in- 
hibitory effect of p-chlormercuribenzoate in the 

of di ] p. 207-11. 


37524 SZABOLCSI G Comparative studies on 


rogena- 
[Com- 


tiga 


dehydro- 
genases. Iv. Studies ‘on the ‘denaturation of the 


iP 
Idehyde-3-ph 


dehydro- 
genases. IV. Studies on the denaturation of the 
enzyme by proteolytic digestion] p. 213-8. 
37525 ELODI P Comparative studies on D- 


37542 GATIT, SOS J, HIDEG J Wirkung des 
Tryptophanmangels auf die expe: 


37543 GARDOS G _Eftect of ethylenediamine. 
on the p bility of human 
erythrocytes. 


p. 1-5. 
37544 BALOGH L Quick 
iodine content of air. p. 7-11. 
PORSZASZ J, SUCH G The reflectory 
= of vasomotor reflexes. p. 13- 
SUCH G, VICSAY Porszisz J Th 
"ot in the 

reflex activities. p. 21-38. 
37547 ENDROCZI E, KOVACS S, BOHUS B 
in behaviour and endocrine ac- 


tivation in response to the stimulation of orbito- 
frontal cortical areas. p. 39-44, 


37548 BIRO J, BUKI B, DENES I, KOVACH 


of the 


37545 


37546 


37549 968 J, P, NAGY J, CSUZI 
Effect of ne antimetabolites on 


the 
37550 FFER S, VARNAI I, SZIEBERTH- 
HORV, TH E The immediate 
on 


and body 
temperature in intact, intact, and thy- 
roidectomized rats. p. 61-78. 


37551 panache y C The effect of ACTH on 
experimental silicosis, with special re- 
spect to p. 79-87, 


37582 SZILAcyt T, BENK6 K, 
KY H 


stosse in Hypothermie wahrend Largactil- 
—— Behandlung. (Study of electric impulses 
during largactil or luminal treat- 


ses. V. ~ Immune-biological and serological s stud- 
ies. [Comparative studies on D-glyceraldehyde- 
3 V. Immune-biologi- 
cal and serological studies] p. 219-31. 

37526 ELODI P Comparative studies on D- 

h dehydrogena- 
ses. VI. A study of some chemical properties. 
(Comparative studies on D-glyceraldehyde-3-phos- 
phate es. VI. A study of some 
chemical properties] p. 233-7. 


37527 KELETI T Methods for the isolation of 
crystalline alcohol dehydrogenase. 
Methods for the isolation of crystalline alcohol 
p. 239-41. 
37528 KELETI T Studies on the reduction of 
alloxan and the oxidation of dialuric acid 
in the presence of alcohol dehydrogenase. (Studies 
on the reduction of alloxan and the oxidation of dia- 
dehydrogenase] 


luric decid in the presence of alcohol 
p. 243-8. 
37529 — A, BINDER G, TANKA D Die 
Wirkung von Runtgenbestrahlung auf Ser - 
umeiweiss; die Veranderung der in vitro bestrahl- 
ten Serumeiweisse. [The effect of roentgenother- 
apy on serum albumin; changes in serum albumin 
irradiated in vitro] p. 249-53. 
37530 DECSI L Wher die Eigenttimlichkeiten 
der renalen Zuckerresorption beim Kanin- 
(Characteristics of renal sugar resorption 
in saat p. 255-63. 
3753! BARNER-BRUCKNER G Die Abhangig- 
keit der Durchblutung vom St 
und vom Einstrom ungsdruck. [The re- 
ion of blood circulation to flow path cross section 
and to inlet pressure] p. 265-82. 


Acta physiol. h 13(4) 1958 

37532 FEUER G Effect of thyroid hormones on 
oxidation, p. 283-90. 

37533 FEUER G, BOROSS L, KEREKES L 
The effect of thyroid hormones on the 

mechanism of the acetylation reaction. p. 291- 


300. 
37534 FEUER G, VEKERDIL il vivo forma- 


37537 G Sur le réle de I'écorce motrice 
du t ré- 
mee motor cortex in the regulation of 
37538 A, FORGACS L_ die 
he Bedeutung des 


—_— of the por- 
(ihe p. 329-40. 


37539 GESZTI O, TS'AO WC, LI TH Experi- 
mental data about the heparin neutralizing 
effect of intravenously administered calcium. 
p. 341-54, 
37540 ©, TOMITY IT Analyse der 
Hypoxie und 


3754! SZEGI J, RAUSCH J, PUSZTAI L Neue 


Angaben zur Resorption 
der data on the absorption 
and elimination of cardiac glycosides} p. 365-73. 


p. 89-93. 
37553 DECSI_ L, MEHES J Verschiedene Emp- 


ng gege 
niiber der entkoppeinden Wirkung von Largactil und 
Luminal. (Different sensitivites of individual 

cerebral regions toward the uncoupling actions of 
largactil and luminal] p. 95-8. 
37554 CSEHG Effect in vitro of adrenal cor- 

ticoids on the swelling of mitochondria 
from lymphatic organs and liver. p. 99-102. 


ACTA PHYSIOLOGICA 
SCANDINAVICA 
(Stockholm) 


Acta physiol. scand. 42(3-4) 2 June 58 


37555 — T Effects of on 
ing syndrome in mice after iminodi- 
199-203. 
37556 KVAMME E I and 
in Ehrlich ascites tumour cells. “LL. Phos- 
phate metabolism in relation to glycolysis and the 
Crabtree effect. p. 204-18. 
37557 KVAMME E Glycolysis and respiration 
in Ehrlich ascites tumour cells. I. Ef- 
fect of IAA and DNP. p. 219-30. 
37556 KVAMME E Glycolysis and tis 
in Ehrlich ascites tumour cells. III. Re- 
lation to the tricarboxylic acid cycle. p. — 
37559 KVAMME E ly is and 
in Ehrlich ascites tumour cells. W. 
Pasteur effect, malonate Pasteur effect and Crab- 
tree effect. p. 239-50. 
37560 EULER US VON, FLODING! Methyla- 
tion of di line in beef i 


homogenates. p. 251-6. 
37561 ANDERSSON B, PERSSON N_ Intravenous 
assay of antidiuretic hormone using the 


P, PULK- 
KINEN MO, SAVOLA P On the arylsul- 
phatase activity of the rat liver during the fetal life, 
comparison of in vivo and tissue cultivation an- 
alyses. p. 262-7. 
37563 STOVNER J The action of tetraethylam- 
monium (TEA) on the kitten diaphragm. 
p. 268-81. 
37564 HAKKINEN IP The fluorescence of 
line in rats treated with dibydro- 
tachysterol. p. 282-7. 
37565 Erythropoietic activity of 
ine washings of blood cells 5 to 
low PE... pressure in vitro. p. 288-97. 
37566 KOEFOED-JOHNSEN V, USSING HH 
The nature of the frog skin potential. 
p. 298-308. 


REHN NO 
the content 


Effect of decentralisation on 
toe! of catechol amines in the splees 
and kidney of the cat. p. 309-12. 

37568 EULER US VON, FOLKOW B The effect 
of stimulation of autonomic areas in the 

cerebral cortex upon the adrenaline and noradren- 

aline secretion from the adrenal gland in the cat. 


37570 EULER US VON, LISHAJKO F 
amines in the vascular wall. p. 333-41. 


| 
neurogene renale Hyper bei Ratten, 
fect of tryptophan deficiency on experimental nev- 
; BRL rogenic and renal hypertonia in rats] p. 375-9, 
We 4 
Acta physiol. hung. 14(1) 1958 
AG Higher nervous activity of adrenal- 
ectomized animals afier ischaemia of the limbs, 
| 
5) May 58 
lectroencéphalogramme de | 
ve de l'électrochoc. 
ing electroshock con- 
| 
| 
| 
| | 
| 
| | 
| 
| 
“Ser tion of thyroid hormones as studied by 
means of KI 131. p. 301-8. 
37535 KELETI T The role of the -SH groups of 
ae Ft yeast alcohol dehydrogenase in the oxida- 
rae ae tion of different substrates. p. 309-16. 
37536 BOT G Enzymatic synthesis of crystal- 
line glucose-6-phosphate from inorganic 
ate. p. 317-20. 
am : the body temperature-lowering effect of hypoxia inorganic phosphate in py 
fovte and hypercapnia] p. 355-64. noradrenaline containing granules 
Seven! medulla. p. 321-32. 
wy 
R-398 
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CURRENT LIST of MEDICAL LITERATURE 


37571-37663 


LANDGREN § The lo- 
thalamic relay in the 


ae 2 VALEN E Oyxgen consumption in rela- 
temperature in some poikilotherms. 


WEGMANN A Zentrale und periphere 
vierung durch 
[Central & peripheral sympathetic 
‘activation by dehydroascorbic acid] p. 363-70. 
97574 SCHAPIRO S_ Effect of a catechol amine 
tent and ur and adren- 
aline. 311-8. 


Acta . scand, 42 . 147) 1958 


37575 SODERBERG U Short term reactions in 

the thyroid gland revealed by continuous 
measurement of blood flow, rate of uptake of radio- 
active iodine and rate of release of labelled hor- 
mones, p. 1-113. 


37573 


ACTA PSYCHOTHERAPEUTICA, 
PSYCHOSOMATICA ET 
ORTHOPAEDAGOGICA 


Acta r., Basel 1957 
37576 ELROD N Zur Ph&nomenologie der 


37577 WANECEK O Vom Denkerleben der 
. [The thought life of the blind] 
p. 97-119. 
37578 —— GH Goethes Werther; versuch 
tiefenpsychologischen 
[Goethe’ Werther, at a depth- 
pathography] p. 
37579 ILLING HA 
cording toC. G. Jung. p. 137-44. 
37580 SALFIELD DJ The changing conception 
of normality and its assessment; with 
special reference to psychiatry. p. 144-55, 
9756: PFLANZ M hung und Bed 
von Vorstellungen Uber die Ursachen der 
Krankheiten. [Origin & significance of ideas on 
the causes of diseases] p. 156-68. 


37582 ALVAREZ WC Psychosomatic medicine 
that every physician should know. 
p. 168-73. 

37583 CHERTOK L_ Evolution des idées sur 
l'analgésie psychologique en obstétrique. 

[Recent developments of concepts of psychological 

analgesia in obstetrics] p. 174-82. 

37564 MITSCHERLICH M Ein Fall von Pria- 
pismus. [A case of priapism] p. 183-9. 


ACTA RADIOLOGICA 
(Stockholm) 


Acta radiol., Stockh. 49(5) May 58 


37585 BARTLEY O Cardiac valve calcifica- 
tions and registration of their movements, 
p. 329-47, 

37566 LILJEDAHL S 0, MATTSSON O, PER- 
NOW B Cineroen of the in- 

testine with special reference to the effect of stim- 

ating agents upon motility. p. 348-54. 

37587 STENSTROM R Spondylitis caused by 
Salmonella typhimurium. p. 355-60. 

375eg MALEK P, KOLC J Die indirekte Lym- 


T A scintillation 
for 31 MeV betatron radiation. 


©, Studies on the 
Penetration of radioactive ions through 

human cervical mucus. p. 382-8, 

37592 ODEBLAD E, WESTIN B Proton mag- 
netic resonance of human milk. p. 389- 


37593 MA, RANDOLPH 


r 
p. 377- 


37591 


37594 HANEL H K, HJORT G, PURSER PR 
Liver respiration in normal irradiated and 
endogenous 


rats: respiration in 
Phosphate buffer. p. 401-6, 


Acta radiol. , Stockh. Suppl. 156 1958 


37595 WETTERDAL B — 
on in the male reproduc- 
tive organs of the rat. p. > on 


Acta radiol., Stockh. Suppl. 157 1958 


Acta radiol. , Stockh. Suppl. 158 1958 
37597 ARVIDSSON H Angiocardiographic obser- 
vations in mitral disease with special ref- 
erence to volume variations in the left atrium. 
p. 1-124, 
Acta radiol., Stockh. Suppl. 160 1958 


37594 EINHORN J Studies on the effect of 


ACTA RHEUMATOLOGICA 
SCANDINAVICA 
(Stockholm) 


Acta rheumat. scand. 4 1 


37599 THUNE 8, TRUEDSSON E Acceleration 
of the hyaluronidase activity in the pres- 

ence of human serum. p. 65-9. 

37600 HALL P, BIORCK G The natural histo- 


3760! KALLIOMAKI J L, KIRPILA J, KOSKI- 
NEN HM, LAINE VA Extracellular 


fluid phase in rheumatoid arthritis. p. 79-85. 

3/602 BOGG A Skin complications of gold 
treatment. p. 86-97. 

37603 BLECOURT J J DE, BODE J J, STAM 
HC The effect of roentgen therapy in 

osteo-arthritis and p h apul 

ris. p. 98-101. 

37604 LINDHOLM H, NILSSON S Wegener's 

; @ survey and a report on 


granulomatosis 
six cases. p. 102-11, 
37605 GROSS D Gelenknahe Knochencysten. 
[Periarticular bone cysts] p. 112-34. 
EKELUND C Studies in anemia during 
the course of rheumatoid arthritis. 
p. 135-44. 


37606 


ACTA TROPICA 
(Basel) 


15(2) 1958 


37607 MATTHEY R_ Les chromosomes et la 
position systématique de quelques Murinae 

africains (Mammalia-Rodentia). [Chromosomes & 

systematic position of various African Murinae 
(Mammalia, Rodentia)} p. 97-117. 

37608 WAGNER-JEVSEENKO O Fortpflanzung 
‘ bei Ornithodorus moubata und genitale 
Ubertragung von Borrelia duttoni. [Reproduction 

& ital transmission of 


Acta trop., Basel 


Borrelia duttoni] p. 118-68. 


37609 BAUER F, HOHORST W Hepatocystis 
kochi. p. 169-73. 


ACTA TUBERCULOSEA BELGICA 
(Bruxelles) 


Acta tuberc. belg. 49(2) Apr 58_ 


37610 JEAN WINS (1909-1958). p. 86-7. 


37611 LANTIN F, CUVELIER J Considéra- 
tions & propos de 420 cas de résection 

pulmonaire pour tuberculose. [420 Cases of pul- 

monary resection for tuberculosis] p. 89-99. 


37612 DIERICKX R, CLERCKX R, BEGAUX- 
BETZ E, DE BEULE Trois cent quatre- 
vingt-quatre interventions de chirurgie thoracique, 
dont 153 exéréses, pour tuberculose pulmonaire. 
[384 Cases of thoracic surgery, of which 153 were 
r for p y tuberculosis] p. 100-10. 


37613 VAERENBERG C, KNAEPEN E, LEN- 
AERTS F, VLIEBERGH H Kinésithér- 

apie en chirurgie thoracique d'exérese. ([Kinesi- 

therapy in resectional thoracic surgery] p. 111-9. 


37614 DE CLERCQ F, VAN ROUX R, MUS- 

CHAERT J L'angiopneumographie dans 
l'anthracose pulmonaire. [Angiopneumagraphy in 
pulmonary anthracosis] p. 120-30. 


ACTA; UNIO INTERNATIONALIS 
CONTRA CANCRUM 
(Louvain) 


Acta Unio internat. cancr., Louvain 14 1958 


37615 DORN HF Activities of the International 
Uni 


ion against Cancer. p. 77-81. 


Acta Unio internat. cancr., Louvain 14! 1958 


HISTOLOGICAL nomenclature of human 
tumors prepared by the Committee on 
Nomenclature of Tumors. p. 149-233. 


37616 


ACTA UROLOGICA BELGICA 
(Bruxelles) 


Acta urol. be 26 58 
37617 MACQUET M, DELANNOY E, ss 
DEFRANC: 


{Vesico-intestinal 
sigmoiditis} p. 101-5. 


37618 LEDENT J, SAUVAGE R, KINNAERT P 
Contribution 4 l'étude de I'urétéro-sig- 
moidostomie dans la tuberculose rénale. p. 105- 
37619 VANDEN EYNDE P, LEFEBVRE P, 
CORNILLIE H La néo-vessie caecale; 4 
[Cecal bladder; 12 cases] 


37620 V_ Urethro-vesical anastomo- 
jay total prostatectomy by retro- 

pubic route. p. 120-6, 

37621 KISCHEFF S Trypsin-Mdglichkeiten 
fur seine Verwendung bei chronischen 

unspezifischen Cysto-Urethritiden. [Possibility 

of trypsin in the treatment of chronic non-specific 

cysto-urethritis] p. 126-37. 

237622 LERUITTE A Quelques principes 
durologie de guerre. [Principles of 

military urology] p. 138-46. 

37623 MOMBAERTS J Incision thoraco-lombo- 
abdominale pour l'abord large du rein. 

(Tho: incision for broad 

exposure of the p. 147-54. 

37624 STUCKENS M, ZALCMAN R Débuts de 

radiocinématog raphie I'hOpital Brug- 

mann. of graphy at 

the Hospital] p. 155-9. 

37625 DEVOS R Cure du varicocéle. [Treat- 
ment of varicocele] p. 160-3. 


37626 DIMITRIU C G, FINGERHUT B, DIMI- 
TRIU 


tian disease] p. 164-71. 
37627 LERUITTE A Quel traitement choisir 
dans la maladie de La Peyronie? 
[Treatment of choice in Peyronie's disease] 
p. 172-5. 
37628 FORET J, DEMANET L Lipome intra- 
rénal intrarenal 


37629 FORET J, THOMAS P Nécrose papil- 
laire rénale bilatérale chez une diabéti- 

[Bilateral necrosis of renal papillae in a 
woman} p. 178-81. 


37630 FORET J, SIMILON A, DEMANET L 

Léiomyosarcome vésical. p. 182-6. 

DEVOS Fistule urétéro-vaginale 

aprés radiumthérapie. [Uretero-vaginal 

fistula following radium therapy] p. 186-7. 

37632 WINCQZ PJ Sonde 4 double courant. 
[A two-way catheter] p. 188. 


37631 


ACTA VIROLOGICA; ENGLISH EDITION 
(Praha) 


Acta virol, Engl. Ed., Praha (3-4) July-Dec 57 


37633 gMORODINTSEFF AA Jr The effect of 
X-ray irradiation on the course of experi- 
mental influenza infection in white mice and rats. 
p. 145-55. 
37634 ZILBER LA, KRYUKOVA IN Haemor- 
rhagic disease of rats due to the virus of 
chick sarcoma. p. 156-60. 
37635 ADO AD, ALEKSEYEVA TM On the 
toxic effect of influenza virus on the sym- 
pathetic nervous system. p. 161-6. 
37636 ROSENBERG M Electron microscopic 
studies of a lysogenic strain of Staphylo- 
coccus aureus. p. 167-71. 
37637 BARDOS V The use of suckling white 
rats in the virological diagnosis of tick- 
borne encephalitis and equine encephalomyelitis. 
p. 172-9. 
37638 SCHMIDT U, BINDRICH H Concerning 
stion of — 


of the Newcastle disease virus after infection of 
immune hens. p. 180-7. 


37639 ALBRECHT P Natural foci of the 
Western type of North American ge 3 
encephalomyelitis wan in Czechoslovakia. 


37640 BARDOS V_ Natural foci of the Western 
of North American equine encephalo- 
myelitis (WEE) in Czechoslovakia. V. Isolation 
of the WEE virus from the brain of Apodemus 
flavicollis. p. 198-202. 
37641 AL, FORNAZARIC MR, 
LACA DM Preliminary report on 
outa ornithosis in Yugoslavia. p. 203-10. 
37642 TERSKIH II Early intradermal diagno- 
sis of ornithosis. p. 211-5. 


37643 ZHDANOFF V M, RITOVA VV, GOLY- 


37644 KANTOROVICH RA The etiology of 
madness in polar animals. p. 220-8. 
37645 SELIVANOFF AA Preparation of dry 
pr and an at- 
tempt to apply them to diag 

p. 229-34. 


37646 IONESCU-MIHAIESTI C, ZAMFIRESCU 
M = On pathological nucleo-nucleolar 

changes in the motoneurons of the spinal cord in 

poliomyelitis. p. 235-7. 

37647 STYK B Inhibitors of the influenza virus 
in human sera after passaging in volun- 

teers; preliminary report. p. 238-9. 


Acta virol, Engl. Ed., Praha 2(2) Apr-June 58 


37648 BORECKY L A factor destroying virus 
recept in p cultures. I, 

Isolation and properties of the factor. p. 73-83. 

37649 DREIZIN RS, TRUBINA LM Morpho- 
logical changes in tissue cultures in- 

fected with adenoviruses. p. 84-90. 

37650 BREZINA R Contribution to the study 
of phase variation in Coxiella burneti. 
p. 91-102. 


37651 KOTSCHE W Extraneural infection of 
sucking-pigs with the virus of poliomyeli- 
tis suum (Teschen disease). p. 103-12. 
37652 GRESIKOVA M Recovery of the tick- 
borne encephalitis virus from the blood 
and milk of subcutaneously infected sheep. 
p. 113-9. 
37653 SVET-MOLDAVSKY G 1z 
of 


rus using 
gel-diffusion method of precipitation yb in 
tissue culture. p. 120-2. 
37654 STANLEY WM Relationships between 
viruses and cancer. p. 123-34. 


ACTA VITAMINOLOGICA 
(Milano) 


Acta vitaminol., Milano 12(2 r 58 


376SS BERDJIS CC, RINEHART JF Fibro- 
osteoclasia in the rat and guinea pig 
ration of vitamin A. 


49-57. 
37656 BUSSI L, ERIDANI S, TAGLIORETTI D 
L'acido orotico e la vitamina B12 nel 
trattamento di alcuni casi di anemie megalobias- 
tiche. [Orotic acid and vitamin B12 in the treat- 
ment of some cases of megaloblastic anemia} 
p. 59-67. 
37657 VILLARI V, MAZZACCA G Ii sale 
potassico dell'acido orotico nell’ infezione 
sperimentale da virus MHV-3 (mouse hepatitis 
virus). [The potassium salt of orotic acid in ex- 
perimental infections with MHV-3 virus (mouse 
hepatitis virus)] p. 69-72. 
37656 TENCONI LT Attivité transaminasiche 
del fegato durante la gliconeogenesi da 
activity of the liver 
= prednisone- induced glycogen synthesis} 
p. 73-5. 
37659 GUARDAMAGNA C, MASSARI N, BERTO- 
LINI AM Rapporti fra l'attivita tiroidea 
e la pseudo-colinesterasi epaticae renale. [Re- 
lation between thyroid activity and hepatic 
renal pseudocholinesterase activity] p. 77-9. 


ACTUALIDAD PEDIATRICA 
(Granada) 
Actual. 


Granada 1 Feb 58 


This issue does not contain material 
within the scope of the Current List. 


Actual. pediat., Granada 13(3) Mar 58 
This issue does not contain material 
within the scope of the Current List. 


Actual. it., Granada 13(4 r 58 
This issue does not contain material 


within the scope of the Current List. 


Actual. Granada 13(5) May 58 
37660 TUBULOPATIAS congénitas en la infan- 
Congenital renal tubule diseases 


cia. 
in children] p. 401-14. 


ARZTLICHE FORSCHUNG 
(Miinchen) 


AerztL Forsch. 12 10 June 58 


FRIEDRICH M, KOPPERMANN E, 
PETRAN K Neue diagnostische Unter- 
suchungen mittels des Blutgerinnungstestes von 
Bolen und dessen Abhingigkeit vom F ibrinogenspie- 


37661 


pendence on the fibrinogen level of the blood plas- 

ma) p. 1/273-89. 
NITSCHE P Fer fibr 

“ee reaktion zur Frlhdiagnose des Krebses. 

[Enzymatic fibrin-splitting test for early diagnosis 

of cancer] p. 1/289-95. 

376623 REGELSBERGER HS Die Veranderung 

~ des Differ Dblutbildes nach 

ser Saverstoffinsufflation. [Alteration of the 

differential blood picture after intravenous oxygen 

insufflation] p. 1/295-304. 


es 
elle 
BI. 
* 37596 LARSSON LE Radiation doses to the 
gonads of patients in Swedish roentgen 
diagnostics: studies on magnitude and variation of A’ 
the gonad doses together with dose reducing meas- 
ures. p. 1-127. 
vésicales par sign 
fistulae caused by 
e . 
y 
13- | 
me 
p. 114-20 
thyrotropic hormone on the thyroid func- 
tion in man. p. 1-107, | 
(Basel) | 
| 
| 
Besserung in der Psychotherapie 
{ rheumatic valvular heart disease 
Phenomenology rove psychotherapy & 
f 3-200. — ~— ] and its bearing upon the results of surgery for mi- 
m- 
Peyronie avec le syndrome de Weber -Christian. 
(Peyronie's disease associated with Weber -Chris- 
und 
| 
} 
| | 
pomaj 5-8 
08- 
5 
| 
k 
phographie mit zeitweiligem Verschluss 
der Blutkapillaren. [Indirect lymphography with 
- temporary occlusion of the blood capillaries] ; 
fe, 361-8, 
- portable 
37590 
| 
— 
een mice irradiated by roentgen rays, gamma ¥ 
Tays, and fast neutrons, p. 393-400, 
ect 
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Vol. 


34, No. 4 


37664 LOLL H, HILSCHER A Die Bedeutung 
der Serum-Enzym- und Substrat-Bestim- 

mungen bei Lebererkrankungen. (Significance of 
substrate determination in liver 


37665 DERLATH M Untersuc' 

iosaarchitektur des WirbelkOrpers. 

[Investigation of the structure of the spongiosa of 

the vertebrae] p. 1/309-18. 

37666 UHER V_ Ein Beitrag zur postmortalen 

Reaktion auf entziindungserr: 

Schiidlichkeiten, [Postmortal reaction to inflam- 

mation-producing trauma] p. 1/319-24 

37667 STUTTGEN-KANDERSKE R Zur biolog- 
ischen Wirkung des Ozons in Form des 

Oxyons. —- effect of ozone in the form of 

oxyon] p. 11/49- 


ARZTLICHE WOCHENSCHRIFT 
(Berlin) 


Aerztl. Wschr. 13(24) 13 June 58 


37668 STEPHEN C R, GROSSKREUTZ DC 


bei ger 
p. 517-23; contd. 
37669 HECKEL K, BAR CG, SCHRICKER K T 
Uber w&hrend 
[Blood pre Be changes pete letting; 
studies on blood donors} p. 523-7. 


37670 TRAUTMANN F, ALEXANDER M, 

KUHNE P Zum heutigen Bilde des fri- 
schen Scharlachs; Beobachtungen an 500 Fallen. 
(Current status of fresh scarlet fever; observa- 
tions on 500 cases] p. 527-33. 


37671 ESSIGKE Behandlung der Hyper- 

derer Berticksichti- 
gung der ichthyosiformis congeni- 
talis Brocq. [Treatment of hyperkeratoses with 
special reference to erythrodermia ichthyosi- 
formis p. 534-7. 


AFRIQUE FRANCAISE 
CHIRURGICALE 
(Alger) 


Af fr. chir. 16) Jan-Feb 58 
37672 SEROR J, STOPPA R, PLANE, BIANCHI 

De l'hyperépinéphrie dans la maladie de 
Buerger; quelques dosages hormonaux. [Hyper- 
epinephry in Buerger's disease; several hormonal 
determinations] p. 5-10. 


37673 HOUEL J, CALLIGE P, GUNTZM La 
commissurotomie 


mitrale par voie droite; 

@ propos de 7 cas opérés. (Mitral c 

my through the right duct: 7 operated cases} 

p. 11-6. 

37674 FERRAND, PALOMBA Traitement des 
varices du membre inférieur; & propos 

de 100 cas. [Treatment of varices of the lower 

limbs; 100 cases] p. 17-32. 


37675 COHEN GJ Le diaphragme: physiologie 
et physiopathologie. p. 35-46. 
37676 THOMAS J Méningoctle sacrée extér- 
lorisée & li. fesse. (Sacral meningocele 
exteriorized in the buttocks] p. 49-53. 
37677 MALMEJAC J, NEVERRE G, PLANE P, 
MALMEJAC c Présentation de chiens 
ayant subi des ventriculotomies droites de 30 a 
45 minutes sous hypothermie & 19-20°. [Presen- 
tation of dogs subjected to right ventriculotomy 
from 30 to 45 minutes under hypothermia at 19- 
20°) p. 55-7. 
37678 BOURGEON R, PIETRI H, CATALANO 
H, GUNTZ M, VIDEAU J L'anastomose 
porto-cave sous réfrigération. [Portocaval anas- 
tomosis under refrigeration] p. 58-62. 
37679 JP, CATALANO H Confronta- 
anatomiques et radiologiques 
[Anatomical 
radiological findings in of the spleen] 
p. 65-74, 
37680 IP, H Traitement 
8 carpien 
par la du radius, [Treatment of 


8 of the scaphoid carpal by styloid 
tomy of radius) p. 75-7. 
3768! LIARAS, BOULARD Péricardite calci- 
fiante constrictive chez un ancien cir- 


rhotique:péricardectomie. [Calcifying constric- 
tive pericarditis in an old cirrhotic: pericardec- 
tomy] p. 78-82. 
37682 VERGOZ C, STOPPA R, ROCHE P Fis- 
tule arterio-vei du confl veineux 
de pirogoff droit; artére sous-claviére droite. 


gle, right subclacian artery] p. 82-3. 
37663 SEROR J, RIVES J Pneumatose kystique 


gréle; ré 
eloignée. (Cystic pneumatosis of the small intes- 
tine; extended 
p. 83-5. 


37600 RIVES J Une nouvelle observation de 
tumeur du transverse. [A 
new case of tumor of the transverse mesocolon]} 
p. 05-6. 
37685 — J, PEGULLO J, ELBAZ C, 
Abstention raisonnée et 


LOMBA R 
[ 
abstention & vascular wounds of the limbs) 
p. 86-90. 


37686 “sa de Neuro-Chirurgie d' Alger. 
Pp. 


ALBRECHT VON GRAEFE’S ARCHIV 
FUR OPHTHALMOLOGIE vereinigt 
mit ARCHIV FUR 
AUGENHEILKUNDE 
(Miinchen) 


Arch. Minch. 1 


37687 THIEL HL 
rysmen ftir 
plications of intracranial aneurysms] p. 569-81. 


37688 NOVER A, BERNEAUD-KOTZ G Ex- 
Shor die 


Permeabilitat der Bindehautgefisse; zugleich ein 
bei 


37689 B, DARABOS G_ Experimen- 
Transplantation vom lyophilisierten 
(Experimental transplantation of 
lyophilized vitreous body] p. 596-9. 
37690 REMKY H Zur Pathophysiologie der 
Blutka hranke flr Eiweiss. 


kérper. [Pathophysiology of blood-aqueous bar- 
rier to protein bodies} p. 600-8. 


NEMETZ UR_ Biologische Untersuchun- 


37691 

ihre Bezieh 

studies on pe ane | corneal tissue & its relations 

to keratoplasty] p. 609-35. 

37692 MACKENSEN G Reaktionszeitmessun- 
en bei A of 


gen 
reaction time in amblyopia] Ps 636-42. 
37633 MANNKOPF H, HANNEY F Zum Er- 


Dys: 
ectodermal dysplasia 
57694 HAGER G Phlebolithen in der Orbita. 
[Orbital phleboliths] p. 662-6. 


37695 STRAUB W, KRAUSE G Cystein als 
Strahlenschutz am Kaninchenauge. 
[Cysteine in radiation protection of the rabbit eye] 
p. 667-79, 
Arch. ith., Miinch. 160(1) 1958 
37696 HOCKWIN O, BERGEDER HD ier die 
Wirkung hochdosierter Réntgenbestrahlung 
auf die Sauerstoffaufnahme von Linsen. [Effect of 
high dosage of x-rays on oxygen consumption of the 
crystalline lenses} p. 1-7. 
der in 


vos vom Alter bei und 

in the crystal- 

line i depending on age in ‘guinea pigs and cattle] 

p. 8-1! 

37698 HUECK H, KLEIFELD O Ein elektron- 
enmikroskopische 


37708 HOLLAND G Untersuchungen iiber den 
__ Einfluss der Fixationsentfernung und der 


auf die h 

[Influenc 
of the fixation object and the 
p. 144-60, 
37709 VIEFHUES TK ther das Fixieren eines 

Nachbildes, [Fixation of foveal 
r-image} p. 161-3. 


37710 GORTZ H Uber den fraktionierten Kor- 


if cor- 
respondence changes} p. 164-70, 
37711 LAUE H Zur Technik der Messung der 
alen Zeit beim Kaninchen. 
[Technic of measurement of retino-cortical time in 
rabbits} p. 171-80. 
MUNICH W Untersuchungen zur Frage 
wee des Ubertritts von 3, 5-dioxo-1, 2-diphen- 
(Butazolidin ) in das men- 


yl 
p. 181-5, 
37713 KUCHLE HJ, w 

Elektroschock und Augenbinnendruck. 
TV. Untersuchungen — die Rolle des Zwischen- 
hirns bei Ande: des Augenbinnendruckes. 
Elect roshock and intraocular pressure. IV. 


on the role of the diencephalon in changes 
of intraocular pressure] p. 186-99. 


37714  PURTSCHER E Knotenformige Verdich- 
im Irisstroma bei 

(Nodular densification of stroma iridis in mongol- 

ism] p. 200-15. 

37715 STEINVORTH E, MUNICH W Papiere- 


des 
phoretic studies on the behavior of various water- 
soluble organ lipoproteins of calf eyes] p. 216-8. 


ALGERIE MEDICALE 
(Alger) 


Algérie méd. _62(3) Mar 58 


37716 GILLOT F, CLAUSSE ? PERETTI E DE 
Varicelle et cortisone: & propos de 7 ob- 

servations. p. 273-6; passim. 

37717 MINICONI P, IMBERT C Polype gastri- 
que au cours d'une anémie hypochrome 

avec mégal e. [Gastric 

during hypochromic anemia with medullary megalo- 

blastosis] p. 297-302. 


37718 LAMAS H, CLAUSSE J Conduite & tenir 
en présence d'une laryngite aigué de l'en- 

fant. [Management problems in acute laryngitis in 

children] p. 313-4; passim. 

37719 LEBON P La trachéotomie dans les 
maladies infectieuses. p. 323-4; passim. 

37720 P Guérison d'un noma au cours 


que. (Treatment of « noma during the development 
of blastic leuk ] p. 347-8; passim. 


r Beitrag zur F 
tur der Linsenfaser. [Electron microscopy of the 
fine structure of lens fibers] p. 20-5. 


37699 STRAUB W, SAUTTER H, VELTEN H 

Experimentelle und klinische Befunde nach 
Verletzungen der Hornhautriickfliche. [Experi- 
mental and clinical findings after injuries of the in- 
ternal surface of the cornea] p. 26-42. 


37700 JW Neue Argumente zu der 


New 
on the oain of ‘the color of ‘the macula] p. 43-6. 
37701 G Die Geschwindigkeit 


gen mit mine der [Rate of 
horizontal ocular movements; examination with 
electro-oculography] p. 47-64. 
37702 GRUSSER OJ, GRUTZNER A Neuro- 
physiologische Grundlagen der periodis- 
chen Nachbildphasen nach kurzen Lichtblitzen. 
Neurophysiological principles of the periodic after- 
mage phase after a short light flash] p. 65-93. 
37703 SCHUBERT G Neurophysiologie des 
Simultankontrastes; gegenwirtiger Stand 
der Beziehung zwisch physiologie der Retina 
und 


P Wahrnehmung [Neurophysiology 
of simultaneous contrast; present state of the rela- 
tion between of the retina and optic 
perceptions] p. 94-7. 

37704 H J, ROHRSCHNEDER W 
lektroshock ‘und 
Unter liber die Bed 
Nervensystems fir Anderungen des 
Electric shock and internal ocular pressure. III. 
ole of the autonomic nervous system in changing 
the ocular pressure] p. 98-112. 


37705 RODENHAUSER J H tot 


temporalis 
p. 113-24. 


Arch, Minch, 1 1958 

37706 PAU H, CONRADS H Die Regeneration 
der feinen Hornhautnerven, [Regenera- 

tion of fine corneal nerves} p. 125-30. 


37707 PIPER HF Uber die Grenzen der nor- 
malen und subnormalen Gesichtssinnlei- 
Limits of normal and subnormal ranges 


stung. 
of vision} p. 131-43. 


37721 —— R, LEBON P Cancers de 
latents: & 


propos de trois eas. " [Particularly latent cancers 

of the esophagus: report of 3 cases} p. 353-4. 

37722 MESSERSCHMITT J, LEBON P Le 
des adé 


et la ponction ganglionnaire: etude critique de 100 


of 
& lymph node puncture: critical study of 100 punc- 
tures] p. 357-8; passim. 


AMERICAN HEART JOURNAL 
(Saint Louis) 


July 58 
Vectorcardiography. 


Am. Heart J. 56(1 


37723 DUCHOSAL PW 
p. 1-7. 

37724 DICKENS J, GOLDBERG H Correlation 
of the 1 and 


ventric- 
ular electrocardiogram. p. 8-28. 
37725 BURGER HC, VAANE JP Acriterion 
characterizing the orientation of a vector- 
cardiogram in space. p. 29-35. 
Wolff- Parkinson-White 
50. 


37727 poetry HH, ENTERLINE HT Car- 
vocal syndrome: laryngeal paralysis 

37726 ROWELL NR, STILL WJ Isolated dex- 
trocardia associated with Lutembacher's 

syndrome. p. 60-3. 

37729 WRIGHT JL, WOOD EH The value of 
aortic and radial pressure pulses —— 

di lar disord p. 64. 


is of 

37730 ZAO ZZ, HERRMANN G R, HEJTMAN- 

CIK MR A study of cardiac vectors in 

the frontal plane. p. 65-72. 

37731 LACONIA The dynamics of the left ven- 
tricular border in chronic constrictive 

pericarditis: an analytic roentgenkymographic 

study with remarks on the flat top and V electro- 

kymographic pattern. p. 73-8. 

37732 SANGHVI L M, MISRA SN, ae 
K, G 


37733 HUMERFELT S, MULLER 0, sTor- 

STEIN O The circulation in hyperthy- 
roidism: a cardiac catheterization study before and 
after treatment. p. 87-94. 


37734 BODROGI G find- 
ings on the J wave. p. 95-7, 

3773S KARNI'H High-frequency features in 
vectorcardiogram. p. 98-106. ba 


p. 


37737 8, GUPTA S, PANTULU 
GV 


37738 COSSIO P The treatment of angina pec- 
toris and other muscular pain due to is- 
d and i 


fiazid. p. 113-8, 
37739 ROSEFF I, LEVINE B, GILBERT L 
simulating 


case p. 119-25, 

37740 ARAVANIS C, AVGOUSTAKIS S, MI- 
CHAELIDES G Pulseless disease: re- 

port of acase. p. 126-8. 

3774! LEIGHT L, DAVIS LA The relation of 


37742 CARLETON RA, BOYD T Traumatic 
laceration of the anterior descending cor- 

onary artery treated by ligation without myocar- 

dial infarction: report of a case with review of the 

literature. p. 136-42, 

37743 KAVANAGH-GRAY D, DRAKE EH 
Complications of left heart catheteriza- 

oma the right transthoracic approach, 

p. 143- 


Am. Heart J. 56(2) Aug 58 
37744 HURST JW, Inspection 
and of pulsations on the front of 


the chest. p. 159-64, 


37745 — H, KATO H, ISOBE T, 
UTSUNA NAGAYA T, SARUHASH 
and 


struction and its application to clinical augue 
of myocardial infarction. p. 165-94, 
37746 ZAO ZZ, HERRMANN GR, HEJTMAN- 
CIK MR _ Spatial vector electrocardiog- 
raphy; method and average normal vector of P, 
QRS, and Tin space. p. 195-201. 
37747 NORDYKE RA, PEARCE ML Renal 
tions to postural changes in chronic 
congestive heart failure. p. 202-11. 
37748 SANCETTA S M, KRAMER J, HUSNI E, 
The effects of dry heat on the circulation 
of man. I. General hemodynamics. p. 212-21. 
37749 WB The functional activity of 
human conjunctival capillary bed in 
poh nor ive subjects. p. 222- 


35. 
37750 SCHERF D, BLUMENFELD §, YILDIZ 

M, JODY A_ The effect on atrial impulse 
formation of a hypertonic solution of sodium 
chloride applied focally. p. 235-44. 


3775! MALT RA Ballistocardiogram during 
paralysis with inylcholi 


p. 245-9. 

37752 AARSETH S, LANGE HF The influence 
of anticoagulant therapy on the occurrence 

of cardiac rupture and hemopericardium following 

heart infarction. I. A study of 89 cases of hemo- 

pericardium (81 of them cardiac ruptures). 

p. 250-6. 

37753 LANGE HF, AARSETH S The influence 
of anticoagulant therapy on the occurrence 

of cardiac rupture and hemopericardium following 

heart infarction. 1. A controlled study of a 

selected treated group based on 1,044 

p. 257-63, 

37754 —_ K, URICCHIO J F, LIKOFF W 

linical evaluation of cross-polar plica: 
tion (poteromedial in the curgical 


Pp. 

37755 HANSON JS Complete right bundle 
branch block following cardiac — 

report of two cases persisting after pul 

lvulotomy and inf Pp. 275-9, 

37756 SCHRIRE V The racial incidence of 
heart disease at Groote Schuur Hospital, 

Cape Town. I. Coronary vascular disease. 

p. 280-90. 

37757 COPELAND GD, STERN TN Wencke- 

bach periods in pregnancy and puerperium. 

p. 291-8. 

ANDERSON A, RUBIN IL Simultaneous 

atrial flutter and ventricular 

p. 299-303. 

TELLER WM Congenital mitral atresia. 

p. 304-12. 

HW, THOMPSON RG Anew- 

rysm of the ascending aorta caused by 

p. 313-6. 


v/7758 


37759 
37760 


AMERICAN JOURNAL OF ANATOMY 
(Philadelphia) 


Am. J. Anat. 102(1) Jan 58 


UPTA KD 
chronic severe anemia. p. 79-86. 


3776! PUCHTLER H, LEBLOND C P 
of cell 
ciated structures as seen in the intestinal epl- 
thelium. p. 1-31. 


diseases] p. 1/304-8. 
ayes 37736 WILLIAMS B, WHITE R, 
59/6) 1958 RUSK HA Cardiac rel a sur- 
vey of cardiologists’ opinions. 
Eeba els, and incidence of atherosclerosis and hyper- 
a on’ tension in Delhi, India. p. 112. 
Paraproteinimien. [Experimental studies on the 

Pogyins permeability of conjunctival vessels; with a contri- schliche Kammerwasser Penetrat aman 
Baas: bution to the pathogenesis of hemorrhage in para- 
proteinemia] p. 582-95. 
ae , the aortic root to the ventricular septum 
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57762 WARNER ED The organogenesis and 
early histogenesis of the bovine stomach. 
33-63. 


FOX MH, GOSS CM Experimentally 
malformations of the heart and 
great vessels in rat fetuses; transposition com- 
plexes and aortic arch abnormalities. p. 65-91. 
ALLEN JM, ERANKO O, HUNTER R L 
3 A histochemical study of the esterases of 
the adrenal medulla of the rat. p. 93-116. 
em BE it of the p 
Amblystoma opacum. Pp. 117-39, 
37766 oe Fusion of the frontal suture 
in the rat. p. 141-65. 


AMERICAN JOURNAL OF CARDIOLOGY 
(New York) 


Am. J. Card. 2(1) July 58 


37767 MAY SH The role of caloric intake and 
output imbalance in atherogenesis. p. 1- 
4. 

37768 VANDER VEER JB Mitral insufficiency; 
historical and clinical aspects. p. 5-10. 

37762 ROSS J Jr, BRAUNWALD E, MORROW 
AG Clinical and hemodynamic observa- 

tions in pure mitral insufficiency. p. 11-23. 

37770 MARSHALL H W, WOODWARD E Jr, 
WOOD EH Hemodynamic methods for 

differentiation of mitral stenosis and regurgitation. 

p. 24-60. 

3777| PRIEST EM, PAULI HG Phenopro- 
coumon (marcumar). I. An agent for 

short-term anticoagulant therapy. p. 61-70. 

7772 ROSENBERG B A, MALACH M Acute 
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38177 


38178 USE OF cardiac pacemaker. p. 563-4. 


ANGIOLOGIA 

(Barcelona) 
fa, Bar. 1 July-Aug 58 
38179 ihees- DELMAS J Tratamiento médico 
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tinal arterial hypertension] p. 148-56. 


ANNALI DI RADIOLOGIA 
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congolaise de Bukavu. [Anti- 
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38290 SHALLENBERGER P L, KAPP DF 
Acute pancreatitis: a clinical review of 72 
attacks occurring in 54 patients. p. 1185-93. 


38291 —— F A, SIMMONS DH Atrial 
| defect with mitral valvulitis: clini- 
cal and catheterization diagnosis. p. 1194-1204. 


38292 PERLOFF JK, ET A review 
of Werner's with a report of 
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value of leukocy ewborn and other 
infants] p. 33-42. 
38450 JANSSEN G Die Abhingigkeit des Serum- 
wel vem mer dso 


Kindes. [The relation of serum potassium 
centration to age in children] p. 42-6. 


38451 ee FREIRE L, FERREIRA CRESPO 
PILAR COUTINHO 


[A case of hemolytic anemia after 
caused by virus hepatitis] 


zur F ng des allergischen Ter- 
rains; Auswer bei versc 

Dermatosen. [Determination of allergic etiology 
by histamine-fixation; results & evaluation in vari- 
ous dermatoses} p. 261-7. 


der 


tort 


tal animal studies on the 

pathogenesis. of acanthosis nigricans] p. 268-74. 

30467 Zur Histog 

sis of out cell cotnoubehbetieayenn p. 275-90. 

3g46y NODL F_ Multiple reine Neurinome der 
‘games pure neurinoma of the 

skin] p. 291-30 


38469 OH tiber 


[Studies on loss in gonococci } 

p. 302-11. 

38470 DOEPFMER R, HORNSTEIN O Soge- 
nanntes Lymphangioma circumscriptum 

cystoides des Scrotums als Ursache primarer Ho- 

denschadigung. [The so-called lymphangioma 

circumscriptum cystoides of the scrotum as cause 

of primary testicular lesions} p. 312-22. 


Arch. klin. exp. Derm., Berl. 207(4) 1958 


3847! ENGELHARDT AW, HEITE H J, 
JACKEN HP Zur Bedeutung von Epicu- 
tantesten mit Saure und Alkali fir die Ekzemdiag- 
nostik. [S of the test with 
acid and alkali for eczema diagnosis] p. 323-38. 


38472 ENGELHARDT AW, FUNK J, HEITE 
HJ 


Zur ng der 
Histaminreaktion bei einigen 
of quantita- 


30474 FISCHER H, KAPPEL! Zur Patho- 
genese der Acne conglobata. p. 377-96. 


30475 NODL F Zur Histopathogenese der 
sogenannten Myoblastenmyome. [| Histo- 

pathogenesis of so-called 

p. 397-412. 


38475 RIETH H Untersuchungen zur 
nostik in der Dermatologie. es on 
yeast diagnosis in dermatology] p. 41 30, 


Arch, Unfallchir. (6) 1958 


38477 KAMIETH H Die Brustwirbelsiule als 
her Faktor. [The thoracic 

spine as a pathogenetic factor] p. 585-606. 

384708 HINTZE J Angeb ir Wirb Ib 


mit 
b hb il vertebral 
arch defect with ‘compensatory hyperplasia of 
adjacent arch parts} p. 607-9. 


384793 DAHMEN G Angeborene generalisierte 
Plattwirbelbildung mit Spina bifida und 

Blockwirbel im Bereich der Halswirbelsdule. 

[Congenital generalized flat vertebra formation 

with spina bifida and spondylosis in the area of the 

cervical spine] p. 610-5. 

38480 ——” H Multiple Frakturen. 


Einige Bemerkungen zur 
te. [Some remarks 
on aon p. 619-28, 


38482 ZRUBECKY G Die konservativen Wie- 
derh bei 


3848) 


Handverletzungen. [Conservative rehabilitation 
measures in severe hand injuries} p. 629-34. 


38439 HERTLE F, _JENTSCHURA G 


bel Stug 
lingsskoliosen. [Electromy ographic observations 
in scoliosis in childhood) p. 635-46. 


38404 SCHNEIDER PW Uber Seitenfortsatz- 

der Lend 
[Abnormalities of the transverse process of the 
lumbar spine] p. 647-51. 


38405 KRAFT H Assimiliertes akzessorisches 

Skeletelement des Fusses (Os sustenta- 
culi) als Ursache hiufig rezidivierender Besch- 
werden. [Assimilated accessory skeletal element 
of the foot (os sustentaculi) as cause for frequently 
recurring disorders] p. 652-4. 


38436 KLENGEL W Spastischer Klumpfuss 
trotz Stoffelscher Operation und Subtalarer 

Arthrodese mit hinterer Anschlagsperre. [Spastic 

clubfoot despite Stoffel's operation and subtalar 

arthrodesis with posterior fixation contraction} 

p. 655-8. 


38497 GIEBEL MG, EWERWAHN WJ Achsen- 

knickung beim Tragen von Gehgipsver- 
banden, ihre Entstehungsursache und VerhUtung. 
[Axial flexion in wearers of walking plaster casts, 
etiology and prevention] p. 659-62. 


38488 SCHOCH J Zur Wahl der Ersatzplastik 

nach traumatischer irreversibler Radia- 
lislahmung. [Choice of substitution plastic sur- 
gery after traumatic irreversible radialis paraly- 
sis} p. 663-71. 


384089 KIRSCH K ther eine isolierte Knochen- 

absprengung im Bereich der Pars inter- 
articularis eines Lendenwirbels. [Isolated bone 
avulsion in the area of the pars interarticularis 
of a lumbar vertebra] p. 672-6. 


ARCHIV DER PHARMAZIE UND 
BERICHTE DER DEUTSCHEN 
PHARMAZEUTISCHEN 
GESELLSCHAFT 
(Berlin) 


Arch. Pharm., Berl. 291/63(6) June 58 


38490 HORHAMMER L, WAGNER hk, IZQUIER- 
J, ENDRES H Isolierung eines Gal- 
lussduremethylesters aus Cotinus Coggygria Scop. 
(Rhus cotinus L. ) durch Chromatographie an Polya- 
mid. [Isolation of a gallic acid methyl ester from 
Cotinus coggygria scop. (Rhus cotinus L.) by 
ography on p ] p. 269-73. 


3849! KALLINICE G_ Uber Farbreaktionen von 
Ketohexosen. IV. r Azomethinver- 
furt mit aromati- 


Oxy 
[Color reactions of ketohexoses. 
of h 


ngen des 
schen Aminen. 
A 


furfural and aromatic amines} p. "214-1, 


38492 WAGNER G Uber Phenolglykoside. XI. 
Uber 2- und 5-8-D-Glucopyranoside ver- 


histamine in certain der 

p. 339-53. 

36473 HEITE HJ, WEBER M Zur Abgrenzung 
des Syndroma muco-cutaneo-oculare 

acutum Fuchs vom Erythema exsudativum multi- 

forme. [Differentiation of syndroma muco-cuta- 

neo-oculare acutum Fuchs from erythema ex- 

sudativum multiforme] p. 354-76. 


hied Gentisinsaureester. [Phenolglyco- 
sides. XI. 2- and 5-8-D-glucopyranosides of 
various gentisic acid esters} p. 278-87. 


AUTERHOFF H, MOHRLE Veratrin- 
38493 Veratrum-Alkaloide. IX. r Neosa- 
badin - ein neues Sabadilla-Alkamin. [Veratrine- 


Veratrum alkaloids. IX. Neosabadin, a new 
Sabadilla alkamine}] p. 288-98. 


riinye foamy-agent. I. Immunologic and epidemiologic [Study of polytopic endochondral dysostosis of the ; 
of the observations in monkeys in a laboratory colony. 
Shigella 
eria 
enie 
filokok- 
ARCHIV FUR ORTHOPADISCHE UND 
ant UNFALLCHIRURGIE 
102, (Berlin) 
AVRI- 
| 
erties : 
ntersuchungen 
nycin 
| 
| | 
iktinoi - | 
| 
hennyi pri 
VES 2 nirkoba v anaerobnykh usloviiakh. 
ma; ne- 
a. 
| | 
| 
ogen- 
ery n 
their difterii kombinatsiei antibiotikov tetratsiklinovogo 
tiada s ekmolinom. [Treatment of diphtherial 
carriers with antibiotics of the tetracycline series 
8 with ecmoline] p. 82-5. 
5 39420 BRISKIN BS Primenenie novogo anti- 
biotika kolimitsina v khirurgicheskoi 
um 
i fer- 
nami | 
ologi- 
icil- 
aa. ministration in c ¢ cholecysto- a, 
rid- angiocholitis] p. 88-9. 
ai } | 
osin- 
| 
esis 
nosti vodnykh rastvorov tetratsiklinov 
er- spektrofotometricheskim metodom. [Studies on 
jenta A 
ve 
| 
| 
on 
ec- 
ina pri orme svinei. [Utilization of 
Solid side~products in chlortetracycline and peni- 
ICH 
na 
- 3 
oi 
GOMES Uber einen Fall von hamolytischer 
a@-nuclear-inclusion-agent (MINIA) a Andmie infolge mutmasslicher Hamoglobinose bei : 
~ culture behavior of the agents and identifica~- | P- 46-52. ; 
MINIA as closely related to measles virus. si 
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38494 SCHULTE K E, WITT J Alkinylsubsti- 
tuierte 2-Oxy-4 
[Alkinyl-substituted 2 2- hydroxy-4 

midazoles} p. 298-307. 


36495 HOLTZEM H Uber das Vorkommen von 

Ursolsaure in den Blattern von Pirus 
communis L, [Incidence of ursolic acid in the 
leaves of Pyrus communis L.] p. 308-10. 


38496 BOHME H, EMSTER K VAN Zur jodo- 
metrischen Wertbestimmung von Ascari- 

dol und Chenopodiumél. [lodometric determina- 

tion of ascaridole and Chenopodium oil] p. 310-8, 


Mitt. Deut. Ges. 6) June 58 
(in Arch. Pharm., Berl. 291/63(6) June 58) 


38497 OTTOG Dr. h.c. Ernst Urban, 19.4. 
1874-23.4. 1958. Preceding p. 89. 
38498 RINK M Neuere Bestimm ethoden 
im Hinblick auf das DAB 7. [New deter- 
mination methods with regard to the 7th edition of 
the German Pharmacopeia] p. 89-98. 


ARCHIV FUR PHYSIKALISCHE 
THERAPIE 
(Leipzig) 


Arch. phys. Ther. Lpz. 10(1) Jan-Feb 58 


38499 LACHMANN H_ Neuere Gesichtspunkte 
zur Erklarung des Wirkungsmechanismus 

the of action of phys- 


po therapy] 1-8. 


38500 JOACHIMOVITS R_ Uber neue Indika- 
tionen der Moor- und Meeresschlick-Ba- 


derbehandlung in der Frauenheilkunde nebst einigen 
rlegungen zur Erklarung der 


Beobachtungen und Ube: 
Wirkung dieser Bader. [New indications for moor 
and sea mudbath therapy in gynecology together 
with some observations and reflections on explain- 
ing the effect of these baths] p. 8-36. 


3850! REINSTEIN H Die Balneotherapie vege- 
tativer Reiz- und Erschdpfungszustande 
im Herzbad. he b of 
states of irritability and exhaustion in the cardio- 
vascular spa] p. 37-42. 
38502 LOTMAR R Uber den Einfluss physika- 
lischer Anwendungen auf die Ionendurch- 
lassigkeit der Haut; versuche an Kaninchen mit 
radioaktiv markiertem Natriumsulfat als Testsub- 
tanz. [The influence of physical applications on 
the permeability of skin to ions; experiments on 
rabbits with radioactive labeled sodium sulfate as 
test substance] p. 43-53. 


,, JANKOWIAK J, HASIK J, MAJEWSKI C 
38503 Der Einfluss des Ultraschalls auf den 
Rattenherzmuskel auf Grund histologischer Unter- 
suchungen. [Influence of ultrasonics on rat myo- 
eet on the basis of histological examination] 
p. 54 


38504 MORCZEK A, JUNGMANN K Himolyse 

und Verschiebung der Kaliumionen unter 
dem Einfluss von Ultraschallwellen. [Hemolysis 
and shift of potassium ions under the effect of ul- 
trasonic waves] p. 59-69. 


38505 SCHOLZ H, LEITNER V_ Zur kombi- 
nierten Behandlung des (Sudeckschen) dy- 

strophischen Syndroms. [Combined therapy of 

Sudeck's dystrophic syndrome] p. 69-75. 


ARCHIV FUR TOXIKOLOGIE; 
FUHNER-WIELANDS 
SAMMLUNG VON 
VERGIFTUNGSFALLEN 
(Berlin) 


Arch. Tox., Berl. 17(2) 1958 
38506 LEHNERT G, OPPELT W Ein Beitrag 
zur akuten T: ft 


[Report of acute me poisoning] p. 73- 
6 


38507 BURGER E, BERNINGER H Zum pa- 


tometrischen Nachweis der Ph derivate 
unter toxikologischen Bedingungen. [Paper chro- 
matographic & spectrophotometric demonstration 
of phenothiazine derivatives under toxicological 
conditions] p. 77-92. 


26508 SCHMIDT G Der intravitale und post- 
mortale Abbau von Barbitalen. 
= & postmortem reduction of barbitals 


ARCHIVES OF DISEASE IN 
CHILDHOOD 
(London) 


Arch. Dis. Childh., Lond. 33(169) June 58 


385cq VALENTINE GH ABO incompatibility 


and haemolytic disease of the newborn. 
p. 185-90. 


18519 COGHLAN MK, JOSEPH MC The 
bs disappearance of foetal haemoglobin in 
congenital cyanotic heart disease. p. 191-2. 


MITCHELL RG Basophilic 
p. 193-201. 


38512 OFORIATTAS B Intraperitoneal blood 
transfusion in children in Accra with 

special ref to the treat of kwashiorkor. 

p. 202-4. 

38513 MITCHELL RG, RHANEY K Traumatic 
subperiosteal haematoma of the femur in 

the newborn. p. 205-9. 


HOLBOROW C A Subglottic haemangioma: 


38514 two infants with laryngeal stridor. 
p. 210-1. 


38515 ELEFANT E, VOJTA V, BENES v 
Intraspinal neuroblastoma in a newborn 

baby. p. 212-6. 

38516 SYLVESTER PE Some unusual findings 
in a family with Friedreich's ataxia. 
p. 217-21. 

38517 ROBERTS AP A case of intracranial 
dermoid cyst associated with the Klippel- 

— deformity and recurrent meningitis. p. 222- 


38518 JOLLY H, LAMONT EM Sirenomelia: 
sympus dipus (mermaid). p. 226-8. 


38519 SB, FINDLAY M Gargoyl- 
ism: clinical, and haemato- 
logical features in two siblings. p. 229-34. 
38520 CROME L, SYLVESTER Hydran- 
235-45. 
3852| SHNIER MH The Wenckebach phenome- 


non and auricular-ventricular dissociation 
in children. p. 246-51. 


38522 CHEEK DB, PERRY JW A salt wasting 
syndrome in infancy. p. 252-6. 


38523 KAGAN H Anorexia and severe inanition 
associated with a tumour involving the 
hypothalamus. p, 257-60. 


38524 RUSHWORTH RG, MARTIN PB Acute 
ral abscess: a case in an 
infant with recovery. p. 261-4. 


38525 DAVIES W Cow's milk allergy in in- 
fancy. p. 265-8. 


38526 GIZA T, ARMATA J Frank beriberi 
in a 4-month-old infant. p. 269-70. 


38527 ROOK A_ William Heberden's cases of 
anaphylactoid purpura. p. 271. 


ARCHIVES INTERNATIONALES DE 
PHARMACODYNAMIE ET DE 
THERAPIE 
(Gand) 


Arch. internat. Gand. 


38528 WIRTH W, GOSSWALD R, HORLEIN U, 
RISSE KH, KREISKOTT H Zur Phar- 
makologie acylierter Phenothiazin-Derivate. [The 
of acylated phenothiazine derivatives] 
Pp 
38529 KOHLI JD, BALWANI JH, DE NN 
Pharmacological action of rauwolscine. 
. General pharmacology. p. 32-42. 


38530 BOYD ES The fl 
tion of lysergic acid Guatuylamsde and 

ergonovine. p. 43-51. 

3853! WISLICKI .. The influence of chlor- 


transmission 
and on the action of poh relaxants. p. 52-61. 


38532 PREZIOSI P On the antihistamine activ- 
ity of phloxin. p. 62-9. 


Phagocytose der Leukocyten. *iovedios on metab- 
olism and phagocytosis by leukocytes] p. 70-83. 


38534 SHAPIRO S L, FREEDMAN L Gluta- 
thione and adrenal ascorbic acid levels in 
experimental hypercholesteremia. p. 84-9. 


38535 COURVOISIER S, DUCROT R, FOURNEL 

J, JULOU L_ Propriétés pharmacologi- 
ques générales d'un nouveau dérivé de la phéno- 
thiazine, neuroleptique puissant a action neuro- 
végétative discréte, le chlorhydrate de (méthyl-2' 
diméthyl-amino-3' propyl-1')-10 phénothiazine 
(6.549 R.P.). [General pharmacological proper- 
ties of a new derivative of phenothiazine with 
powerful neuroleptic and faint autonomic nervous 
10-(3-dimethylamino-2-methylpropy])- 

hiazine hydrochloride (R.P. 6549)] p. 90- 

113. 


38535 VOTAVA Z, PODVALOvA 1, 
Studies on the pharmacology of D-ly- 
sergic ons cycloalkylamides. p. 114-30. 


38537 SZEKERES L, FALLER J, TOROK Rie 
The eff effect of hypothermia and drugs on the 


high energy glycogen content of the 
rat heart. p. 131-40. 


30539 SZEKERES L, LENARD G, SOTI J The 

action of various metabolic intermediates 
on oxygen consumption of normal and hypoxic heart 
muscle slices. p. 141-9. 


539 SZEKERES L, LENARD G, BANHIDY F, 
38539 L, 


myocardial metabolism of 
p. 150-7. 


38540 sfmona J, KOCHER Z, EYBL V Der 


idung von Mn bei der experimentellen Ver- 
[The influence of calcium -di- 
aacetate on experimental 
. Inf of the dose of cal- 
di te and 


of Mn in 
tal poisoning with MnC12] p. 158-63. 


38541 KOCHER Z, EYBL V, SYKORA J Der 
Einfluss von | CaNa2EDTA auf die experi- 

| Il. Der einfluss von 
CaNa2EDTA bei der e experimentellen akuten Ver- 
giftung mit C¢e-Laktat bei Miusen. [The influence 
of calcium-disodium ethyl etat 
on experimental metal poisoning. [1I. The in- 
fluence of calcium-disodium ethylenediamine-tetra- 
acetate on experimental acute poisoning with cad- 
mium lactate in mice] p. 164-8. 


38542 KOCHER Z, EYBL V, SfKORAJ Die 
Anwendung des Komplexon IV in der Ther- 
apie der experimentellen Kadmiumvergiftung; vor - 
Mdufige Mitteilung. [The use of complexon IV in 
the therapy of experimental cadmium poisoning; 
preliminary report] p. 169-74. 
38543 KELENTEY B, SZAZADOS I, TISZAVOL- 
GYIG IV. Effect of malonic acid dini- 
trile (MAD) on metabolism. p. 175-82. 


38544 Un nouvel antiarythmique 
de synthése, le chlorhydrate de N-méthyl- 
méthyl 4 A new 
synthetic antiarrhythmic N-methyl-N-tetra- 


hyd yl 


p. 183-200. 


38545 LEGIER JF Vascular action of drugs on 
the nasal mucosa. p. 201-12. 


38546 MERLEVEDE E, LEVIS S Stude phar- 
ologique de la carbétidine nouvel 
[Pharmacological study 
analgesic] p. 213- 


38547 DE SCHAEPDRYVER AF Differential 
fluorimetric estimation of adrenaline and 
noradrenaline in urine. p. 233-45. 


ARCHIVES DES MALADIES DE 

L’APPAREIL DIGESTIF ET DES 

MALADIES DE LA NUTRITION 
(Paris) 


Arch. mal. app. digest., Par. 47(5) May 58 


38548 DEBRAY C, JOURDE L, HARDOUIN 
JP, JOUBARD F Les signes radiologi- 

ques indirects des hernies hiatales par | hiatus 

chez l'adulte. [Indi- 

rect vodchaieal signs of hiatal hernias through the 

esophageal hiatus of the diaphragm in adults] 

p. 453-64. 


pyar ew R, REPLUMAZ P A propos 
schwannomes gastriques. p. 465-79. 


38550 VARELA FUENTES B, BERTONI C, 
PEREZ FERNANDEZ 7 Ponction-biop- 
sie du foie, lapa léno-por 
sous anethésie locale di du phrénique cervical, avec 
immobilisation ou du foie ou de la rate. [Punch 
biopsy of the liver, laparoscopy and splenoporto- 
graphy under loca! anesthesia of the cervical phre- 
nic nerve with immobilization of the liver or spleen} 
p. 480- 


38549 


HILLEMAND P, CHERIGIE E, LOYGUE 
3855! J, LEYMARIOS J Lymphadénome cir- 
[Lymphadenoma of the ileal side of Bauhin's valve] 
p. 486-91. 


38552 BERNARD A, LAMELIN P, AMPE J, 
GOULLIAUD M L'andénite mésentérique: 

ses douleurs et ses troubles intestinaux. [Mesen- 

teric adenitis: its pain & intestinal disorders] 

p. 493-506. 


BERNARD A, DELATTRE A, LAMELIN 
38553 P Le role de la trypsine dans la pancré- 
atite . [The role of trypsin in acute pancrea- 
titis) p. 507-17. 


38554 LEBON J, EISENBETH R Syndrome ca- 

rentiel complexe sept ans et demi aprés 
gastrectomie pour ares évolution irréversible; 

tite que terminale. 

[Complex seven and one-half 
years after gastrectomy for ulcer; irreversible 
evolution; terminal cytolytic and steatosic hepati- 
tis] p. 517-24, 


38555 GONDARD ML Contribution a l'explo- 
ration fonctionnelle du foie par la chromo- 
d’apparition du bleu de me- 


appearance of 
collected by duodenal intubation] p. 524-34. 


38556 GIRARD M, CHABAUD M, C 
JL_ La part de la diverticulose c 
dans les ay intestinales des sujects de 
plus de 60 ans Role of colon diverticulosis in 
men hemorrhages in patients over 60 years of 
age) p. 534-8. 


38557 VAN DER HOEDEN R, DELOYERS L, 

DUSTIN P, DUPREZ A Kyste solitaire 
non parasitaire du foie (cystadénome biliaire), 
[Non-parasitic solitary cyst of the liver (biliary 
cystadenoma)] p. 538-54. 


R, DUPUY R_ A propos de I’ 
de vésiculaires. 


calculi] p. 555-60. 


q RENE ML Anévrysme de I'artére 
tique découveri au décours d'une 
ragie massive. [Aneurysm of 
artery discovered during massive digestive hemor. 
rhage] p. 561-5. 


38560 DEBRAY C, SEGAL S, VALEYRE J, 
GLADU A, ‘PETTE F 

rectosigmofdiennes au flash électronique; trans- 

mission de la lumiére par tige de quartz. ([Recto- 

sigmoid photographs with electronic flash; trans- 

oe 4 light by quartz rod; early results] 

Pp. -7 


3856! \UDE A, MILSTEIN J, CHAVANON 
propos de cing observations d'abces 
ano-rectaux chroniques d’emblée a forme pseudo- 
tumorale. [Five cases of chronic anorectal abs- 


cess with pseudo-tumoral onset] p. 570-5. 
38562 ae M, PASQUIER J, — 
MJ Del de I 


évolution des ulcéres gastro-duodénaux. Bifect 
of alcoholism on evolution of gas ul- 
cers} p. 575-81. 


LEVRAT M, LAMBERT _REBOUILLAT 
Ulcéres gas 

digestives déclenchées par [Gastro- 
duodenal ulcers and digestive hemorrhages induced 
by meas p. 582-7. 


3B563 


38564 


haustro- 
Aspect of gastric volvulus caused by 
38565 anon A, LEHMANN M DHERS A, 
PPOZ A_ Résultats d'un traitement 
médical des calculs dans quatre cas 
de lithiase du cholédoque. [Results of medical 
elimination of calculi in four cases of lithiasis of 
the common bile duct] p. 592-4. 


38565 NAUDIN E P, CEATIN R, BEL A Iniér- 


pour le diagnostic 
tosigmofdiennes. [Importance of the Chassard and 
Lapiné position for radiological diagnosis of recto- 
sigmoid diseases} p. 594-600. 


38567 LEVRAT M, BRETTE R, ROMIER H, 

LAMBERT R Revelation par la phenyi- 
butazone d'un ulcéreux hereditaire latent. 
latent h 


ulcerous site] p. 600-4. 


LEVRAT M, RICHARD M, LAMBERT R, 
MORE LP Localisation gastrique d'une 
f d'une 


38568 


poussée ulcéreuse. [Gastric localization of infec- 
tious 1 of an attack of ulcer] 
p. 604-9. 
38569 PEYCELON R, REPLUMAZ L'anasto- 
mose hépato-gastrique dans le traitement 
des ictéres par recidive de cancer pcm aprés 
gastrectomie. [Hepato-gastric anastomosis in 
therapy of jaundice caused by recurrence of gas- 
tric cancer after gastrectomy] p. 609-12. 
38570 FRAISSE, DUVERNE Mé,acesophaze au 
cours d'une sclé je g Li 


during 
p. 612-6. 


38571 


gee C, KLEPPING A, AUPECLE 
P propos d'un cas d'éventration dia- 
oneuiin acquise par paralysie phrénique la- 


tente. [A case of acquired diaphragmatic eventra- 
tion caused by latent phrenic paralysis] p. 617-20. 


38572 FRAISSE H, MELEY J, PLAN Fistule 
cholédocho -duodénale 


38573 MARTIN P 
ING C, Al 

colique aprés gastro-enterostomie. 
no-colic fistula after gastroenterostomy] DP. 623- 
8. 
38574 R, BRET P, CHOLLAT L 

istule cholécysto-colique d'origine lithia- 
sique. fistula of litniasic origin) 
p. 628-31 


ARCHIVES DES MALADIES DU 
COEUR ET DES VAISSEAUX 
(Paris) 


Arch. mal. coeur 51(5) May 58 


38575 CHICHE P, DEGEORGES M, COLONNA 
, SLAMA R Rétrécissements mitraux 

sans roulement diastolique; étude de 12 cas, chi- 

rurgicalement ou anatomiquement vérifiés. a4 

tral stenosis without diastolic murmur; report 0 

12 cases studied surgi & ly) 

p. 417-40. 


. 
‘i mentelle Metallvergiftung. Einfluss der Dosis 
Cats ae von CaNa2EDTA und anderer Faktoren auf die 
Aussche 
stung | 
um 
metal 
cium 
j 
3 @t de la position de Cnassard et Lapiné 
| 
| 
| 
ture d'un kyste hydatique dans les voies biliares. 
ane [Choledocho-duodenal fistula following opening of 2 
eg em hydatid cyst into the bile ducts] p. 620-3. 
} 
ylene et de l'azorubine Dile recueillie par 
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BIMBERT J, LENBGRE J Les occlu- 


* sions artérielles coronaires et leurs con- 
sequences myocardiques dans les ca 
; étude de 212 cas. 
occlusion &i its eee sequelae in 
; Feport on 212 


38578 LENEGRE J, HIMBERT J, CORCONDI- 
LAS A Les lésions anatomiques de 

gine de toe commune. [Anatomical lesions 

connected with common angina pectoris} p. 483- 


ALHOMME P, WELT! J J, FACQUET J 
38579 Le renforcement post-extrasystolique du 
souffle du rétrécissement aortique; son intérét dans 
le diagnostic clinique des souffles systoliques. 
[Reinforcement of the post-extrasystolic murmur 
in aortic stenosis; its significance for the clinical 
diagnosis of systolic murmurs} p. 495-502. 


Arch. mal. coeur 51(6) June 58 


gesso VAN BOGAERT A, VAN GENABEEK A, 
VANDAEL J, ARNOLDY M, VAN DER 
HENST H Dextrodéviation de QRS dans les déri- 
vations cliniques par lésion ventriculaire gauche; 
étude expérimentale. on of QRS in 
clinical leads by left ventricular lesions; experi- 
mental study] p. 513-27. 
3658! BROUSTET P, BRICAUD M, re 
G, MULLON P, COTTIN D, MATHE P 
Stade de I"hémodynamique et de la pulmo- 


with primary pulmonary arterial hypertension] 
p. 528-45. 


yase2 GIRAUD G, LATOUR H, PUECH P, 
E 


38583 SERVELLE M, ROUGEULLE J, DELA- 
HAYE G, BONNEL PH, VERNANT 

CORNU C, PERROT H, LAURENS P, MONTA- 

GNE J, TEILLEUX H Un nouveau coeur artifi- 

ciel, [New artificial heart] p. 558-72. 
MERLEN JF, H, 

38584 Conception 


38585 TRICOT R, BROSIO J, RAGOT M, 
FRENKIEL H Myxome de I'oreillette 
gauche; & propos d'une observation anatomo-clini- 
que. of the left auricle; anatomo-clini- 
cal case report] p. 581-94. 


38586 R Avant-projet de classifi- 

et nomenclature des souffles car- 
précordiaux. 
classification and nom: 


ARCHIVES DES MALADIES 
PROFESSIONELLES, DE MEDECINE 
DU TRAVAIL ET DE SECURITE 
SOCIALE 
(Paris) 


Arch. mal. profes., Par. 19(3) May-June 58 


38567 WASSERMANN M, MIHAIL G, COJO- 
CARU V Recherches hématologiques dans 

l'intoxication saturnine expérimentale des ani- 

maux homéothermes, 4 l'aide du microscope 

contraste de phases. data ex- 


I lead 
ala withthe aid of phase contrast microscopy) 


38589 PROYARD G 
tuelle du point de vue silicose dans les in- 
Stallations d'agglomerations des hauts fourneaux. 
[Study of the possible toxicity from the point of view 
of silcosis in installation centers of blast furnaces] 


38599 BARHAD B, PETRESCO L, SARF I 

respiratoires sous l'in- 
fluence Poussiéres. [Respiratory changes 
usder the influence of dus p. 258-64. 


3859! DECHOUX J A propos des anomalies 
pulmonaires des mineurs defer. [Pul- 
monary anomalies of iron miners] p. 265-9. 


48592 VELICAN C, LATIS G, POPA M, POPA 
G L'hypersilicémie présilicotique. 
p. 270-3. 

38593 ALBERT, VACHER J Education physique 
et médecine du travail. ee educa- 

tion & industrial medicine] p. 27 


38594 FILLACIER J, GIRARD G, RYCKELYNCK 
y' VACHER J Couleur et médecine du 
travail. [Color & industrial medicine] p. 277-80. 


38595 KOHN-ABREST E Toxicologie des al- 

cools en 1957. [Alcoholic toxicity in 

1957] p. 280-1. 

38596 CHAMPEIX 4, BODET A, SIBOULET A 
par 

médicale ¢ du personnel exposé au risque d'asbes- 

tose. [Problems presented by the medical sur- 

veillance of personnel exposed to the hazard of 

asbestosis] p. 282-5. 


38597 pi R, FOUSSEREAU J, 


38598 DUQUENOIS P Les dangers des insec- 
ticides du groupe des esters thiophos- 
phoriques du p-nitrophénol: mécanisme d'action, 
dépistage dans l'air et les liquides de l'organisme. 
[Dangers of insecticides of the p-nitrophenol thio- 
phosphoric ester group: mechanism of action & 
—- in the air & in fluids of organisms) 

P. 3. 


385993 FOUSSEREAU R, 
chlorés en agriculture. [Insecticides derived 


38618 GRANA E Relazioni tra vitamina Ble 


acetilcolina a livello dell'intestino. [The 


relation between vitamin B1 and acetylcholine in 
the intestines] p. 97-111. 
38619 F, NOSEDA V_ Intorno all'azione 


une sostanze sul cosiddetto fenomeno 


della di ventricolo di Bufo vul- 
garis. [The action of some substances on the so- 
called staircase phenomenon in heart ventricle 
preparations from Bufo vulgaris] p. 112-26. 


38620 MONACO P Aminoacidi ematici durante 


il coma insulinico nell'uomo. [Blood 


amino acid levels during insulin coma in man] 
p. 127-42. 


ARCHIVIO ITALIANO DI ANATOMIA 
E DI EMBRIOLOGIA 
(Firenze) 


Arch, ital. anat. 32 1958 


36621 CALAPSO P, 
ip 


8 
fibrosi | interstizial polmonari. iNon-thrombotie 


from chlorinated hydrocarbons in agriculture] 

p. 293-8. 

386CO KUMMER Contribution a la connaissance 
de épidémiologie des brucelloses en vue 
de leur a [Data on the knowledge of the 
losis in view of its preven- 


tion] p. 298- 300. 

3860: CHAUMONT AJ La réparation des 
maladies professionnelles dans l'agricul- 

ey occupational diseases in 


38602 pr meta J, PIGASSOU R (Mme) Phy- 
de la vision et éclairage. [Phy- 
siology of vision & illumination] p. 310-6. 


38603 BERNARDIN J Le silence. p. 316-8. 


38604 GRIMOUD P Nocivité du bruit et pro- 

tection de l'oreille en milieu industriel. 
{Harmfulness of noise & protection of the ear in 
industrial milieu] p. 318-24. 


38605 CAVALIE B, PRUGNIAUD L Effets 
généraux du bruit. [General effects of 
noise] p. 324-9. 


OF PEDIATRICS 
(New York) 


Arch. Pediat., N. Y. 75(7) July 58 


38606 SPEER F Colic and allergy: a ten year 
study. p. 271-8. 


38607 VAN GASSE JJ Incidence of verruca 
plantaris (plantar warts) in a school popu- 

lation. p. 279-84. 

38609 MELKIS A, MAUTNER H Osteo- 
chondro-dystrophia hypercalcemica idio- 

gow an atypical case of Morquio's disease. 

p. -9. 


ARCHIVES OF PHYSICAL MEDICINE 
AND REHABILITATION 


Arch, . M. 3 58 


38609 HOERNER EF Heidelberg pneumatic 
arm prosthesis. p. 411-6. 

38610 DEUTSCH C P, ALGER I E, McNAMARA 
E, WILLIAMS J, SHOR J F, BENTON 

JG _ Interpersonal processes in a respirator cen- 

ter. p. 417-25. 

3861! KOEPKE GH, SMITH E M, MURPHY 
AJ, DICKINSON DG Sequence of action 
hragm and 1 muscles during 

respiration. I. Inspiration. p. 426-30. 
38612 K G, JANES J M Influence of 
riovenous fistula on the distal circula- 
tion in the extremity. p. 431-4. 
38613 EHRLICH J, COOK JC  Uses.of minia- 
ture furniture in aphasia retraining. 
p. 435-9. 


ARCHIVIO DI FISIOLOGIA 
(Firenze) 


Arch. fisiol., Fir. 58(1) 15 Apr 58 


30614 AMANTEA G Silvestro Baglioni. p, 1- 
9. 
38615 FORTIC C ig delle ep 

parziali estese e ripetute su diversi andl 
e funzioni. 


functions] p. 10-75. 

38616 MEDA E, FERRONI A Sulla questione 
della velocita di conduzione dell'impulso 

nelle fibre muscolari striate dell'uomo. [Conduc- 

tion velocity of impulses in human striated muscle 

fibers] p. 76-85. 

36617 GRANA E Influenza della avitaminosi B1 

alimentare e chimica sull'intestino di 

ratto. [The influence of dietary and chemical vi- 

tamin B1 deficiency on the intestines of rats} 

p. 86-96. 


38622 


y angiosclerosis & interstitial 
pulmonary fibrosis] p. 189-213. 
ROMEO G Contributo ‘a conoscenza 
della malattia di _— as- 
pects of Kaposi's disease] p. 


38623 MARTELLICF Su di una causa non 


eccezionale di morte del neonato; la vena 
anonima sinistra anteriormente al timo con solco 
timico. I. [A 1 cause of neonatal 
death; the vena anonyma sinistra in front of the 
thymus with sulcus thymicus. [I1.] p. 256-65. 


ARCHIVIO ITALIANO DELLE 
MALATTIE DELL’APPARATO 
DIGERENTE 
(Bologna) 


Arch, ital, mal. app. diger. 24(3) 1958 


38624 CALAFATI F, GASPARINI V, GRASSI 
GC Considerazioni clinico-etiopatoge- 
netiche su un caso di cisti ematica della milza. 
Clinical and etiopathogenetic aspects of a case of 
lood cyst of the spleen] p. 165-86. 
3U62% PATTARIN L Le variazioni del quadro 
sieroproteico in pazienti sottoposti a re- 
sezione per forme morbose del tratto gastro-duo- 
denale. [Changes in the blood protein ae of 
patients for di 
gastro- -duodenal tract] p. 187-97. 


38626 MISE LLI L La localizzazione gastrica 
del 
of ext: dullary ] 


tric local 
p. 198-207. 


36627 DIMATTEO G, MELLETTIG Gangrena 
dello stomaco per volvolo in eventratio 
diaframmatica destra. [Gangrene of the stomach 
caused by volvulus in right diaphragmatic eventra- 
tion] p. 208-26. 


38628 DI MATTEO G L'ulcera digiunale pri- 
mitiva; problemi di patogenesi. [Pri- 
mary jejunal ulcer; pathogenetic problems 
p. 227-38. 
38629 TONI G _ Considerazioni Su un caso di 
dello st 
reer of the st 


on a case of gr 
p. 239-48, 


ARCHIVIO ITALIANO DI UROLOGIA 
(Bologna) 
Arch, ital. urol. 31(2) 1958 


38630 CORRADO F Contributo allo studio del- 


le maligne primitive 
dell'uretere. ‘[Contribution to the map hi of pri- 
mary epithelial neoplasms of the ureter] 
p. 97-115. 


L, BIGAGLI M 


[Problem oon antibiotic 
} 


3663)! 


renale infetta recidiva. 
resistance in recurrent 
p. 116-30. 


38632 ARRIGONI G, CURONE A Gli aspetti 
rafici dell'uretere pelvico nelle af- 

fezioni ginecologiche. [Urographic aspects of the 

— ureter in gynecological diseases] p. 131- 


38633 TAGARIELLO P, DOMINI R Rilievi 
morfologici sull'angiotettonica iuxtamidol- 
lare arteriosa del rene, con particolare riguardo 
al punto di emergenza dei rami monopodict; ri- 
cerche speri li. [Morphological finding on 
y angiotectonics of the 

kidney, with special reference to the point of 

of the dic rami; experimental 
research] p. 149-68. 


38634 ARRIGONI G, GRIGNANI GC, VARESI 

M I colloidi protettori nella litiasi urina- 
ria; natura; derivazione; comportamento. [Pro- 
tector colloids in urinary lithiasis; nature; va- 
tion; behavior] p. 169-76. 


ARCHIVIO DI PSICOLOGIA, 
NEUROLOGIA E PSICHIATRIA 
(Milano) 


Arch, neur., Milano 1 Mar-Apr 58 


38635 L_ Le travail parcellaire est- 
nuisible au travailleur? 
[Is aieanae always harmful to the worker?) 
o. 107-13, 
38636 MASSUCCO COSTA A, FONZI A, 
VITROTTI G Osservazioni su immagini 
consecutive e after-effect di movimento. 
ve images & the after-effect of move- 
ment] p. 115-39. 


38637 CARGNELLO D, LUKINOVICH N 

Lo psicoma da USD: gli aspetti psicopato- 
logici della intossicazione sperimentale da LSD nei 
normali, [Model psychosis induced by lysergic 
acid diethylamide; various psychopathological 
aspects of experimental LSD poisoning in normal 
subjects} p. 141-94. 


ARCHIVOS DEL HOSPITAL 
UNIVERSITARIO 
(La Habana) 


Arch. Hosp. univ., Havana 10(1) Jan-Feb 58 


38636 IGLESIAS BETANCOURT P iInfluencia 

de la medicina francesa sobre la medicina 
cubana: su justifi [Infi of French 
dici its 


38639 covaa PENA J Sobre el desarrollo 
cardiologia en Cuba. [Development 
in Cuba] p. 12-7. 


38640 — V_ Apuntes histéricos sobre la 
rugfa del simpdtico: comentarios sobre 

el ee. fiaotorteat sketch on the surgery of 

the sympat! — system: comments on pain 

p. 18-22. 


36641 FARINAS P Breve historia de la derma- 
tologid en Cuba. [Short history of der- 
matology in Cuba] p. 23-31. 


30642 ALVAREZ F El desarrollo 
de la gastroenterologfa en Cuba. 

[Development of gastroenterology in Cuba] 

p. 32-43. 


30643 CURBELO El labora- 
torio clfnico en Cuba. p. 44-51. 


38644 BUSTAMANTE JA _ La psiquiatri4 en 
Cuba en los ultimos cincuenta afios. 
Sy ae in Cuba during the last 50 years] 
53-65. 


38645 TABARES BOYEZ C M_ El Hospital 
Universitario General Calixto Garcfa. 
p. 66-79. 


38646 MACTAS CASTRO I La revista Archivos 
del Hospital Universitario. [The 


38647 AMADO LEDO E La asociacién de 

antiguos médicos del hospital universi- 
tario: un vinculo permanente. [The association 
of former physicians of the Hospital Universitario: 
a permanent bond] p. 84-91. 


38649 MACIAS CASTROI Un neuvo agente diu- 
rético: clorothiazida. [A new antidiuretic 
agent: chlorothiazide] p. 96-1 


Arch. Hosp. univ., Habana 1) Mar- 58 


36643 PORTUONDO Y DE CASTRO JM Las 
Sociedades Cientfficas Médicas Cubanas. 
[Cuban Medical Scientific Societies] p. 103-13. 


3865u MATEO DE ACOSTA O, BLANCO 
QUINTANA RF Estado actual del trata- 

miento de la diabetes mellitus con los derivados de 
las sulfonilureas; experiencia en 74 casos tratados 
con tolbutamida. [Current status of the treatment 
of diabetes mellitus with derivatives of the sulfony- 
lureas; findings on 74 cases treated with tolbutam- 
ide] p. 114-31, 


3865) MARTINEZ AVILA AJ Hernia inguinal 
gigante y cirrosis hep4tica concomitante; 
estudio de un caso desde el punto de vista de la 
medicina preventiva. [Giant inguinal hernia & 
concomitant liver cirrhosis; case study from the 
preventive medicine point of view] p. 132-44. 
38652 Y FUENTES R Vélvulo 
la ves{icula biliar; presentacién de un 
caso. iyowebe of the gallbladder; case report} 
p. 145- 
38653 CURBELO A, MARQUEZ V_ Reproduc- 
cién experimental de la infeccién urinaria 
en el ratén blanco. [Experimental reproduction of 
urinary infection in the white rat] p. 151-2. 


38654 BARQUET J Didtesis hemorrdgicas por 

defectos plasmdticos. L [Hemorrhagic 
diathesis caused by plasma factors. I.] p. 153- 
92. 
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36655 


MACIAS CASTRO I Los anticoagulantes 
en los accid 1 
p. 193-8, 


ARCHIVOS DEL INSTITUTO DE 
CARDIOLOGIA DE MEXICO 
(México, D. F.) 


Arch. Inst. card. México 28 Mar- 58 
38656 COSTERO I, BARROSO-MOGUEL R, 
CHEVEZ A, MONROY G, CONTRERAS 
R Las casio de la fiebre reumatica en los en- 
fermos tratados con cortisona. I. Considera- 
cion especial de la endomi diti [Rh 

fever lesions in patients treated with cortisone. 

I. Special study of endomyocarditis] p. 155-73. 


48657 ESPINO VELA J, MENDEZ-APONTE J, 
AGUILAR C, PORTILLO B, PIN J, 
QUIROGA R, RUBIO V_ Estudio de 110 casos 
confirmados de comunicacion interauricular; con- 
sideraciones acerca del resultato de la interven- 
cion quirurgica en 20 casos. [Study of 110 veri- 
fied cases of interauricular communication; notes 
on the result of surgery in 20 cases] p, 174-220. 


3665u BENAVIDES DE ANDA P H, GUZZY DE 

LA MORA P Insuficiencia tricuspid 
que simulo una fistula arter en el 
inferior derecho; comunicacién de un caso cl{nico. 
[Tricuspid insufficiency simulating an arteriove- 
nous fistula in the right lower extremity; report of 
acase] p. 221-34. 


38659 AYALA Y DE LANDEROC Metodo 
practico para determinar la direcci6n del 
eje electrico en el plano frontal; revision biblio- 
grafica de los metodos para obtenerla. ([Prac- 
tical method of determining the direction of the 
electrical axis in the frontal plane; bibliography 
of literature concerning methods of determining 
it] p. 235-43. 


34660 CASTILLERJOS ORTIZ E Estudio histo- 
quimico de la gelatina cardiaca en el 
embrion de pollo. [Histochemical study of the 
cardiac jelly in the chick embryo] p. 244-62. 


hy 


ARCHIVOS DEL INSTITUTO DE 
FARMACOLOGIA EXPERIMENTAL 
(Madrid) 


Arch. Inst. farm. exp., Madr. 9(1-2) 1957 


30661 SANCHEZ GARCIA P Sobre la localiza- 
cion de la sulfonamidopiridina en el riffon 
y pulm6n estudiadas con el método de las pre- 
siones fraccionadas. [Localization of sulfapyridine 
in the kidneys and lungs by pressure fractionation] 
p. 5-14. 
38662 SANCHEZ GARCIA P Estudios sobre la 
de la idina en 
la celula hepatica con el método de las ‘presiones 
fraccionadas: fraccién total, libre, acetilada y 
ligada a las protefnas. [Studies on the localization 
of sulfapyridine in liver cells by the pressure frac- 
tionation method: total, free, acetylated, and pro- 
tein-bound fractions] p. 15-28. 


LORENZO VELAZQUEZ B, ORELLANA 
JM Algunas facetas de la intoxicacidn 
experimental por el ajo. 
mental poisoning by garlic 


36664 


Some aspects of experi- 
p. 29-51. 


MORROS SARDA J, ILLERA M, TEJE- 

DOR F, SANZ F Algunas acciones vas- 
culares de la protoveratrina. ae vascular ef- 
fects of protoveratrine] p. 52- 


38665 SEOANE A Significacién de 
tervalos e inotropismo cardfaco. [Sig- 
I, of intervals and cardiac inotropism] 

p. 58-81. 

38666 DE LA LASTRA SANTOS LA La farma- 


cologta de la metoxibenzamida. [The 
de] p. 82-126. 


P ey 


bLb7 MUNDO FUERTES A_ El cierre y reaper- 
JUL tura de la arteria femoral, el reflejo vaso- 
thotor de la arteria esplénica y la reg de la 
presién fr [Ocel and r ng of 
the femoral artery, the vasomotor reflex of ‘the 
splenic artery, and the regulation of blood pres- 
sure] p. 127-42. 


ARANDA R, MUNOZ FERNAN- 
Z E, MUNDO FUERTES A Efectos de 
los equates antibioticos sobre cultivos de tejidos; 
of 
dihy- 


on tissu 
p. 143-57. 


38669 VERA VALLEJO R_ Relaciones de los 

derivados hidantoinicos con la actividad 
tiroidea. [Relation of hydantoin derivatives to thy- 
roid activity] p. 158-81. 


38670 ARMIJO M, IZQUIERDO M_Influen- 

ia de los antihistamfnicos sobre la pro- 
teolisis ane pepsina in vitro. [Influence of anti- 
histaminics on pepsin proteolysis in vitro] p. 182- 
92. 


TRINCEAN SANCHEZ F, NIETO AYESA 
‘ontribucién a la farmacologia de la 
[tbe pharmacology of dolantin) 


36671 


p. 193-201. 


38672 MATEO TINAO M, TRINCHAN SANCHEZ 
F Farmacologia de los modernos bloq- 
ueantes nerviosos; ganglioplejfa; neuroplejfa; 
miorrelajaci6n; resefia de sus principales aplica- 
ciones clfinicas. [Pharmacology of present-day 
nerve-blocking drugs; ganglion-blocking; nerve- 
blocking; muscle relaxation; review of their prin- 
cipal clinical application] p. 202-51. 


ARCHIVOS DE MEDICINA INFANTIL 
(La Habana) 


Arch. med. inf., Habana 27(1) Jan-Mar 58 


38673 CASTELLANOS A Accion de los antibio- 
ticos sobre las enterobacteriaceas bene- 

ficiosas en el tubo digestivo del nifio. [Effect of 

antibiotics on beneficial Enterobacteriaceae in the 

digestive tract of children] p. 1-18. 

38674 EMBIL J Jr Hepatitis viral. p. 19-28. 


36675 SELLEK A, DEL FRADE A Prueba 
Sellek-Frade para el diagnostico de las 
hepatopatias; biopsia, electroforesis, 
clinica, [Sellek- “Frade test for diagnosis of liver 
pho: , Clinical signif- 


biopsy, 
icance}] p. 29- 50, 


38676 SESION de ja. 
radiological pcre p. 51-7. 


ARCHIVOS MEDICUS PANAMENOS 
(Panama) 


Arch. méd. panamen. 17(1) Jan-Mar 58 


38677 NUNEZ PV El envenenamiento acciden- 
tal del nifo por ingestién. [Accidental 


38678 BURGOS E Algunas 


sobre 
litis y su tratamiento. [Various 
new findings on poliomyelitis & its treatment] 
p. 16-22. 

FIGUEROA AA Sobre dos casos de 
quilt 


38679 
juria renal no parasitaria tratados con 
instilaciones pielicas de yoduro de sodio. [2 


38680 
con lesiones pore del femur. [Eosinophilic 

granuloma: 2 cases with solitary lesions of the fe- 
mur] p. 28-36. 


3868! S{ndromes digestivos 

jonales. [Functional digestive syn- 

dromes| 40. 

38682 CEDENO GE, CLEVE EA Observa- 
ciones acerca del tratamiento de la ame- 

ge [Data on the treatment of amebiasis] 

p. 41-4. 


ARCHIVOS URUGUAYOS DE 
MEDICINA, CIRUGIA Y 
ESPECIALIDADES 
(Montevideo) 

Arch. med. - 57 
38683 LA RESPONSABILIDAD de la profesién 
medica en el empleo de los rayos X y de 
ortas radiaciones ionizantes; declaracién del 
Comité Cientifico para el Estudio de los Efectos 
las Radiaci At6 The resp 1 
ties of the medical profession in the use of x-rays 
and other ionizing radiations; declarations of the 
Scientific Committee for the Study of the Effects 
of Atomic Radiations} p. 457-63. 
38684 MUNOZ MONTEAVARO C, NEGROTTO 
J, BERTONI C Hemocromatosis; coin- 


Adenct: 


con una | profusa generalizada. 
[Hemochromatosis; iene with profuse 
generalized lentiginosis . 464-79. 
30605 PEREZ FE E Utilidad de la 
en la clinica; a proposito de 
50 exdmenes realizados. al usefulness of 


laparoscopy results in 50 cases} p. 480-90. 


38606 CHIFFLET A Técnica operatoria en la 
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fluoro-m, m'-dinitrodiphenyl-sulfone with imida- 

4(5)-methylimidazole and L-histidine] 

p. 97-107. 


38830 —e C VON, HOLT L VON Der Einbau 
U-C14-Glucose in Leber- und Muskel- 


1958 


[Incorporation of uniformely 
labeled Ci4 -glucose into liver and muscle — 
under the i 
rea] p. 108-12. 


34831 KOVACS Vergleichende biochemische 
Untersuchungen an normalen und mit 
Poliomyelitisvirus infizierten Gewebekulturen. 
IX. Die nucleolytischen Enzymaktivitaten in Kul- 
turen dierter Af vor und 
nach der Beimpfung mit Poliomyelitis-Viren. 
[Comparative biochemical studies on normal and 
poliomyelitis virus infected tissue cultures. IX. 
Nucleolytic enzyme activity in cultures of sus- 
monkey kidney slices before and after inoc- 
culation with poliomyelitis virus] p. 113-30. 


38832 DOSE K, RAJEWSKY B Uhber die Che- 
mie der direkten und Andirekten Treffer- 


[Chemistry of direct and indirect preliminaries of 
hits; studies on amino acids} p. 131-40. 


48839 ANACKER W F, STOY V_Proteinchro- 
matogrphie an Calciumphosphat. I. Rein- 

igung von Nitrat-redukt 

[Protein chromatography on phosphate. 

Purification of nitrate reductase from wheat leaves] 

p. 141-59. 

40634 KIERMEIER F, CAPELLARI K Bezie- 
hungen zwischen Molybddngehalt und Xan- 

thin-dehydrogenase -Aktivitét in Kuhmilch. 


thine dehydrogenase activity in cow milk] p. 160- 
8. 


MATTHIES H Vergleichende 
gen iiber die Aldehyd- dehydrogenase kern- 
loser Erythrocyten. [Comparative studies on 
aldehyde dehydrogenases of non-nucleated erythro- 
cytes} p. 169-73. 


DUPONT A Amino acid content of Indo- 
nesian fresh water fish. p. 174-6. 
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36837 KIESE M, KURZ H Protein-Verbindun- 
gen des Fermenthimins. [Protein com- 

pounds of cytohemin] p. 177-92. 


3863 LUDERITZ O, STAUB A M, STIRM S, 

WESTPHAL O Colitose (3-Desoxy-L-fu- 
cose), ein neuer Zuckerbaustein mit immunspezi- 
fischer Funktion in Endotoxinen (Lipopolysacchari- 
den) einiger gram-negativer Bakterien. [Colitose, 
3-desoxy L-fucose, a new block 
with j A 
lipopolysaccharides, of some 
bacteria] p. 193-7. 


48839 a T, PFLEIDERER G, SAND- 

MANN B Zum Wirkungsmechanismus der 
Glutamin-synthetase aus Erbsen. [Mechanism of 
action of glutamine synthetase from peas] p. 198- 
208. 


3u849 PATAT F, MEYER H ber die Ferment- 
polymerisation. Zur Kinetik der 
enzymatischen Di poly~- 
merization. I. Kinetics of — dextran syn- 
thesis} p. 209-17. 


3804| REMMER H, MEYER-WILMES J Die 
von HAmoglobin durch Ferricy- 

a Oxidation of hemoglobin by ferricyanide} 

p. 


36042 REMMER H Die Reaktion zwisch 


36G57 MARAZZINI F Ricerche istologiche ed 
istochimiche sull'azione di un estratto 
lipoideo di diencefalo in alcuni organi di ratte ipo- 
fisectomizzate. (Histological and histochemical 
research on the effects of a lipoid extract of di- 


encephalon on some organs in 
female rats] p. 353-67. 
3885u TRITAPEPE R, BOSELLI G, GALLO G 
Sulla ia 


per v' 
di emulsioni a grasso in Pazienti di interesse 
of fat 


Globin und Ferricyanid. Sow reaction be- 
tween globin and ferricyanide] p. 232-9. 


HOLZER H, SCHNEIDER S_ Wasserstof- 
fiibe: von TPNH auf DPN unter 

Vermittlung von Glutaminsdure- -dehydrogenase und 
[Hydrogen transfer 
from reduced triphosphopyridine nucleotide to 

phopyridine nucleotide through the mediation 
of glutamic acid dehydrogenase and lactic acid de- 
hydrogenase] p. 240-4. 


38844 MATZELT D, HOMANN J Das Verhalten 
glykolytischer Enzymaktivitdten in Gewe- 
bekulturen vor und nach Beimpfung mit Virus. I. 
Methodik der Versuchsanordnung zur Messung 6 
glykolytischer Enzyme, _Angabe einer Methode zur 
Bestimmung geringer E Er 
dieser Messungen an normalen Gewebekulturen. 
[Behavior of glycolytic enzyme activity in tissue 
cultures before and after inoculation with viruses. 
1. Methods for the experimental procedure for the 
of 6 gi and report on 
a method for the determination of small amounts of 
proteins; results of these measurements in normal 
tissue cultures] p. 245-59. 
38845 MATZELT D, HOMANN J, LENNARTZ a 
Das 


vitdten in Gewebekulturen “und nach Beimpfung 
mit Virus. I. Mi 
mit Poliomyelitisvirus, Ty 1. I, infiziert wurden, 
im Vergleich zu normalen Gewebekulturen. [Be- 
havior of glycolytic enzyme activity in tissue cul- 
tures before and after inoculation with viruses. 

Il. Measurements in tissue cultures infected with 
poliomyelitis virus type I in comparison to normal 
tissue cultures] p. 260-8. 


BIOLOGICA LATINA 
(Milano) 


Biol. lat., Milano 11(2) Apr-June 58 


38846 PETRONIO L, TAVAZZA D Effetti 


gland on hypophysectomized 1. Be- 
havior of the sex glands] p. 199-210. 


30847 PASQUALINO A Ricerche istoanatomiche 
sul simpatico del tronco degli anfibi 


on the h 


emulsions in ser patients) p. 368-74. 


38859 BELLI L, DE MARZO V, TIBERIO G, 
MORISI Contributo studio 

circolazione arteriosa intrapancrea! 

intrapancreatic arterial cirealation] 3 


38860 Studio sulla rigenerazione 
lle cellule gangliari dell’ intestino con 

[Study of the regeneration of 

intestinal nerve cells by the Cannon method] 

p. 395-405. 


Biol. lat., Milano 11(Suppl. 7) Jan 58 


38661! GIMBO A Sulle modificazioni preipofi- 
sarie nella femmina di Ovis aries in rap- 
porto ai vari momenti della attivita riproduttiva; 
rilievi istol i ed h i. [Changes in the 
anterior pituitary gland in the female Ovis aries in 
relation to various phases of reproductive activity; 
histological and histochemical findings] p. 1-88. 


BIULETYN INSTYTUTU MEDYCYNY 
MORSKIEJ W GDANSKU see BULLETIN 
OF THE INSTITUTE OF MARINE 
MEDICINE IN GDANSK, POLAND 


BLUT 
(Miinchen) 


Blut 4(2) 58 


KOSENOW W, SCHELLONG E Gleich- 
zeitige Kammerzahlung und -differenzier- 
ung der Leukozyten im Fluoreszenzmikroskop. 
and 


7 


38863 BAYERLE H, KAMMENHUBER K Uber 
Fermenteffektoren der Fibrinolyse. I. 
y fiir die Fibrinolyse. 
[Enzymes affecting fibrinolysis. 1. The signi- 
ficance of erythrocytes for fibrinolysis] p. 78-85. 


Experimenteller Beitrag zur 
Pathogenese der allergischen medika- 
und Thr [Ex- 
perimental contribution on the pathogenesis of 


36864 


= of Sone amphibians] p. 211-22. 


38848 VESCOVO R Sul comportamento delle 
mucoproteine perclorico-solubili tissutali 

nel fibromioma uterino. [Behavior of the tissue 

perchloric acid-soluble mucoproteins in a uterine 

fibromyoma] p. 223-36. 

38849 VESCOVO Le mucoproteine perclori- 
cosolubili a livello dell'utero in travaglio 

di parto. [Perchloric acid-soluble mucoproteins 

in the uterus during labor] p. 237-51. 

10850 BARONE P, BATOLOD La 


in the 


rating liver] 


CHIARINI GC _ Importanza dell’ indagine 
cariologica negli stati precancerosi e nei 
cancri preclinici del cavo @rale. [Importance of 
karyological studies in precancerous states and in 
preclinical chancres of the oral cavity] p. 267- 
72. 
38852 GRASSI Gc sulla dis- 
fra bilita in vitro ed i 
risultati clinici nella Het antibiotica di alcune 
i da piogeno aureo. [Con- 
siderations on the discrepancies between in vitro 
sensitivity and clinical results in antibiotic therapy 
of infections caused by S' 
aureus] p. 273-81. 
38853 GASPARINI V, CALAFATI F, GRASSI G 
Considerazioni cliniche ed anatomiche sul 
decorso anomalo dell'arteria succlavia destra. 
[Clinical and anatomical study of an abnormality of 
the right subclavian artery] p. 282-94. 
30854 MONTEVERDE G, TROPEANO L Con- 
he sulle atresie e 
[Pathogenetic 
ia and stenosis 


38851 


stenosi dell'intestino. 
atres: 


of the intestines). Pp. “295-318. 
G, GALO G, MONTORSI S 
ntributo sperimentale allo studio della 
del fattore trombogeno nella 
patogenesi delle lesioni aterosclerotiche. _— 
perimental study of the probable influence 
thrombogenic factors in the pathogenesis a athero- 
sclerotic lesions} p. 319-32. 
48656 MARAZZINI F Modificazioni istologiche 
ed istochimiche dell'apparato genitale, 
della tiroide e del surrene di ratte impuberi dopo 
trattamento con un estratto lipoideo di — 
l and h 
the genitalia, thyroid gland and adrenal preety ‘of 
impuberal female rats after treatment with a lipoid 
extract of diencephalon] p. 333-52. 


and thrombopenia due to drug al- 
lergy] Pp. 86-97. 


GOETZE E, POPP B der 


38675 DE ANDINO A M Jr, RODRIGUEZ R 
p. 36. 


38876 FLAX HJ The treatment of the thoracot- 
omized patient. p. 337-42. 


38877 RIVERA JV_ Gout: a clinical report. 
p. 343-9 


Bol. As. méd. Puerto Rico 50(4) Apr 58 
38878 BERIO J M, HERNANDEZ- 
RAMIRE MIREZ-WEIZER R, DE 
MV, TORRES NM E 


able 

p. 121-34, 

38879 ry PN SIFRE R A, GALINDO L, RUL- 
The Dubin-Johnson syndrome 


or chronic idiopathic jaundice; report of a case. 
p. 135-41. 


38880 LICHA JS, 3 
terial embolization: mode 
; case report of successive aortic sad 
in an 


prot b 
cardiac patient. p. 142-53. 


BUXEDA R Newer concepts in the treat- 
ment of ic ocular 


3686! 


p. 154-8. 


BOLETIN CHILENO DE 
PARASITOLOGIA 
(Santiago) 


Bol. chileno 13(2 r-June 58 
38862 R, DONCKASTER R, VALENCIA 
Estudio de algunos factores epidemi- 
olégicos favorecerian la infeccién y reinfeccién 
por Entamoeba histolytica. [Study of various 
epidemiological factors favoring infection & re- 
infection by Endamoeba histolytica] p. 22-5. 


» NAQUIRA F Contri- 
buci6n al estudio serologico de la toxo- 

L L i de Sabin- Feldman y de 
fijaci6n del Ht para la 
en muestras de de adultos aparentemente 
sanos. [Contribution to the serological study of 
toxoplasmosis. I. Sabin-Feldman & complement 
fixation tests for toxoplasmosis in blood samples 
of apparently healthy adults] p. 26-9. 


38683 


AUM J Di 4, 


38884 FAIGU 
hepatica humana con especial referencia 
a L quirirgicas. p. 29-31. 


des Knoch 
of e ic processes of 
the bone marrow and polyglobulism] p. 98-105. 


ks und bei P yell [The 


Blut 4 June 58 
38866 DIREKTES und indirektes Bilirubin. 
p. 125-7. 


38067 PETTENKOFER H J, THOMAS K, 

VOIGT GE Die Blutgruppen- und 
Blutfaktoren-Verteilung bei den Lausitzer Sorben. 
[Blood group & blood factor distribution in the Sorbs 
of Lusatia) p. 128-30. 


38069 GILLERT KE Uber wirm 
Vertnderungen des Serums unter beson- 

derer Beriicksichtigung immunelektrophoretischer 

Untersuchungen. [Heat induced changes in blood 
ja i 1 


‘ophore 


with special 
tic examination] p. 131-6. 


36869 H_ Uber Plasmatransfusions- 
eaktionen. p. 137-42. 

38870 SCHWENZER A W, HALBERSTADT E 

Uber den Einfluss von Frischblut und 

Konservenblut auf die Gerinnungsverh4ltnisse des 

Empfingers. [Effect of fresh blood & preserved 

blood on coagulation conditions in recipients) 

p. 143-56. 


30071 PROKOP O, OESTERLE P Zur Frage 

der P- -Antigenitat von Echinokokkenfliis - 

sigkeit aus Schweinelebern. [Problem of P-anti- 

genicity of echinococcus fluid in swine liver] 

p. 157-8. 

48872 LAUER A Seltener indirekter Vater- 
schaftsausschluss. [Unusual indirect 

paternity exclusion) p. 


38673 GALLASCH EH Uber ein drittes allel 

der Blutgruppeneigenschaft R-r des 
Kaninchens. [A 3d allele of R-r blood groups in 
rabbits] p. 160-1. 


38874 F Hirudin; Der 
itgerinnungshemmende Wirkstoff des 

Blutegels. [Hirudin; an inhibitor 

of blood coagulation from medical leeches] p. 160- 

1, 


38885 ETCHEVERRY R, GUZMAN C, REGO- 
NESI C, KATALINIC V, MURANDA M 

COLODRO I Tercer caso de toxoplasmosis 

ganglionar comprobado en Chile. [3d Proved 

case of lymph node toxoplasmosis in Chile] 

p. 32-5. 


BOLETIN DE LA OFICINA 
SANITARIA PANAMERICANA 
(Washington) 


*Bol. Of. san. r., Wash. 6) June 58 


33886 a PUELMA H, DONOSO INFANTE 
izacién y funcionamiento de la 
Escuela H Graduados de la Facultad de Medicina 
de la Universidad de Chile. [Organization & func- 
tioning of the Graduate School of the Faculty of 
of the U y of Chile] p. 469-73. 


3e6u7 PUFFER RR, VERHOESTRAETE LJ 
la mortalidad a causa de enfermedades 
cardiovasculares, por paises, con referencia es- 
pecial a las enfermedades cardiacas ateroscleré- 
ticas; andlisis preliminar. [Mortality causes of 
cardiovascular hp in various countries; with 
special r 1 ic cardiac dis- 
eases; preliminary p. 474-9. 


3886 RESTREPO C, McGILL H C Jr, STRONG 
J Aterosclerosis en Cali, 
[a 


preliminary. report] p. 480-3. 


36889 MACCHIAVELLO A Estudios sobre pes- 


“4 wii 


Peste 

Peri. [Studies on the sylvatic eae in South 
America. MI. Sylvatic in the mountain 
range of Huancabama, Peru] p. 484-512. 


SCRIMSHAW N S, BEHAR M, ARROY- 

AVE G, TEJADA C, VITERI F El sih- 
drome pluricarencial de Ia infancia y su respuosta 
a una dieta h rkor in chil- 


- 
| 
Se BOLETIN DE LA ASOCIACION 
MEDICA DE PUERTO RICO 
(San Juan) 
} 
330(2) 
le 
tion of leukocytes in fluorescence microsci 
- istomorfologici della prolungata sommi- 
nistrazione di un estratto epifisario acquoso in 
ratti ipofisectomizzati. 1. Comportamento delle 
ghiandole sessuali. [Histomorphological effects 
aes of prolonged administration of an aqueous extract 
7 
| 
| 
: 
[Intrahepatic circulation regene 
p. 252-66 
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he, 
latio enu ent and xan- 
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CURRENT LIST of MEDICAL LITERATURE 


38891-38971 


DE LA SOCIEDAD DE 
CIRUGIA DEL URUGUAY 
(Montevideo) 


Bol. Soc. cir. Uruguay 28(1) 1957 


99891 GRILLE CENDAN V Herida de bala del 
corazén. [Bullet wound of the heart} 
p. 5-8; discussion, p. 8-10. 


38892 COSCO MONTALDO H Gastrectomfa to- 
tal con asa de Roux en el cancer de esté6- 
‘tomy with Roux's loop in 
p. 11-25; discussion, 


38893 LOCKHART J, GORLERO ARMAS A, 

POLLERO H J La cavografia en los tu- 
mores del [Cavography in tumors of 
the testicle] p. 30-43; discussion, p. 43-4. 


38894 SOTO BLANCO J El hiatus esofdgico; 

estudio anatomo quirirgico; importancia 
deltema. [The 
surgical study; importance of the subject] p. 45- 
50; discussion, p. 50-3. 


9889 COSCO MONTALDO H Higado desarte- 
rializado; primer caso de reseccién en el 
hombre de la arteria hepatica comin y propia por 
aneurisma permeable de la arteria hepatica, con 
sobrevida. rterialized liver; first case of re- 
section in man of the common & proper hepatic ar- 
of the hepatic artery, 


tery for permeable 
with survival] p. 54-73. 


RUBIO R_ Heridas graves del térax; siete 
observaciones. rs wounds of the 


3891} PEDRAZZOLI A, ROGGERO M Nuovi 
farmaci 1957. [New drugs on 1957] 
p. 213-28. 


38912 SLAVIERO E_ R 875, recente analgesico 
di sintesi. [R-875, a new synthetic 
analgesic] p. 229-33. 


36913 ARDEMAGNI M Alcune 


Boll. ocul. 36(12) Dec 57 


36914 BOLES CARENINI B Sulla utilizzazione 
clinica del fenomeno di Haidinger. [Clini- 

cal applications of the Haidinger } 

p. 753-68. 


38915 BAGOLINI B, TAVOLARA L Comporta- 
mento del tono oculare dopo interventi sui 

retti orizzontali. [Intraocular pressure after sur- 

the lateral or medial rectus muscles} 

Pp. 76. 


38916 oom. M Modificazioni atipiche del 
C. V. nel glaucoma: associazione di 
difetti guacnamen con altri di diversa origine. 
[Atypical modifications of the visual field in glau- 
coma: association of glaucomatous defects with 
other defects of different origin] p. 777-88. 


386917 CENTANNI L, SCASSELLATI SFORZOLI- 


36930 FIDANZA A, DE CICCO A, ESPOSITO L 
Rapporti tra ormoni sessuali ed acido 

pantotenico nel ratto. [Relation between sex hor- 

mones & pantothenic acid in the rat] p. 1381-2. 


38931} DE GIUSEPPE L, CASTELLI B Effetto 
del pH e di alcuni inibitori triptici sulla 
elastasi da pancreas di maiale. [Effect of pH & 
various trypsin inhibitors on pancreatic elastase of 
swine] p. 1382-5. 


38932 BAGOLAN P, SERPIERI L'associa- 
zione dei fattori tossi-infettivo e coleste- 
dell’ arterioscl i speri- 
ion of toxi-inf factors & 
of experimental 


the 
arteriosclerosis} p. “ites. 8. 


38933 FISCHETTI B Influenza della gonadec- 
tomia sulla tossicita acuta da 

nel ratto. [Effect of gonadectomy on the acute 
toxicity of parathion in the rat] p. 1388-90. 


38934 FISCHETTI B Modificazioni del contenu- 
to epatico di ATP, ADP e AMP nell'edema 
polmonare acuto sperimentale da adrenalina. 
[Changes in liver ATP, ADP & AMP content in 
acute adrenalin-induced experimental pulmonary 
edema} p. 1390-3. 


38935 PAROLIE Effetto del DOCA sul quadro 
dell’avitaminosi Bi nel colombo. [Ef- 


3895) ASTALDI G, KARANOVIC J, MASSA B 

Azione fragilizzante della trietilenmela- 
mina sui leucociti sopravviventi della leucemia 
linfatica cronica. [Action of triethylene melamine 
on the fragility of surviving leukocytes in chronic 
lymphatic leukemia] p. 1436-9. 


38952 ASTALDI G, MEARDI G, KARANOVIC 

J, ROBBIANI MG Azione protettiva del 
cobalto sugli eritrociti incubati in vitro. [Protec- 
tive action of cobalt on incubated erythrocytes in 
vitro] p. 1439-42. 


38953 ASTALDIG, MEARDI G, KARANOVIC I 
1 


Su! dei 
della leucemia mieloide cronica sopravviventi in 
vitro e posti ad irradi roentgen. 
a content of granuloblasts in chronic mye- 
leukemia surviving in vitro and subjected to 
roentgen irradiation] p. 1442-5. 


3895¢ FIESCHI C, SORIANI S Primi risultati 
della determinazione dell'attivita trans- 

aminasica liquorale in pazienti affetti da malattie 

neurologiche. [First results of the determination 

of transaminase activity of cerebrospinal fluid 

in patients with neurological diseases} p. 1445-8, 


386905 FIESCHI C, SORIANI S Modificazioni di 
alcune attivita enzimatiche del midollo 
spinale di cavia nella degenerazione walleriana 


fect of DOCA on the clinical picture of 
sis Bl in pigeons] p. 1393-6. 


A e 


nella rigenerazione epatica dopo epatectomia par- 
ziale. 


NIG Primi risultati della 
sclerale lamellare con inculsione acrilica (sec. 


thorax; seven observations] p. 74-84; di . 
p. 85. 
96897 PRAT D Sobre el cancer de la mama. 
[Cancer of the breast] p. 86-100. 


36896 PRAT D Homenaje al Profesor José M. 
Jorge. [Homage to Professor José M. 
Jorge] p. 101-4. 


36699 PRIARIO JC, BONAVITA PAEZ L 

vulo del colon derecho; presentaci6n de un 
casoclinico. [Volvulus of the right colon; pre- 
sentation of a c. case] p. 105-8; discussion, 
p. 108-10. 


Bol. Soc. cir. Uruguay 28(2-3) 1957 
38900 PRAT D Profesor Pierre Delbet. 
p. 123-31. 


3690; COSCO MONTALDO H 


ago 
asociado a alcera gdstrica; tratamiento 


—, ulcer; surgical t treatment; cure] 
p. 132-9, 


MONTALDO H Presién de secre- 


MONTERO E Quimiocirugia. 
cael surgery] p. 152-66. 


36904 RUBIO R, SENNING A Variaciones de 
la presién en vena porta, cava y sistémica 
durante la hipotermia; efecto del arfonad; trabajo 
experimental. [Variations of portal venous, caval 
& systemic pressures during hypothermia; effect of 
arfonad; experimental work] p. 167-75. 


lexor largo del pu [Section of the 


[Chemo- 


98906 MEROLA L Un nuevo procedimiento de 
unién eséfago-yeyunal después de gastrec- 
_ total; trabajo experimental. [New procedure 
@f esophagojejunal union after total gastrectomy; 
work] p. 188-207; discussion, 


96907 CATALANO FE Estrangulacién del asa 

aferente después de una gastrectomfa 
antec6lica. [Strangulation of the afferent loop 
after antecolic ee p. 212-26; discus- 
Sion, p. 226-3 


O CHIMICO- 
FARMACEUTICO 
(Milano) 


Boll. chim, farm. 97(4) Apr 58 
38908 ep pe Contributo allo studio dei 
mezzi di contrasto. [Study of contrast 
media) p. 195-6, 


389190 CANNAVA A E la 3-metil-4-idrossi- 
cumarina il principio attivo a cul pug’ 
attribuirsi l'azione ipoprotrombinizzante della 
Ferula communis? [Is 3-methyl-4-hydroxycou- 
marin the active principal to which we attribute the 
Peters action of Ferula communis? | 


) nel dista di retina. [First results of 
scleral lamellar resection with acrylic inclusion 
(according to Schepens) in cases of retinal detach- 
ment] p. 789-802. 


38918 TITTARELLI R, VOZZA R Influenza 
della irradiazione beta su ciclo riprodutti- 

vo dell’epitelio corneale. [Influence of beta-irra- 

diation on the reproductive cycle of corneal epithe- 


lium) p. 803-14. 


38919 RIZZO P Sulle possibilitd di influire 

edemi corneali mediante acetazo- 
lamide. [The possibility of using acetazolamide 
for corneal edema] p. 815-26. 


BOLLETTINO DELLA SOCIETA 
ITALIANA DI BIOLOGIA 
SPERIMENTALE 
(Napoli) 


Boll, Soc, ital. biol. sper. 33(10-11) Oct-Nov 57 


38920 F, SCOFFONE E, VIANELLO E 
aggregazione da calore delle proteine 
isolate at. [Heat-induced agglutination of 
proteins isolated from the blood] p. 1353-5. 


FUMAROLA D Introduzione allo studio 
del sistema properdinico: il tasso proper- 
dinico nell'infanzia. [Introduction to the of 
the properdin system: properdin levels in children} 
p. 1355-9. 


38922 DIOMEDE-FRESA V, FUMAROLA D 
L'influenza del carico lipidico sull'emo- 
coagulazione; ricerche sperimentali. [Effect of 
lipid load on blood coagulation; experimental re- 
search] p. 1359-62. 


D, FRANSVEA P Quadro 
4 tasso properdinico nelle 


ture & 


38392! 


36923 


ustioni s picture 
properdin level in burns] p. 1363-5. 


MILANI C_ Eliminazione renale ed in- 
testinale del cobalto in ratti in anemia da 


38924 


lowing partial hepatectomy] p. 1396-400. 


38937 TONINI G, MISSERE G, ALVISI C, 
CIPRIANI G La composizione 
del liquor ventricolare. 
ventricular fluid) p. 1 


38933 TONINI G, MISSERE G, DE RISIOC Ri- 
cerche farmacologiche nelle encefaliti 

sperimentali allergiche. [Pharmacological re- 

search on experimental allergic encephalitis) 

p. 1401-3. 


i acida e alcalina, 5-nucleotidasi e ATP- 
asi). II. Studio biochimico e valutazione statistica 
dei risultati. [Modifications of enzymatic activity 
of spinal cord in guinea pigs in wallerian degenera- 
tion (acid and alkaline phosphatase, 5-nucleotidase 
and ATPase). Il. Biochemical evaluation and 
statistical evaluation of the results} p. 1448-53. 


G Consumo di ossigeno nella 
cute di alcune specie di irudinei. [Oxygen 
consumption of the skin in some species of Hiru- 
dinae} p. 1453-4, 


38957 CARTA 8, VIVALDI G Studio della mem- 
brana degli eritrociti umani; la fosfatasi 

degli eritrociti. [Study of the membrane of human 

erythrocytes; phosphatases of erythrocytes) 

p. 1454-7. 


3u95u BIANCHINI P Determinazione dell'at- 
tivitd miorilassante con i! test del colon. 


[Det 


38939 ANGELUCCI L Influenza della 

strazione di cocarbossilasi sulla assuefa- 
zione alla morfina nel ratto. [Effect of the ad- 
ministration of cocarboxylase on morphine addi: 
tion in the rat] p. 1403-6. 


38940 ANGELUCCI L Influenza della tiamina 
sulla diuresi normale e da N-[3-carbos- 
‘opil}-a- 
canforamato disodico nel ratto. [In- 
fluence of thiamine on normal diuresis and from 
N- -[3-(e 


| 


bh (thiomerin) { in 


Pp. "1406-8, 
43694: PAROLI E Ii prolungamento dell'inter- 
vallo Q-T nell'E.C.G. segno cardiaco 
precoce di carenza tiaminica, nel colombo. [Pro- 
longation of the Q-T interval in electrocardiogra- 
phy, early cardiac sign of thiamine deficiency in 
pigeons] p. 1409-11. 
46942 GINOULHIAC E, MAINARDI L Acido 
orotico ed appar sessuale {i il 
p. 1412-4, 


MAINARDI Osservazioni sperimentali 

sui rapporti fra ghiandole endocrine ed 
(Experimental observations on the 

the endocrine glands and orotic 


36943 


relation between 
acid] p. 1414-8. 
38944 FERRARI V, GINOULHIAC E, TENCONI 
LT Osservazioni sperimentali su de- 
rivati 5-idrossindolici nella carenza di piridossina. 
[Experimental observations on 5-h yindole 
derivative on pyridoxine deficiency} p. 1418-21. 


38945 PICCININI F, MELI A, PARENTI MA, 
CAPRARO v n livello della cistina nel 


latte azione di alcuni ti di 


di animali trattati con allossana. [Level 


cobalto. [Renal & intestinal elimination of cobalt 
in rats in anemia induced by milk following ad- 
ministration of various cobalt compounds} 

p. 1365-8. 


38925 CASCIO G, MONACO P influenza della 
d-cicloserina sull'attivita elettrica della 
corteccia cerebrale di gatto. [Effect of d-cyclo- 
serine on the electric activity of the cerebral cor- 
tex in the cat] p. 1368-71. 
36926 BRIGHENTI L Inattivazione della latti- 
codeidrogenasi del lievito per effetto di 
radiazioni: l'importanza dei radicali liberi, [In- 
activation of lactic dehydrogenase of yeast by the 
effect of radi ie of free radicals] 
p. 1371-4, 
38927 LAGRUTTA G, LAGRUTTA V Azione 
di alcune vitamine sull'attivita elettrica 
della corteccia cerebrale di colombi normali e 
beri-berici. [Effect of various vitamins on the 
electrical activity of the cerebral cortex of normal 
pigeons & pigeons with beriberi] p. 1374-7. 
38928 LAGRUTTA G, MONACO P Effetti 
esercitati da alcune sostanze psicotrope 
sull'attivita elettrica corticocerebrale. [Effect 
of various psychotropic substances on the electrical 
activity of the cerebral cortex] p. 1377-80. 


38929 — A, DE CICCO A, BONOMOLO 
Osservazioni morfologiche e funzionali 
cand sessuale nella carenza di acido pan- 
totenico. apa & functional findings on 
the genital apparatus in pantothenic acid deficiency} 
p. 1380-1. 


of cystine in the pancreas of animals treated with 

alloxan] p. 1421-3. 

3694¢ CANTONE A, CRESSERI A Azione 
chiarificante ‘ai una frazione acida delle 

mucine del succo gastrico umano. [Clearing ac- 

tion of an acid fraction of mucin of human gastric 

juice) p. 1423-5. 


38947 CRESSERI A, CANTONE A, PICCININI 
F, CAPRARO V Azione di risparmio 
protei ifiche elettroforeti- 
camente isolate dalla mucosa gastrica 
di maiale. [Protein sparing action of an electro- 
— homogenous group specific 
isolated from hog gastric yon p. 1425-8. 


Sull'azione antilipemica di 
fattore gastrico nel ipercole- 

action of a fac- 

tor in emico.[Antipemic rabbit] p. 1428-30. 


36948 


36949 — F Distribuzione tessutale della 
famidopiridina nel fegato. [Tissue 
distribution of sulfamidopyridine in the liver} 
p. 1430-3. 


38950 RAUSA L, PATANIA § Ricerche intorno 
all'azione della cicloserina; analisi del- 

l'effeto antibatterico sulle colture in sviluppo 

(E. coli). [Research on the action of cycloserine; 

analysis of the actibacterial effect on culture in de- 

velopment (E. coli)] p. 1434-6. 


of muscle relaxing activity with the 
colon test] p. 1458-60. 


36959 BIANCHINI P Determinazione biologica 

dell'aldosterone con il test del potassio. 
[Biological determination of aldosterone with potas- 
sium test] p. 1460-4. 


38960 VIOLA PL Sopra l'origine della leucoci- 
tosi nell'anemia da acido dialurico. [The 
origin of leukocytosis in anemia caused by dialuric 
acid) p. 1464-7, 


3696; VIOLA PL Sopra la presunta azione 
diabetogena dell'acido deidroascorbico nel 

coniglio. [Supposed diabetogenic action of dehy- 

droascorbic acid in rabbits] p. 1467-9. 


36962 RAUSA L, PATANIA S della 
sui p 
tesi in vivo e in vitro. of on 
in vivo and in 


vitro] Pp. 1470-1, 


36963 CANAL N, TESSARI L Influenza del- 
Vormone tiroideo su alcuni enzimi a coen- 
zima piridossalico. [Effect of the thyroid hormone 
on some enzymes with coenzyme} 
p. 1472-4. 


38964 E  Liattivita cocarbossilasica 
nella cartilagine metafisaria di ratto rac- 
hitico. [Cocarboxylase activity in metaphysial 
cartilage of rachitic rats} p, 1474-6. 


36965 BARBIERI E Metabolismo dell'acido 
citrico nella cartilagine metafisaria di 
Metabolism of citric acid in 
of diabetic rats} p. 1476-9. 


ratti diabetici. 
metaphysial carti 


38966 BERTI T, CIMA L L’'S365 nello studio 

pape di proteine dell'E. coli 
[Use of $35 in electro- 
by antibiotics} p. 1479-81. 


38967 BERTI T, CIMA L Sui legami delle 

tetracicline con il siero e la cellula bat- 
terica. [Tetracycline binding with serum and 
bacterial cells} p. 1481-2. 


38966 SILVESTRINI B Azione bronco-costrit- 
trice dell'acroleina, [Broncho-con- 
stricting action of acrolein] p. 1482-5. 


36969 BRUNI A Azione dell'attrattilato di K 

sul diaframma isolato di ratto. [Effect 
of potassium atractylate on the isolated rat dia- 
phragm] p. 1485-7. 


38970 Metodo per la determin- 
titativa degli 
(Method 


caridi acidi nel succo umano. 


of 
chariées humen gastric 


acid poly 
p. 1488-91, 


VM, SCHOEPKE H Effetto 

varie concentrazioni di cloruro potas- 
sico oman contrattile degli atri isolati di 
ratto. [The effect of various concentrations of 
potassium chloride on contractile capacity of iso- 
lated rat auricles} p. 1491-2. 


0. 4 
acquisizioni ‘ 
nel campo degli analgesici. [Some hs 
advances in the field of analgesics] p. 233-9. i 
| 
cot- | 
BOLLETTINO D’OCULISTICA 
(Bologna) 
p. 25-9. 
| 
| | 
| 
| 
ad- | | 
| | 
transmethylase activity in liver regeneration fol- 
} 
| 
| in of 
| 
4 
| | 
t 
elhombre por desbloqueo agudo del coledoco. 
[Pressure of hepatic secretion; biliopancreatic re- - 
flux in man by acute unblocking of the choledochus]} 
p. 140-51, 
| 
| | 
| | 
| | 
G 
| 
| 
| 
| i 
R-413 


38972-39051 


CURRENT LIST of 


38972 ANGELICO R, QUINTILIANI M Ulterio- 
ri indagini sulla sintesi in vitro di corti- 
costeroidi da parte della corteccia surrenale di 


38973 CASCIO G, PALAZZOADRIANO M In- 
fluenza della dose sull'azione della N-(4- 
metil-benzensulfonil)-N'-butilurea. (Effect of 
dosage on the action of N-(4-methyl benzsulfonyl)- 
N'-butylurea] p. 1496-9, 


386974 MAZZANTI L, LOPEZ M Sopra le al- 
terazioni prodotte dalla dl-etionina nel 
fegato di ratti alimentati con dieta iperlipidica, 
iperglucidica ed ipoproteica. [Changes induced by 
dil-ethionine in the liver of rats fed high-fat, high- 
carbohydrate and high-protein diets] p. 1499-501. 


38975 MAZZANTI L, LOPEZ M_ Sopra le al- 
dal’ isoti di a- 


naftile nel fegato di ratti alimentati con dieta 
iperlipidica, iperglucidica ed ipoproteica. 
(Changes induced by a-nephthy! isothiocyanate in 
the liver of rats fed high-fat, high-carbohydrate 
and high-protein diets} p. 1501-2. 


38976 MAZZANTI L, LOPEZ M Sopra le al- 
terazioni prodotte dalla tioacetamide nel 
fegato di ratti alimentati con dieta iperlipidica, 
iperglucidica ed ipoproteica. [Changes induced 
by thioacetamide in the liver of rats fed high-fat, 
high-carbohydrate and high-protein diets] 
p. 1502-3. 
438977 MAZZANTI L, LOPEZ M Sopra le 
alterazioni prodotte dal dimetilaminoazo- 
benzolo nel fegato di ratti alimentati con dieta 
iperlipidica, iperglucidica ed ipoproteeica. 
Changes induced by dimeth jl in the 
ver of rats fed high-fat, high-carbohydrate and 
high-protein diets] p. 1503- 4. 


38979 MAZZANTI L, LOPEZ M Sulle modifi- 

cazioni istologiche presentate dal fegato 
di ratti alimentati con dieta equilibrata pit aggiun- 
ta di a-dinaftiltiourea. [Histological changes 
found in the liver of rats fed a balanced diet with 
added di-a-naphthylthiourea] p. 1504-5. 


38979 MAZZANTI L, FRANCHI M Sulle vari- 
azioni, a lunga distanza di tempo, del 

in acido d 1 (ADN) nel 
cervello, fegato, milza, rene e testicolo del rat- 
to albino sottoposto ad irradiazi totale con o 
senza protezione a mezzo di dinitrile succinico 
(DNS). [Changes, after a long period of time, in 
the desoxyribonucleic acid content of the brain, 
liver, spleen, kidneys and testicles of rats ex- 
posed to total-body irradiation with and without 
protection by succinic dinitrile] p, 1505-7. 


38980 Sull'azione farmacologica 

del sale sodico dell'acido glucono-di-(N- 
di I. Saggi di tolleranza 
ed azione sulla eliminazione urinaria di creatina e 
creatinina. [Pharmacologic action of glucono-di 
(N-diisopropylamino)acetic acid sodium salt. 1. 
Tolerance tests and effects on urinary elimination 
of creatine and creatinine] p. 1507-11. 


FRONTALI NI chetoacidi in mosche do- 


36981 


con 
fato. [Ketone acids in domestic flies after tet- 
raethyl pyrophosphate poisoning] p. 1511-2. 


36982 DI MARCO A, BORETTI G, MIGLIACCI 
A, LITA P, MINGHETTI A Un estere 
indifosforico del fattore B, intermedio nella 
biosintesi della vitamina B12. [Guanosinediphos- 
phoric ester of factor B, an intermediate in the 
biosynthesis of vitamin B12] p. 1513-6, 


38963 MAROTTA M AttivitR di alcuni curari 
sulla stimolazione del massetere di ratto. 
— of various curariform drugs on stimulation 
rat masseter] p. 1517-20. 


46904 CARMINATI G M La risposta del timo 
del ratto neonato al trattamento con gli 

ormoni gonadotropici e tireotropico. [Response of 

thyme of newborn rats to treatment with 

tropic and thyrotropic hormones] p. 1520-4. 


CARMINATI G M_L'azione del testoste- 

rone sull'ovaio del ratto ipofisectomizzato. 
‘ecta of testosterone on ovum of hypophysecto- 

mized rats} p. 1524-8. 

38986 E | anticoagulante 


solfato. 
s69e7 CARPI A, VIRNO M Meccanismi di auto- 
regolazione locale circolatoria e risposte 
vascolari cerebra}i ai farmaci attivi sul sistema 
nervoso centrale. ‘[Mechanisms of local circula- 
tory autoregulation and cerebral vascular response 
to drugs active on central nervous system] 
p. 1531-4. 
4e9c8 VANZETTI G, MEZZASALMA G, TO- 
RELLI D Ricerche sugli scambi idrici 
ed elettrolitici ivi a fatica lare. I. 
Modificazioni della composizione del sangue circo- 
lante. [Water and electrolyte changes after mus- 
cular fatigue. I. Changes in composition of blood 
circulating in acting muscles] p. 1537-40. 
48989 VANZETTI G, MESSASALMA G, SCAR- 


PAZZA G, BONDANZA E Ricerche sugli 
— 4 elettrolitici consecutivi a fatica musco- 


del 
dai muscoli in attivita. [Water and 
electrolyte changes after muscular fa 
Changes of —— of blood circulating in act- 
ing muscles] p. 1540-3. 
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Ju990 VOLDI F, FUMAGALLI B, NOLI 

Studio della soglia di convulsivita nel cane 
per stimoli nr a corrente costante e ad im- 
pulsi q holds in dogs 
in electrical cadbinaen by constant current and in 
strong impulses} p. 1544-6. 


3899; NOLI S, FUMAGALLI B, SAVOLDI F 
Modificazioni della soglia di 
per stimoli elettrici in cani Se tu- 
reoprivi 0 con prepa: 
[Changes in convulsibility thresholds by electrical 
stimulation in unilaterally adrenalectomized, thy- 
roidectomized or pharmacologically treated ‘dogs] 
p. 1547-50. 
38992 CASELLA C, FUMAGALLI B, NOLI S 
Effetti della 5-idrossitriptamina sul cir- 
colo cerebrale nel coniglio e nel gatto. [Effects 
of 5-hydroxytryptamin on cerebral circulation in 
rabbits and cats} p. 1550-2. 


28993 VACCA C, PELAGALLI G, SCHIAVO A 

Effetti de Il'acido ido pantotenico (Ca panto- 
tenato) sull'embrione di pollo a varie et& di svilup- 
po. [Effects of pantothenic acid (calcium panto- 
thenate) on chick embryo at various stages of 
growth} p. 1552-7. 


38994 G, ZACCHI B, CAMPA- 
LIB Il comportamento della catalasi 

cctnaumad in diversi stadi della gravidanza nei 

bovini. [Behavior of erythrocyte catalases at 

various stages of pregnancy in bovines] p. 1557- 

60. 

38995 DE FRANCISCSS G, ZACCHI B, BERNINI 
Le proteine plasmatiche in bovine 


id li [Blood proteins in 
pregnant Sede preliminary note] p. 1560-1. 


46996 DE FRANCISCIS G Sul comportamento 
di alcuni elettroliti (Na, K, Ca, Mg, Mn) 

nel siero di sangue di bovine. [Behavior of various 

electrolytes in blood serum of bovines] p. 1561-4. 


438997 MANNIE Contributo alla fisiologia del 
muscolo striato umano; ricerche col mi- 

croscopio elettronico. [Physio! of human stri- 

ated muscle; electron microscopy] p. 1564-5. 


36996 CASELLA C, DECARO LG _ Premesse 

tecniche di termoflussimetria mediante 
cateterismo endovasale. [Thermofluximetric 
a by means of intravascular catheterization] 
p. 8. 


38999 CASELLA C, RAPUZZI G Importanza 

del surrene nel meccanismo d'azione della 
5-idrossitriptamina (5-HT) sulla conduzione del 
nervo. [Importance of adrenal in the mechanism 
of action of 5-hydroxytryptamin on nerve conduc- 
tion] p. 1569-71. 


39000 MEDA E, FERRONI A La velocita& di 
conduzione dell'eccitamento eletrico nel 
umano. [Cond velocity during elec- 

excitation of | human muscle] p. 1571-2. 


3900! LONGO VG, MARTIN WR, UNNA KR 
Azione della ‘mefenesina sulle cellule 

Renshaw. [Action of meph on R 

cells} p. 1572-6, 


yg002 STRANO A, CAMPA P P, ANGRISANI G, 
PENNETTI V Lattacidemia arteriosa e 
venosa in soggetti normali a riposo, [Arterial and 
venous blood lactic acid levels in normal subjects 
at rest] p. 1576-8. 
39003 CAMPA P P, PENNETTI V, ANGRISANI 
G Effetto della somministrazione di 02 
al 100% sulla lattacidemia arteriosa e venosa in 
etti normali. [The effect of administration of 
oxygen on the arterial and venous blood lactic 
acid levels in normal subjects} p. 1579-83. 


39004 ANGRISANI G, CAMPA P P, PENNETTI 
V_ Effetto della somministrazione di O02 
al 100% sulla escrezione renale di acido lattico in 
normali. [The effect of administration of 
1 oxygen on the renal excretion of lactic acid 
in normal subjects] p. 1583-4. 


49005 PENNETTI V, ANGRISANI G, CAMPA 
PP, LiOY F idemia arteriosa 

basale in soggetti cianotici. [Basal arterial blood 

lactic acid levels in cyanotic subjects] p. 1584-7. 


39006 SCIACCA A, CONDORELLI M Funzione 
del 


of fetal life] p. 1587-9. 


39007 — A, DAGIANTI A, CONDORELLI 
, POLOSA C Le curve di 


39011 MARSILI ML, MOLLICAA C 
centrali e periferiche del tono pupilloco- 


muscles in Rana esculenta] p. 1602-4. 


39012 BATINI C, MORUZZI G, PALESTINI M, 
ROSSI G F, ZANCHETTI Electroen- 
cefalogramma e comportamento nel gatto dopo 
sezioni pontine. [Electroencephalography and be- 
havior of cats after pontine section] p. 1604-5. 


39013 OREL L, PARMA M, ZANCHETTI A 
Ulteriori ricerche sulla prevenzione del- 
Vepilessia iperossica mediante farmaci. [Further 
research on the prevention of hyperoxic epilepsy by 
means of drugs] p. 1606-7. 
39014 — A, ORIGLIO A, PUGLIATTI V, 
CCIARDI R Alcune "osservazioni sulla 
observations on protodia- 
stole] p. 


39015 BALDISSERA NORDIO C Influenza dell’ 

olio di carota sull'ovulazione in Anas 
domestica. [Influence of carrot oil on ovulation in 
Anas domestica] p. 1608-10. 


390 16 USUELLI _ BALDISSERA NORDIO C 

he dell'utero, della 
mammella, del della “milza, dei reni, dei 
polmoni, del cuore e dell’ ipofisi di coniglia in con- 
seguenza della somministrazione di follicolina 0 di 
progesterone durante il digiuno. [Histological 
modifications in the uterus, breasts, liver, spleen, 
kidneys, lungs, heart and pituitary gland in female 
rabbi of folliculin or 
of progesterone > during fasting] p. 1610-3. 


39017 NORDIO C Influenza del 
sterone sull’ to riproduttore 

IN. e femminile di Gallus gallus. 

of progesterone on the male and female reproduc- 

tive systems in Gallus gallus} p. 1613-5. 


39019 TEDESCHI GG, MANGIANTINI M T 

Modif icazioni del metabolismo creatinico 
provocate dalla di una es- 
traibile da tessuti in stato di attiva proliferazione. 
[Changes in creatine metabolism induced by in- 
jection with a substance extracted from tissues in 
a state of active proliferation] p. 1615-8. 


39014 TEDESCHI GG, MANGIANTINI MT Sin- 

tesi di creatina operata in vitro da omoge- 
nati di carcinoma epatocellulare. (Synthesis of 
creatine in vitro by ho: of hepatocellular 
carcinoma] p. 1618-9. 


39020 TEDESCHI GG, MANGIANTINI MT At- 

tivita di alcuni ormoni steroidi sulla rego- 
lazione d. . metabolismo creatinico. [Activity of 
some steroid hormones on the regulation of crea- 
tine metabolism] p. 1619-23. 


3902) DE FRANCISCIS P, MAGRI E L'influen- 

za del liquido amniotico umano sull'inibi- 
zione della crescita da cortisone in ratti. [Effects 
of human amniotic fluid on growth inhibition due to 
cortisone in rats] p. 1623-7. 


39022 BRADLEY PB, MOLLICA A Effetti 
dell'acetilcolina e dell'adrenalina 

Vattivita di singoli neuroni reticolari del bulbo e 

del falo nel gatto decerebrato. [Effects of 

acetylcholine & adrenalin on the activity of single 

reticular neurons of the bulb & of the mesencepha- 

lon in the decerebrated cat] p. 1627-9. 


39029 BROOKHART JM, ARDUINI A, MANCIA 
M, MORUZZI G ‘Potenziali leati corticali 

evocati da stimolazione talamica. 

potentials induced by thalamic stimu 

p. 1629-30. 


4902¢ BROOKHART J M, ARDUNINI A, MANCIA 
M, MORUZZI G Risveglio elettroencefa- 
lografico da stimolazione talamica. ([Electroen- 
cephalographic activation by thalamic stimulation] 
p. 1631-2. 


BRADLEY P B, MAGNI F dif 


39031 AGOSTONI E Temperatura dello — 
in seguito ad ingestione di liquidi freddi ¢ 
Tempera- 


ture of the stomach after ingestion of co ny 
its effect on the electrocardiogram] p. 1646-7, 


39032 MESCHIA G, SETNIKAR I L'influenza 
dei soluti diffusibil sul trasf di 
acqua attraverso membrane semipermeabili. 
fects of diffusible solutes on water across 
semipermeable membranes] p. 1648-50. 


39039 SETNIKAR I, TAGLIETTI A, AGOSTONI 
E La cinetica del liquido pleurico studia- 
per mezzo di albumina marcata con | 131, 
[Kinetics of tho pleural fluid stated by of 
albumin labeled with 1131] p. 1650-3. 


39034 PETIT JM, MILIC-EMILIG Misura 

dell'elastanza delle pareti dell'esofago. 
[Measurement of the elasticity of the esophageal 
wall] p. 1653-5. 


39035 MILIC-EMILI G, PETIT JM La misura 
della pressione er 

della pressione end 

pressure] p. 1655-6. 


39036 GUALTIEROTTI T, SPINELLI D, MAR- 
GARIA R_ Capacit& verso massa e carica 
elettrica nell'uomo in varie condizioni ambientali. 
[Capacity versus mass & electrical load in man in 
various environmental conditions] p. 1656-8. 


49037 PERUZZI P, CHECCUCCI A, CORDA M, 

MARRAS G_ Sul valore delle afferenze 
propriocettive musculari nella stabilizzazione del 
riflesso di Hoffmann. [Value of muscular propri- 
oceptive afferents in stabilization of Hoffmann's 
reflex] p. 1658-60. 


39036 BOCCI F Ricerche 

azioni elettriche corticali e sottocorticali 
degli esteri succinici del 21-ossi-5-pregnan-3, 20- 
dione. [Comparative research on the cortical & 
subcortical electrical effects of succinic esters of 
21-hydroxy-5-pregnane-3,20-dione] p. 1660-2. 


49039 CRESSERI A, MARRO F Clearance re- 
nale della vitamina B12 nel coniglio. 

[Renal clearance of vitamin B12 in the rabbit] 

p. 1662 


39040 CASTRO V, SARZANA G Sul meccanis- 
mo della regolazione del K plasmatico. L 
del tasso di K negli 
anima’ [Mi of the regula- 
of potassium. Behavior of the 
plasmatic potassium level in vagotomized animals} 


39044 CREPAX P, PARMEGGIANI PL 
Caratteri dell’ 
di lucertola. [Characteristics of the cerebellar 
electrogram of lizard] p. 1672-4. 
3904S 
ff nel cervelletto di lucertola. 


CREPAX P, PARMEGGIANI P L 
Reazioni elettriche destate da impulsi 


39025 Gell'attivita electrica spontaea ed evocata 
di singole unit& reticolari a seguito di sommini- 
strazione di cloropromazina. [Modifications of 
spontaneous & induced electrical activity of single 
reticular units after administration of chlorproma- 
zine) p. 1632-4. 


39926 , MILIC- 
MILIG La ‘sinsibilita oto- 

of the otolithic apparatus] 

p. 5 


39027 SETNIKAR I 


tate dalla madre al feto. 


[Transport of 


quale ams di studio dei corto-circuiti intracar- 


. diaci, [Dye curves as a method of studying intra- 


cardiac circulatory short circuits] p. 1589-93. 
390Ug POLOSA C, DAGIANTI A, GIULIANO G, 
CONDORELLI M Valori tensivi del 
e del piccolo circolo in agnelli neonati. 
Pressure measurements in the greater circulation 
and in the lesser circulation in newborn lambs) 
p. 1593-6. 
39009 DAGIANTI A, POLOSA C, GIULIANO G, 
CONDORELLI M Studio della saturazione 
arteriosa in O2 in agnelli nei primi giorni della vita 
extrauterina, [Study of the arterial oxygen satura- 
tion in lambs in the first days of extrauterine life} 
p. 1596-8. 


39010 CONDORELLI M, GIULIANO G, DAGIAN- 

TI A, POLOSA C Sulla funzionalita del 
dotto di botallo nei primi giorni della vita extra- 
uterina, [Function of Botallo's duct in the first 
days of extrauterine life] p. 1599-601. 


Og substances from mother to fetus} 
p. 1636-40. 


39028 MARGARIA R, GUALTIEROTTI T, 

SPINELLI D nell'uomo deil’at- 
tivitd dei neuroni spinali inferiori. [Examination 
in man of the activity of the inferior spinal neurons] 
p. 1641-3. 


zioni nell'attivita dei neuroni spinali inferiori 

nell'uomo indotte da sostanze neurotrope. [Modi- 

fications in the activity of the inferior spinal neu- 

rons in man induced by neurotropic substances] 

p. 1643-4. 

39030 CERRETELLI P, SPINELLI D L'effetto 
dell ipoglicemia e del ritalin sull'attivita 

nervosa superiore. [Effect of lycemia & 

ritalin on higher nervous activity] p. 1644-6. 


reactions induced by afferent impulses 
cerebellum] p. 1674-6. 


39046 G, ORUNESU M Attivasione 


A in cmegenatl fegato ratio, 
[Activation of octanoic acid & concentration of co- 
enzyme A in rat liver homogenates] p. 1676-9. 


p. 1682-4. 


[Effect of 


39050 MARTINI V, ORUNESU M Azione della 
tetraidronaftilammina 
in vivo. 
acetylation in vivo] p. 1684-7. 


A nel fegato rante del dopo 
cnsima A nal fegato rigenerante del ratio de 


acid & coenzyme A content in reg’ 


enerating rat 
liver after ] p- 1687-9. 


strittore in Rana esculenta. [Central and peripb- 
Joi ratto. [Further findings on synthesis in vitro of eral components of tone in the pupil-constric' 
hue Dee corticosteroids by the rat adrenal cortex] ee 
p. 1492-8, 
| 
6 
| 
| 
a 
| 
| 
| 
| p. 1664-6. 
4904; CASTRO V, SARZANA G Sul mecanismo 
della regolazione del K plasmatico. 1. 
Influenza dell'adrenalina sul K plasmatico del 
colombo. of blood potassium regula- 
lei tion. I. Effect of adrenalin on blood potassium) 
p. 1666-7. 
pares 39042 CASTRO V, SARZANA G Sul mecca- 
: eS nismo della regolazione del K plasmatico. 
Il. Influenza dell'adrenalina sul K plasmatico dei 
colombi vagotomizzati. [Mechanism of blood 
potassium regulation. Il. Effect of adrenalin 
potassium in vagotomized doves} p. 1667- 
49049 MAGGI GC, ANDREUZZI P Influenza 
dell'ipotermia sul miocardio denervato 
rato cuore-polmoni) nel mammifero. 
| 
ae 
es a periodo di vita fetale. [Function of the ductus 39047 MARTINI V, ORUNESU M Tetraidrona- 
\ bur ack arteriosus (Botallo's duct) during the final period ftilammina e acido ascorbico surrenalico. 
[Tetrahydronephthylamine & adrenal ascorbic acid] 
p. 1679-80, 
[Tetrahydronaphthylamine & adrenal chol 
| p. 1681-2. 
| MARTINI V, ORUNESU M Azione della 
| 39049 (T.1.N. A.) sul 
contenuto di gliocogeno epatico e muscolare e sulla 
glicemia del ratto. [Effect of 
| thylamine (T.1.N.A.) on gh content 
029 GUALTIEROTTI T, MARGARIA R, | 
| 29929 SPINELLI D, MORPURGO C Modifica- & muscle & on glycemia in rat} 
| 
49051 MARTINI V, ORUNESU M Attivazione 
dell'acido ottanoico e contenuto di co- 


erg? 


ical 
d 
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mituration of ovalbumin] p. 1691-3. 


59056 BOMAVITA V._Determina- 


fato fost: e delle fost 
carcinoma solido di Ehrlich. [Behavior of glu- 
cose-6-phosphatase & acid & alkaline 

in the Ehrlich solid carcinoma] p. 1751-4. 


39076 MENUTO LUZZATTO L Effetto del- 
inanizione acuta sul contenuto in acido 
of acute inanition on the ascorbic acid content of 
the adrenals & liver in guinea pig] p. 1754-6. 


39077 MINUTO N Comportamento dell'acido 
ascorbico di surrene ed epatico in cavie 
a digtuno e a dieta scorbutigena. [Behavior of 


Spectrophotometric det 


39057 BIANCHI E Sul contenuto in istamina ed 


FelinoSedS. B. [Histamine & histidine content 
in Felino type pork beef commercial 
salami] p. 1702-6. 


39058 BIANCHI E Quadri cromatografici di 
aminoacidi nell'impasto di salami di tipo 


amino in type pork-beef salami paste] 
p. 1706-9. 
ygosg QUAGLIARIELLO E, AURICCHIO S, 


VIOLANTE A, RINALDI E Effetto del 
DPN sulla acido 3-idr 
acido chinolinico in presenza di tessuto epatico di 
ratti portatori di mieloma di Oberling in fase leu- 
cemica, [Effect of diphosphopyridine nucleotide 
@ the conversion of 3-hydroxyanthranilic acid to 
acid in presence of liver tissue from 
myeloma in leukemic phase] 
11, 


39060 BOERI E, CUTOLO E Li potenziale di 
ossido-riduzione di preparati di citocro- 
mo-B2 py attivita lattico deidrogenasica. 
oxidation-reduction in cytochrome 
with lactic dehydrogenase activity] 
p. 1711-4. 


in liver 
rats] p. 1714-6. 


5962 | A, MARCHETTI M, VIVIANI 
R Attivi glucoso-6-fosfatasica nel 
fegato di ratto in carenza di vitamina B12. ([Glu- 
cose-6-phosphatase activity in the rat liver in 
vitamin B12 deficiency] p. 1717-8. 


39063 MARCHETTI M, VIVANI R, RABBI A 
Acido orotico e colinossidasi epatica nel 

ratto carente di vitamina B12. ([Orotic acid & 

liver choline oxidase in the vitamin B12 defici 


acid in the adrenals & liver in the 
guinea pig on a scorbutogenic diet] p. 1756-7. 


49U7— BONSIGNORE A, COLAJACOMO A, 


ratto. [Magn & ti 
sion of glucides & ribose-5-phosphate in the rat 
liver] p. 1758-61. 


39079 COLAJACOMO A, MISSALE G, VER-— 
GNANO C, LUZZATTO L 


experimental tumors] p. 1761-4. 
49.80 VERGNANO C, MISSALE G Pentoso- 
fosfato i sie hetolasi nel 


sarcoma 180 ascite. [Pentosephosphate isomer- 
ase & transketolases in ascites sarcoma 180] 
p. 1764-5, 


49081 BONSIGNORE A, PONTREMOLI S, 
FORNAINI G, GRAZI E Sul meccanismo 
della eptoformazione non ossidativa in frazioni 
solubili di omogenato di fegato di ratto. [Mecha- 
nism of non-oxidative heptose formation in soluble 
fractions of rat liver homogenates] p. 1766-8. 


49062 BONSIGNORE A, PONTREMOLI S, 
GRAZIE Eptoformazione non ossidativa 

in eritrociti umani. [Non-oxidative heptose for- 

mation in human erythrocytes] p. 1768-70, 


39.82 ROSSI C R, ROSSI F, ROSSICS Alcuni 

aspetti del metabolismo lipidico dei tu- 
mori: la formazione degli acil-coenzima-A nel- 
l'epatoma da dimetil-amino-azobenzolo, [Some 
aspects of lipid metabolism of tumors; formation 
of acyl coenzyme A in hepatoma from dimethyl- 
aminoazobenzene 1770-2. 


49084 DE BERNARD B, MORETTI A, CASTEL- 
LANI OTTI V Studi sulla 
mineralizzazione in vitro della cartilagine preos- 
sea: azione mineralizzante dell'ATP e dell’ ‘UTP su 
fettine di cartilagine di accrescimento di giovani 
conigli. [Studies on mineralization in vitro of 


rat] p. 1718-20. 


yg0g¢ VIVIANI R, MARCHETTI M, RABBI A 
Azione dell'acido orotico sulla xantinossi- 
epatica nel ratto carente di F. P.A. 


rat deficient in animal protein factor] p. 1720-2. 


39065 RABBI A, MARCHETTI M, MORUZZI G 

Acido orotico e xantinossidasi i epatica nel 
ratto in carenza di vitamina B12. [Orotic acid & 
manthine oxidase of the liver in rats in vitamin B12 
deficiency] p. 1722-3. 


99666 D'ABRAMO F, ROMANO M, RUFFO A 
Occorrenza dell'inibizione da glissilato. 


e of by gh 
in various animal tissues) p. 1724-6. 


09067 ROMANO M, RUFFO A, ADINOLFI A 
del gliossilato nel rato. 
[Toxicity of glyoxalate in the rat] p. 1726-8. 


SCARANO E, ORENGO A Transfos- 
forilazioni fra adenosintrifosfato (TP) 
eotide meneghes- 
phate} p. 1729-31, 


isomerasi da sperma di Arbacia lixula. 
[Presphopentose isomerases of sea urchin eggs] 


399790 SALVATORE F, PAPA S, BEATI M 


bum . [Chemical study of nucleo- 
tides of p. 1740-4, 


39072 BALLIO A, SERLUPI-CRESCENZI G 


Un nuovo piridin-nucleotide del Penicil- 
chrysogenum. [A new pyridine 
from Penicillium = ] p. 1744-7. 


cartilage; mineralizing action of ATP 
and UTP on small slices of cartilage 
growth in young rabbits] p. 1772-7. 


393065 BOLOGNANI L, MONTANARI L, 
ALLIERI L, ZAMBOTTI v Attivita 
esosaminsintetasica ‘dell’ aorta di conigli. 
[Hexosamine synthetase activity of the aorta of 
young rabbits] p. 1777-8. 


39086 = BERNARD B, CARTIER P H 
one dei trifosfonucleotidi sulla minera- 


39099 VANZETTIG Ii dosaggio dei cortico- 

steroidi 17-chetogeni nelle urine. [De- 
termination of 17-ketogenic corticosteroids in 
urine] p. 1797-801. 


39094 —— N Sulla inattivazione termica 
dell’ adenilicocinasi. 

tion of adenylate kinase) p. oo 

39095 BARGONI N del propanoio nella 


of propanol in preparations of adenylate 
1802-3. 


39096 SEMENZAG Limiti nelle 

delle curve di attivitd enzimatiche, in 
funzione del pH. [Limits of interpretation of the 
curve of enzyme activity in relation to pH] 
p. 1803-6. 


39097 LEUTHARDT F, SEMENZA G Un nuovo 
enzima colato: la a-glicerofosfato- 
ossidasi dei mitocondri del fegato di ratto. [A 
new unusual enzyme: a-glycerophosphate 
of mitochondria of the liver in rats] p. 1807-11. 


39098 CACIOPPO F, BUZZANCA P, MACA- 
ONE 8 Azione di vari ormoni steroidi 

sulla atnneaine, [Action of various ste- 

roid hormones on carbonic anhydrase] p. 1812-5. 


59099 L, BUZZANCA P Azione 

di alcuni ormoni surrenali sul contenuto 
di sodio e potassio nelle ossa di ratti albini sur- 
renectomizzati. [Action of some adrenal hor- 
mones on sodium and potassium content in bones 
of adrenalectomized albino rats] p. 1815-9. 


39100 pe Comportamento del pH ottimo 

della : odanese in rapporto alla concen- 
trazione dei substrati. [Behavior of optimum pH 
of rhodanese in relation to the concentration of the 
substrate] p. 1819-21. 


2910| QUAGLIARIELLO E, AURICCHIO S, 
RINALDI Sulla conversione acido 3- 
idrossiantranilico ac. chinolinico in presenza di 
fegato di ratti trattati con 2-acetilaminofluorene. 
[3-Hydroxyanthranilic acid quinolinic acid conver- 
sion in the presence of liver of rats treated with 
2-acetylaminofluorene}] p. 1821-4. 


39102 DELLA PIETRA G, ROGLIANI E, PRO- 
CACCINI 8, ROGLIANI Sintesi di 
urea da carbamilaspartico ed ornitina in presenza 
di fettine ed omogenato di fegato di ratto. [Syn- 
thesis of urea from carbamoylaspartic acid and 
ornithine in the presence of small slices and homo- 
genates of liver of rats] p. 1824-6. 


39103 ANTONINI E, MODIANO G Aminazione 
biologica dell'acido fenilpiruvico; estra- 
zione e purificazione parziale dell’ enzima. 
of 


acid; partial 
and purfi of the enzyme] p. 1826- 
7. 


Boll. Soc. ital. biol. sper. 34(11) 15 June 58 
39104 BONSIGNORE A, PONTREMOLI 8, 


October 1958 

9052 V, CUSMANO F Determina- | 34°74 BALLIO A, RUSSIS Frazionamento e 39092 PANDOLFO L, PONTE F Asione della 

sione del fibrinogeno plasmatico col caratterizzazione di ctigumecnst@a sinte- naftalina e di alcuni suoi derivati sulla i effetto carcinogeno ed influenza sullo 

metodo dell' elettroforesi su carta. e - tizzati per azione del Penicill sul glicolisi anaerobica. III. Azione della naftalina, sviluppo dei sarcoma Galliera da parte delle desos- 

tig of ogen by paper ophor lattosio. [Fractionation & characterization af © siribonucleoproteine estratte da questo tumore. 

method] p. 1689-90. oligosacc synthesized by the action of {action [Absence of carcinogenic effect of desoxyribo- 

Penicillium chrysogenum on lactose 1748-50. | naphthal nucleoprotein extracted from Galliera sarcoma & 
39053 — on Ml. Action of naphtha- its influence on Galliera sarcoma growth] p. 519- 
on of nucleic de- 39075 MESSALE G, VERGNANO C, LUZZATTO lene, 6- hol on hepatic 21. 
mina. [Protective acti acids on L Comportamento della glucoso-6-fos- and lenticular phosphoglucomutase] P. 1796-1. 


39112 SAVOIA F Ricerche chimiche sulla 


del pr L batterico 
(stafilococco). [Chemical esearch on the com- 
position of bacterial p aphy )) 
p. 521-3. 


499113 BERTOLA G, CASTELLANI L Influenza 
del 3-5-diossi-1, 2-difenil-4-n-butil- 

pirazolidina sullo sviluppo dello streptococco 

8-emolitico in vitro. [Effect of 

on in-vitro growth of beta Pp ] 

p. 523-4. 


39114 CASTELLANI L, BERTOLA G Compor- 
tamento dei chilomicroni plasmatici a 

digiuno e dopo pasto grasso nell'eta media e senile. 

[Plasma chylomicron levels during fasting and after 

P. -6. 


SANTI ML La piombiuria e la piom- 
bemia. [Urine and blood lead levels} 
p. 526-8. i 


39116 CORAGGIO F, VILLARI V, MAZZACCA 

G, BIANCO R_ Premesse d'ordine tecnico 
per la cultura, in tessuti di vario tipo, di entitd 
virali derivanti da emopatia e neoplasie maligne. 
(Technical details for culturing, in tissues of 
various aes, of a viral agent derived from blood 
p. 528-30. 


39117 PECORI V, ALTUCCI P, CIMINO R, 
MAZZACCA G, RICCARDI C Risultati 
in vitro dell’ associazione della novobiocina con 
nove ~‘versi antibiotici su 100 ceppi di stafilococco 
coagu.asi-positivi. [In vitro results of the 
association of novobiocin with nine other antibiotics 


on 100 strains of coagul positive staphylococci] 
p- 531-4. 
gyitg PECORI V, RICCARDI C, CIMINO R 


ALTUCCI P Primi risultati sull' effica- 
cia dell'associazione novobiocina-tetraciclina 
sull'infezione da stafilococco nel topino. 

[First results on the efficacity of novobiocin 
combined with tetracycline against staphylococcal 
infections in mice] p. 534-6, 


sy11G PECORI V, MAZZACCA G, ALTUCCI P, 
CIMINO R, RICCARDI C Modificazioni 
dell'attivita stafilo-coagulasica in vitro con tre 
antibiotici, novobiocina, oleandomicina e spiramici- 
na, su ceppi di stafilococco rispettivamente 
sensibili e resistenti ai tre farmaci. {Modifica- 
tion by three antibiotics, novobiocin, oleando- 
mycin and spiramycin, of the in vitro coagulase 
activity of strains of staphylococci which are 
sensitive and resistant to these three drugs] 
p. 537-41. 


CONSOLI G, RICCIARDI 8, ALTUCCI P, 
TALARICO L, RICCARDI C Nevrassite 
sperimentale trasmissibile da inoculazione endo- 
cerebrale nel coniglio di materiali provenienti 

dal mieloma del ratto di Oberling, Guérin e 
Guérin. [Experimental transmissible neuraxitis 
in rabbits induced by intracerebral inoculation 
with material from the rat myeloma of Oberling, 
Guérin and Guérin] p. 541-4. 


39120 


QUAGLIARIELLO E, AURICCHIO §, 
VIOL. ANTE A, RINALDI E Attivita 
3-i idasica di fegato di ratti 


3gt2i 


GRAZI E Distribuzione int 
del sistema multienzimatico eptoformatore non os- 
sidativo. [Intracellular distribution of the 
Iti me system in the non-oxidative forma- 


in vitro della 
[Action of triphosphonucleotides 
in vitro of ossifying cartilage} i. 1779-81. 


39087 BISTOCCHI M Determinazione croma- 
tografica del creatinfosfato e della crea- 


tion of heptose] p. 505-6. 


39105 BONSIGNORE A, PONTREMOLI S, 
GRAZI E Eptoformazione da esoso 

monofosfato: considerazioni sulle possibili vie 

[Heptose formation from hexose- 


tina. [Chromatographic determination of ti 
phosphate and creatine] p. 1782-5. 


39088 BISTOCCHI M Dosaggio 
P del fost: e della creatina nel 
fegato. [C 


hromatographic determination of creat- 
ine phosphate and creatine in the liver] p. 1786-9. 


49099 SCEVOLA ME Sulla preparazione e 
7  caratteristiche di un fattore anti 


Phosphate: findings on possible metabolic pathways] 
p. 506-9. 


39106 BONSIGNORE A, PONTREMOLI S, 
GRAZI E Interferenza degli esteri fos- 
forici del sedoeptuloso sulla determinazione dei 
chetoesosi con il metodo di Roe e Papadopoulos. 
[Interference of phosphoric esters of seduheptulose 
with ith the determination of ketohexoses by the Roe - 


mentare presente nel lievito (zymosan). [Prepa - 
ration and characteristics of an anticomplement 
factor present in yeast (zymosan)] p. 1789-92. 


F Azione della naftalina e di 


J9U36 
alcuni suoi derivati sulla glicolisi anaero- 


[Action of naphthalene and some of its derivatives 
on anaerobic glycolysis. I. Action of naphthalene 
6-naphthol and on glycolysis of 
crystalline lens] p. 1792-4. 


49091 PONTE F Azione della 


[Action of 

and some of its derivatives on anaerobic glycoly- 
sis. 1. Action of naphthalene, #-naphthol and 
Be lamine on glycolysis of some animal tis- 
sues} p. 1794-5. 


Papadop method] p. 509-11. 
49107 VERGNANO C Pentoso-fosfato isomerasi 
e transchetolasi nel carcinoma di Ehrlich 
solido. [Pentosephosphate isomerases & trans- 
in solid form of Ehrlich carcinoma] 
511-2. 


4910g VERGNANO C, COLAJACOMO A, 

LUZZATTO L’ Mgtt e reazioni ai 
interconversione glucidica nel carcinoma di 
Ehrlich solido. [Magnesium & glucide intercon- 
version reactions in the solid form of Ehrlich car- 
cinoma} p. 513-5. 


G, SEGNI G Difetto 


inoculati con una entita presumibilmente virale 
isolata dal mieloma di Oberling, Guerin e Guerin 
in culture di tessuto. [3-Hydroxyanthranilic acid 
oxidase activity of the liver of rats inoculated with 
a supposedly viral agent isolated from the myelo- 
ma of Oberling, Guerin and Guerin in tissue cul- 
ture] p. 544-6. 


22 AURICCHIO 8, QUAGLIARIELLO E, 
MARTUCCI Effetto del triptofano e 
dell'ac. 3-idrossiantranilico sulla formazione 
di corpi inclusi nelle emazie di topi trattati con 
synkavit (difosfato sodico del 2-metil-1, 4-nafto- 
idrochinone). [The effect of tryptophan and 3- 
hydroxyanthranilic acid on the formation of in- 
clusion bodies in the erythrocytes of mice treated 
with synkavit (sodium 2-methyl-1, 4-naphthalene- 
diol diphosphate)]. p. 547-51. 


39123 COZZOLINO D, ROGLIANI C, AN- 
DREUCCI V E, DELLA PIETRA G 

Tassi ematici di idrazide isonicotinica (INI) dopo 

— di INI in associazione con acido 

sodico. [Blood iso- 

nicotinic acid hydrazide levels after administration 

of 


acid h with 
glutamic acid or sodium glutamate] p. 552-3. 


49124 PANDOLFI C, VALERIO VM Conside- 
razioni su quote di colesterolo estraibili 

con etere etilico. [Ethyl ether-extractable 

cholesterol levels} p. 554-6. 

59125 GARGIULO F, VALERIO VM Valori 
delle quote di colesterolo estraibili 


ritrocitario, a attere g 
un unenee con anemia 1 acuta da naftali 
[Biochemical erythrocyte defect of genetic nature 
in an infant with acute naphthalene-induced hemoly- 
tic anemia] p. 516-7. 

39110 G, BERTOLOTTI E Su di 
n'anomalia ‘citochimica degli eritro- 
blastie degli eritrociti nel prematuro anemico. 
[Cytochemical anomaly of erythroblasts & erythro- 
cytes in premature anemic infants} p. 518-9. 


d etere etilico in gravidanza e nel primo 
puerperio. [Ethyl ether-extractable cholesterol 
levels in pregnancy and in the first days of the 
puerperium] p. 556-7. 


19126 CAPODAGLIO E Dispositivo per facili- 
tare la misura dello spazio morto respira- 

torio. [Apparatus for facil the 

of respiratory dead space) p. 558-9. 


fo. 4 
maco 
Adie wee 
era- 
ids & 
7. 
za 
di 
ross nel 
RENDI Effetto di amminoacidi e 
ON 99054 Septidi sulla formazione . timatica del- 
udia- Yidrossamato di metionina. [Et.cct of amino 
acids & peptides on enzyme formation of methio- : 
ot nine bydroxamate] p. 1694-5. ; 
RENDI R Localizzazione intracellulare 
39055 Gelta formazione in vitro della arginasi. 
localization of arginase formation ‘ 
ere p. 1696-8. 

LUZZATTO Mg** e reazioni dell’ in- 
terconversione glucidica da R-5-P nel fegato di 

08. B ator m of zione non ossidativa da glucoso-6-fosfato in alcuni 
| 
| 
| 
| | | 
| | | 
nis- 
CALDARERA C M, INFANTE R, RABBI 
he A Comportamento delle basi puriniche e 
als) pirimidiniche nelle nucleoproteine epatiche del 
ratto trattato con tiroxina. [Behavior of purine d 
tan & pyrimidine bas roteins in | 
thyroxin-treated | 
yula- 
um) 
tico. | 
det 
° d orotic acid on xanthine oxidase of liver in the eh 
um 
9-72. 
zation 
cestativa D-amino- | 
scidi in omogenati di tessuti di ratto. [Oxidative bica. 1. Azione della naftalina, del 8-naftolo e 
deamination of L- & D-amino acids in rat tissue wn 1 
voila homogenates} p. 1734-6. 
$9071 VESCIA A Un rapido metodo spettro- 7 
fea per la misura dell'attivit’ 
[A rapid spectrophotometric 
method determination 
1797-40. of acid phosphatase] 
glicolisi anaerobica. I. Azione della naftalina, | 
del §-naftolo e della §-naftilamina sulla glicolisi 
R-415 
x 
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39127 SALVINI M, CAPODAGLIOE La 
valutazione ‘analitica dello spazio morto 


of the respiratory nae dead space} p. 559- 
61. 


459129 SALVINI M, CAPODAGLIO E Valu- 
tazione della ventilazione alveolare e della 
ventilazione dello spazio morto mediante l'accop- 
piamento dell'analisi istantanea del CO2 nell'aria 
espirata e dell'analisi continua degli scambi 
gassosi pol i. tion of alveolar venti- 
- soe and of ventilation of the dead space by means 
ng the analysis of carbon 
dioxide in the expired air with | the continuous 
of p y gas nge] p. 561-3. 


SALVINI M, CAPODAGLIO E Nuovo 
dispositivo per variare in misura voluta 
lo spazio morto respiratorio durante la registra- 
zione metabografica continuata. [New apparatus 
with which the respiratory dead space can be 
varied during the graphic r ng of 
metabolism] p. 563-4. 


439199 SALVINI M, CAPODAGLIO E Effetto 
della variazione dello spazio morto: 

I. Analisi della ventilazione/m’ e della eliminazione 

di anidride carbonica. [Effects of variations in 

the dead space. I. Analysis of the ratio of venti- 

lagion to carbon dioxide elimination] p. 564-6. 


5913) SALVINI M, CAPODAGLIO E Effetto 
delle variazioni della tensione dell'anid- 

ride rane nell’ aria inspirata sulla curva 

del CO2. [Effects of 

variations = the carbon dioxide content in the 

inspired air on the instantaneous curve of carbon 

dioxide elimination] p. 566-7. 


49132 MATSCHER R, LUPO C Contributo 

allo studio dell’ attivita antiflogistica 
della chimotripsina e suoi rapporti col potere 
proteolitico. [Study of the anti-inflammatory 
activity of chymotrypsin in relation to its proteoly- 
tic activity] p. 567-8. 


BOLLETTINO DELLA SOCIETA 
MEDICO-CHIRURGICA DI CREMONA 


Boll. Soc. med. chir, Cremona 
12(2) Jan-Feb 58 


39133 DE BONIS B Micoren, un nuovo ana- 
lettico in anestesia generale. [Micoren, 
anew ic in general ] p. 9-16. 
39134 DE MAESTRI C, GOFFRINIM La 
transaminasi ematica nelle malattie 
cardiache. i? transaminases in heart dis- 
eases] p. 19-30, 


39135 CATELLI P, TENTONI M, ZACCARIA R 
Su due casi di cuore polmonare acuto da 


39136 — CM, CASALI MA Pwd vivere 

l'uomo senza stomaco? Lo stato agastrico. 
[Can man live without a stomach? The agastric 
state] p. 43-63. 


39137 LAZZARI A Sull'erbolectomia; a pro- 

posito di 2 casi operati con guarigione. 
[Embolectomy; report of two cases with recovery] 
p. 75-85, 


39136 DE BONIS B Saggi di funzionalita 

surrenale dopo anestesia con idrossidione 
sodico. [Adrenal function tests after sodium hy- 
droxydione anesthesia] p. 87-96. 


39139 VALGIMIGLI G, DONATI V_ Contributo 
allo studio dell'appendice in sacco erniario. 
[Study of the appendix in a hernial sac} p. 97-106. 


39140 GRIGNANI R, LAZZARI A Spunti sulla 
cura delle ernie diaframmatiche; a pro- 

posito di un caso di lusi da ernia diaf; 

tica del colon (con proiezioni di film). [Notes on 

therapy of diaphragmatic hernias; a case of occlu- 

sion caused by diaphragmatic hernia of the colon 

(with film presentation)] p. 109-17. 


BORDEAUX CHIRURGICAL 


Bordeaux chir, No, 1 Jan 58 


39141 GALLAND M Le mal de Pott lombo- 
sacré 8 disease of the 
lumbosacral region in 1957] p. 5-9. 


39142 VERGER J Les genoux a ressaut. 
[Snapping knee] p. 10-3. 


39143 GUILLEMETEAU, BRUN, BUISSON, 
BLANC Utilisation de la lame de Par- 
ham dans le traitement des fractures du sternum 
avec déplacement. [Use of Parham's band in the 
— of sternal fractures with displacement] 
Pp. 


39144 DEPAULIS J, UNG POLENG Que faut-il 
faire devant un syndrome abdominal aigu 
qui évoque la perforation d'un ulcus peptique? 
ment of acute abdomen caused by 
perforated peptic ulcer] p. 16-21. 


39145 PELLET C Tu- 
. eur paranéphr 


patient; p: 
sia technics for its removal] p. 21-3, 


39146 —— F 
L'emploi la chirur- 

gie plastique des parois abdominales. [Use af 

mesh in plastic surgery of abdominal wail] p. 24- 


39147 DOUTRE LP Le volvulus de la vésicule 
biliaire; & propos de sept observations 


gallbladd 
— 2 were not previously published] p. 28- 


tre les radiations ionisantes. 
of organisins again lonzing radiations 


CHENILLEAU Ulctre duodénal et 
malposition intestinale. p. 50-2. 


GUILLEMETEAU, GAILLARD, DENIS 
Sarcome d' Ewing du péroné; résection 
diaphysaire; evolution apres dix-sept mois. 
[Ewing's sarcoma of the fibula; diaphysial resec- 
tion; recurrence after 6-7 months] p. 52-5. 


39151 DARMAILLACQ A propos 
du traitement des épithéliomas dendriti- 

=. or of dendritic epitheliomas] 

Pp. 


39149 


39150 


99152 DABADIE J Un cas de hernie obturatrice 
. [A case of strangulation of 
an obturator hernia] p. 58-9. 


39153 MAGENDIE J A propos d'une hernie 


BORDEN’S REVIEW OF NUTRITION 
RESEARCH 
(New York) 


Borden Rev. Nutr. Res. 19(2) Mar-Apr 58 


HOWE EE Amino acid supplementa- 
39154 p. 19-34. 


BORDERLAND OF PSYCHIATRY see 
CONFINIA PSYCHIATRICA 
(Basel) 


BRITISH JOURNAL OF 
ANAESTHESIA 
(Manchester) 


Brit. J. Anaesth. 3 June 58 


39155 JF measurements in 
the presence of nitrous oxide; storage of 

gas samples and chemical methods of analysis. 

p. 254-63. 


39156 NUNN JF The Driger carbon dioxide 
analyzer. p. 264-8. 


39157 pr hyn A theoretical investigation 
oxygen concentrations in gases inspired 
p. 269-81, 
39158 DOBKIN AB Regulation of controlled 
tion: recent important 


J to 
the anaesthetist. p. 282-7. 


39159 SNOW J On chloroform and other 
anaesthetics; their action and administra- 
tion. p. 288-97; contd. 


BRITISH JOURNAL OF CANCER 
(London) 


Brit. J. Cancer 12(2) June 58 


39160 MARSDEN AT The geographical patholo- 
gy of cancer in Malaya. p. 161-76. 
39161 PRATES Malignant neoplasms in 
y ratio survey 


from 1944-December 31, 1957 and a comparison 
with other parts of Africa. p. 177-94. 


McCONNELL E M Nasopharyngeal 
carcinoma in children and young adults. 
p. 195-201. 


HANBURY WJ _ Bronchogenic carcinoma 
in young persons. p. 202-6. 


39162 


39163 


BENETT GR A case of duct papilloma 
Pp. 


39164 


39/65 ny HG Transplantation from man 
jouse of exudates containing tumour 
cells. p. 210-21. 


39166 DB, JULL JW, BONSER GM 
ortho 


hydroxy-amines and 
odiiecienan bladder implantation and a 
jon of their str: 1 requirements for 


carcinogenic activity. p. 222-30, 


39167 BIELSCHOWSKY F Carcinogenesis in 
the thyroidectomized rat; the effect of in- 
jected growth hormone. p. 231-3. 


39168 MATTHEWS JJ, WALPOLE AL 
Tumours of the liver and kidney induced in 

Wistar rats with 4'-fluoro-4-aminodiphenyl. 

» p. 234-41, 


39169 BRAITHWAITE JL, ADAMS DJ 
RO Arterial patterns in the spleen 
normal and tumour bearing animals. p. 242- 


of 

EPSTEIN MA Observations on the Rous 
v the 


39191 HB Studies on the mechanism 

may flow produced by limb ischaemia, 
p. 251-77. 


1 BURROWS T W, BACON GA The effects 
bend of loss of different virulence dete determinants 
on the virulence and immunogenicity of strains of 
Pasteurella pestis. p. 278-91. 


39193 The histochem- 
special reference to its cathepsin-like 
p. 292-9. 
39194 VANDEN BRENK HA Radiation lethal- 
ity in histamine rats. p. = 
39195 MAY AJ, WHALER BC The 


of Clostridium botulinum type A toxin 
from the alimentary canal. p. 307-16. 


311. 


39172 McCONNELL F J, MARTIN NH The 
myeloma globulins. p. 264-74. 


39173 GERBRANDY J, HELLENDOORN HB, 

LOKKERBOL H The urinary excretion of 
metabolites during radiological cell-destruction in 
leukaemic patients. p. 275-84. 


39174 MUTOLO V, ABRIGNANI F The effect of 
anionic detergents and trypsin on mito- 


chondria of normal and tumour tissues. p. 285-9. 


39175 HRADEC J Metabolism of serum album- 
in in tumour-bearing rats. 


p. 290-304. 


BRITISH JOURNAL OF CLINICAL 
PRACTICE 


(London) 
Brit. J. Clin. Pract. 12) 58 

39176 ISRAELS MC Iron deficiency anaemia. 

p. 455; passim. 
39177 DURHAM MP Gynaecological causes of 

infertility. p. 469-77. 
39178 WILLCOX RR The treatment of non- 

al urethritis with spiramycin 

(rovamycin). p. 479-80. 


39179 — J Combined li 
and hydrocortisone in the local treatment 
of burns. p. 482-7. 


39160 PYGOTT F The place of mass miniature 
the p: and early 


detection of disease. Pp. 489-95, 


39161 ROSE GK Low back pain; diagnosis and 
treatment. p. 496-501. 

91 WALKER GF _ The treatment of some 

39162 common disorders. I. Status asthmat- 

icus. p. 503. 


FRANCIS HH Obstetrics. p. 510-1. 


39163 


FYFE JL Medical examination proce- 
dure in passenger transport. p. 512-5. 


p. 516- 


39164 


HELLIER F F The skin clinic. 
9. 


COPE S Case for diagnosis. 

passim. 

HOPKINS P Observations in general 
practice; the use of psychotherapy in 

general practice. p. 525-30. 


3918S 


39186 p. 524; 


39187 


BRITISH JOURNAL OF 
EXPERIMENTAL PATHOLOGY 
(London) 


Brit. J. Exp. Path. 39(3) June 58 


39188 GREEN DM The effects of nitrogen 
mustard (methyl bis amine 

HCl) on the immunological response of the rabbit. 

Il. The effects of nitrogen mustard on the break- 

down of a bacterial antigen in splenic tissue. 

p. 213-8. 


39169 OLITZKI AL, SULITZEANU D Studies 
on the antigenic structure of Brucella suis 
with the aid of gel technique. 


and enzymatic treatments. p. 27. 


39190 WILHELM D L, MILL P J, SPARROW 
EM, MACKAY ME, MILES AA En- 


phenomena of 
able permeability factor and its inhibitor in the 
serum of the rat and the rabbit. p. 228-50. 


‘tion of bo- 


39170 irus; purification and identification of 39196 — FB, NIVEN JS A study of infec. 
particles from solid tumours. p. 248-55. in organised tissue 
39!7| BATHER R Re between infec- 39197 MUELLER 
tivity and the ribonucleic acid content of The production of immunological w 
aa virus prep. by the int injec’ 
256-63. vine serum albumin into the chick embryo. 


p. 323-7. 
39198 TEMPELIS C H, WOLFE HR, MUELLER 
AP The effect of dosage and time of in- 
jection of a soluble antigen on the production of im- 
in chicke: 


p. 328-33. 


BRITISH JOURNAL OF MEDICAL 
PSYCHOLOGY 
(London) 

Brit. J. M. 


31 9 June 58 


39199 GLOVER E Ernest Jones: 1 Ji 
1879 to 11 February 1958, pp. 71-3. 


39200 DAVIS DR Clinical problems and ex- 
perimental researches. p. 74-82. 

39201 BALINT M The concepts of subject and 

object in psychoanalysis. p. 83-91. 


JACKSON L 
seven years later. 


Non-speaking children: 


39202 
p. 92-103. 


39203 
illness. 
39204 


MORRIS P_ Some disturbances of family 
A iated with 


p. 104-16. 

LAING RD, The collu- 

sive function of pairing in analytic groups. 

p. 117-23, 

JACKSON DD Guilt and the control of 

pleasure in schizoid personalities. 

p. 124-30. 

39206 SZEKELY L A comment on Dr Bowlby's 
Ethol 1 h to h in child 


development. p. 131-3. 


39205 


BRITISH JOURNAL OF 
(London) 


Brit. J. Ophth. 42(6) June 58 


MAURICE DM A recording tonometer. 
p. 321-35. 

RODGER FC Eye diseases in African 
ae children; with special reference to oncho- 
cerciasis and malnutrition. p. 336-47. 

GRAYMORE C Swelling of the rat retina 
29208 induced by metabolic inhibition. 0. 348- 
54. 


39207 


39210 BELCHER SJ, GREENSHIELDS K W, 


berg, Bostrém, and American-Optical Hardy- 

Rand-Rittler tests. p. 355-9. 

39211 ALIMUDDIN M Incidence and treatment 
of trachoma in Pakistan. p. 360-6. 


RUBINSTEIN K Endothelioma of the optic 
nerve. p. 367-9. 


39213 GRAHAM MV, CRICK RP Bilateral 

congenital buphthalmos in two sisters. 

p. 370-1. 

RAM D, ROHATGI JN Laurence-Moon- 
Biedl syndrome. p. 372-5. 

PARRY TG W_ New design in anterior 

chamber lenses. p. 376-9. 

KLEIN M_ A new keratoscope; with self- 

luminous placido disc. p. 380-1. 


39212 


39214 


39215 


39216 


BRITISH JOURNAL OF PREVENTIVE 
AND SOCIAL MEDICINE 
(London) 


Brit. J. Prev. Social M. _12(2) Apr 58 


39217 BARR A The extent of hospital sickness. 
p. 61- 


ats, 
leuse; problémes d'anesthésie et de tactique opéra- 
= ee toire poses par son ablation. Paranephritic tu- 
| 
— 
bordelaises dont deux inédites Volvulus of the 
NES 
| 
guérie. [Report of a right obturator hernia oper- 
ee ated on 5 times without success] p. 60-1. ; = : — 
eae), = embolia post-operatoria. [Two cases of acute cor 
pulmonale caused by postoperative embolism] 
Eye. using the Ishihara, Dvorine, Bostrém and Kugel- 
like globulins {rom serum reproducing ie 
R-416 


“ad 


October 1958 


CURRENT LIST of MEDICAL LITERATURE 


39218-39342 


39216 


BARON JH, VAUGHAN JONES R_ iInci- 
dence of gastric and duodenal ulcer in the 
British Army in 1955. p. 71-4. 


19 PARK AT, KIDD CW Morbidity in the 

392'9 insured population of Northern Ireland. 
p. 75-81. 

39220 ACHESON RM, THORNTON EH Mor- 
tality from coronary artery disease and 

degeneration in the Republic of Ireland. 
p. 82-93. 
3922! FAIRBAIRN AS, REID DD Air pollu- 


tion and other local factors in respiratory 
disease. p. 94-103. 


BRITISH JOURNAL OF RADIOLOGY 
(London) 


Brit, J. Radiol. 31(366) June 58 


39223 FARMER FT Arc therapy with 250 kV 
x rays: a symposium. I. Basic physical 

problems. p. 285-90. 

99224 FOWLER JF The effects of some vari- 
ables on arc therapy dosage distributions. 
p. 290-3. 


CHANCE O Five years’ experience of 
arc therapy. p. 293-8. 
39226 SNELLING MD, STERN BE The treat- 
ment of carcinoma of the cervix by a com- 
bination of intra-cavitary radium and arc therapy. 
p. 298-306. 
99227 EVANS KT Peptic ulceration 
with prednisolone therapy. p. 307-12. 
39226 HENDERSON ST Electroluminescence 
and its possible application to radiology. 
p. 313-6, 
39229 SCHECHTER MM, BULL JW, CAREY 
P Two new enc of 
p. 317-25. 


KAYE J, COHEN G, SANDLER A, TA- 
BATZNIK B Massive pulmonary em- 
bolism without infarction. p. 326-30. 

3923; ELLIS H Splenic cyst diagnosed by sple- 
nography. p. 331-2. 

PATERSON Duodenal and jejunal 
ileus with ulcer, 

p. 332-4, 


Gonadal protection from X radiation 
p. 335-6. 


392394 GRANDE P Cal 

for treatment of cancer in the uterine cervix. 
p. 336-8, 


39232 


BRITISH JOURNAL OF UROLOGY 
(London) 


Brit. J. Urol. 30(2) June 58 


39235 GLENISTER TW A correlation of the 

normal and abnormal development of the 
penile urethra and of the infra-umbilical abdominal 
wall p. 117-26. 


39236 SOUTHWOOD WF, MARSHALL VF A 
p. 127-41. 

39237 PRAT V The examination of 


separate 
renal tubular function in clinical practice. 
p. 142-51. 


39236 CRASSWELLER PO Bilateral primary 
carcinoma of the ureter with use of ileal 

replacement: case report. 


39239 MICHALOWSKI E, MODELSKI W Trans- 
peritoneal ureterolithotomy. p. 161-2. 


39240 WILSON G The significance of impaired 
ing uretero- 
p. 163-7. 


colic anastomosis. 

99241 PYRAH LN, KEATES PG The trans- 
peritoneal removal of certain vesical 

snd radiagraghic tochaiqus for dingno- 

sis. p. 168-79, 


39242 PORTILLA SANCHEZ R, BLANCO F L, 

SANTAMARINA A, CASALS ROA J, 
MATA J, KAUFMAN A Vesical regeneration in 
the human after total y y and imp 
aplastic mould. p. 180-8, 


99243 FORSYTHE WI, WHELAN RF The 
occurrence and significance of vesico- 

Weteral reflux in children. p. 189-97. 

39244 WOOD K ape diverticula and calculi. 
p. 198-203. 

39245 ROSS JC, ‘GIBBON NO, DAMANSKI M 
Division of the external urethral sphincter 

in the treatment of the paraplegic bladder; a pre- 
report on a new procedure. p. 204-12. 


39246 wM carcinoma 
Of the prostate. o. 213-6. 


39247 B, FERGUSON-SMITH MA, 
WS, STEWART JS A note on the 
con p. 217-8. 
39248 KEITH MA, PARK JN A case of 
's disease with unusual presenta- 
tion. p. 219-23. 


BRITISH MEDICAL JOURNAL 
(London) 


Brit. M. J. No. 5086 28 June 58 


STEWART A, WEBB J, HEWITT D A 
survey of childhood malignancies 

Pp. 1495-508. 

KEEN H, ROSE GA Diet and arterial 


LARGE SE, 


39249 
39250 


39251 LEVICK RK Aspiration in 
the treatment of primary tuberculous 
pleural effusion. p. 1512-4. 


39252 OSWALD I Deprivation of parents during 
childhood, its frequency in some contem- 
porary young service men. p. 1515-6. 


39253 MASSON AH, ROBERTSON JD Respira- 


after ic surgery in 
tuberculous patients. p. 1516-8. 


392S4 LEVENE M Distribution of 
of sole of foot. p. 1519-20. 


39255 BLAR DW, IRVINE WT, TAYLOR RC 
Recovery from neurological sequelae after 
cardiac arrest. p. 1521-2. 


39256 JN Haemorrhage 
phenindione therapy. p. 1522-3. 


7 aren: Remote prog in tub 
3925 1824. 


39258 of species. p. 1527-8. 
39259 THE E.C.G. in diagnosis. p. 1528-9. 
39260 AETIOLOGY of trachoma. p. 1529. 


39261 TREATMENT of leptospirosis. p. 1530. 


39262 a diagnosis of breast 
rcinoma. p. 1531-2. 


39263 COST OF prescribing. p. 1532. 


39264 A CLASSIFICATION of heat illness; a 

memorandum prepared for the climatic 
physiology committee of the Medical Research 
Council. p. 1533-5, 


39265 SURGICAL shock. p. 1536-7. 


39266 BROWNE D Undescended testicles. 
p. 1541-2. 


39267 GILLHESPY R O, BALESTRIERI A, 
SIGNORATO U Treatment of Parkinson- 


skin tumours 


ism. p. 1542. 


39268 CLENNAR G, LEDERER H Mercurial 
diuretics and ‘nephrosis. p. 1544. 


39269 SIR ARNOLDSTOTT. p. 1546-7. 
39270 DAVIDHARVEY. p. 1547-8. 
39271 R. F. Hayes. p. 1548. 


“Brit, M. J. No. 5087 5 July 58 


39272 GROSS L The aetiology of cancer and 
allied diseases; development of a con- 
cept based on recent experiments dealing with a 
cell-free transmission of mouse leukaemia. 
p. 1-5. 


39273 SALTER J M, DE MEYER R, BEST CH 
Effect of insulin and glucagon on tumour 
growth. p. 5-7. 


39274 BULBROOK R D, GREENWOOD F C, 
HADFIELD G J, SCOWEN E F 
Oophorectomy in breast cancer; an attempt to 
correlate clinical results with oestrogen pro- 
duction 7-11, 


39275 BULBROOK R D, GREENWOOD FC, 
HADFIELD G J, "SCOWEN E F Adrenal- 

ectomy in breast cancer; an attempt to correlate 

clinical results with oestrogen production. 

p. 12-5. 

39276 RD, Fc, 

FIELD G J, ‘SCOWEN E Hypo- 

omen in breast cancer; an awd to corre- 

late clinical results with production. 

p. 15-8, 


39277 WISEMAN G, GHADIALLY FN A 
biochemical of tumour 
infiltration, and cachexia. p. 18-21. 


3927g BREEN GE, LAMB SG, OTAKI AT 
a case; with recovery. p. 22 


BERG JM Neurological complications 
of pertussis immunization. p. 24-7. 


RUSSELL RR, DONALD JC The 
complications of mumps. 


39279 


39260 
p. 27-30. 


39281 TEN YEARS. p. 33-4. 


CANCER RESEARCH. p. 35-6. 
HEALTH service experiments. p. 37-8. 


HARRIES J M, HUGHES TF Enumera- 
tion of the cravings of some pregnant 

p. 39-40. 

DAIN HG The National Health Service 
after ten years. Suppl., p. 1-3. 
MORAN Lessons from the past. 
Suppl., p. 3-5. 

PLATT H The way ahead. Suppl., p. 5. 
7. 


39262 
39283 


99264 


MACLENNAN HR The integrity of 
medicine. Suppl., p. 7-11. 


WINTON RR The National Health 
Service in Australia. Suppl., p. 11-3. 


GILDER S Health insurance in Canada 
and Britain. Suppl., p. 13-5. 


JAMIESON JP The social security 
medical services in New Zealand. 
Suppl., p. 15-7. 

An American report on 


the National Health Service. Suppl., 
p. 17-21. 


392392 


Brit. M. J. No. 5088 12 July 58 


39293 — M Sitting, standing, and 
ing. p. 63-8. 


39294 =— FT, YETTS R, GAISFORD W 
ical response of infants to 
a. vaccine. p. 68-71. 


39295 HALL GH, CROWLEY MF, — A 
Oral treatment of diabetes; 
phenethyldiguanide (D.B.I.) p. 71-4. 


39296 LOCKETS A new orally effective long- 
-blocking agent for hyper- 
tension (189¢56). p. 74-8. 


39297 COX JR, DALY JJ, Effects of pentacy- 
nium methylsulphate on renal circulation 
in hypertension. p. 78-80. 


39298 CHANARIN I, ELMES PC, MOLLIN D L 
Folic-acid studies in megaloblastic anae- 
mia due to primidone. p. 80-2. 


39299 SCOTT A Treatment of boils with 
erythromycin and with antibiotic E 129. 
p. 83-4. 


39300 ANSCOMBE AR, BUXTON RS Effect 
of abdominal operations on total lung 
capacity and its subdivisions. p. 84-7. 


3930! WILSON TM, DOYLE L, GARDINER 
MP Open healing of tuberculous cavities; 

results in 40 patients treated conservatively. 

p. 87-90. 

39302 FORRESTER ME Disturbed chronic 
psychotic patients: pilot trial of stelazine. 
p. 90-1. 


39303 KEEN G, LEVEAUX VM Prognosis of 
cerebral embolism in rheumatic heart 
disease. p. 91-2. 
39304 ACUTE haemolysis following P.A.S. 
p. 92. 
39305 COMFORT in the surgical ward. p. 95-6. 
39306 RADIATION and childhood malignancies. 
p. 96-7. 
bag CIRCULATION in cirrhosis. 
39307 
39308 FARMER'S lung. p. 98-9. 
39309 EPIDEMIOLOGY of cancer. p. 99-100. 
39310 BEAT KNEE. p. 100. 
39311 BRACEY DW _ Simple device for location 
of perforating veins. p. 101-2. 


Brit. M. J. Suppl. 2790 12 July 58 


39312 pe JF Merit awards for general 
ractitioners. p. 27-28. 


BROOKHAVEN SYMPOSIA IN BIOLOGY 
(Upton, N. Y.) 


Brookhaven . Biol. 
No. 10 12-14 June 57 


39313 YOFFEY JM Cellular equilibria in 
blood and blood-forming tissues. p. 1- 
30. 
OSGOOD EE of 

y 31-51. 
HAMILTON LD Control of 
production. p. 52-74. 
PATT HM, MALONEY MA Control of 
granulocyte formation. p. 75-83. 


AMBRUS J L, AMBRUS C M Regulation 
of the elimination of leukocytes. p. &4- 


39314 


39315 


39316 


39317 


39318 


39319 


39320 


3932) 


39323 


39327 


CRONKITE EP Regulation of platelet 

production. p. 96-109. 

JACOBSON LO, GOLDWASSER E The 

dynamic equilibrium of erythropoiesis. 

p. 110-31, 

REYNAFARJE C The influence of high 

altitude on erythropoietic activity. 

p. 132-46. 

ADOLPH EF Regulation of water 

metabolism in stress. p. 147-61. 

39322 GAUNT R, CHART JJ Endocrine regu- 

lation of water and electrolyte metabolism. 

p. 162-76. 

ANSLOW W P Jr 
balance. p. 177-96. 

DOBSON EL The homeostatic regula- 

tion of body fluid volumes. p. 197-206. 

McCULLOCH W The stability of biologi- 

cal systems. p. 207-15. 

VON FOERSTER H Basic concepts of 

homeostasis. p. 216-42. 

RAPOPORT A Stochastic, mechanical, 

and teleological views of homeostasis. 

p. 243-53. 


NIMS LF Acid-base balance and 
electrical activity of the brain. p. 254- 
8. 


39324 
3932S 


39326 


39326 


39329 ANSLOW WP Jr, AUGENSTINE L, 
CURTS H J, FREED §, HAMILTON LD, 
LAMERTON LF, NIMS LF, OSGOOD EE, PATT 
HM, QUASTLER H, RIGAS D A, ROBERTSON 
JS, STEELE R, TANNER W P Jr, VON FOER- 
STER H, YOFFEY JM The use of mathematics 
in biology; summary of a group discussion. 
p. 259-62. 


BRUNS’ BEITRAGE ZUR 
KLINISCHEN CHIRURGIE 
(Berlin) 


Beit. klin. Chir. 196(3) May 58 


39330 —— A, SEYSS R Die anwen- 


intraoperativen direkton | Cholangiographie. [Use of 
preoperative i and 1p direct 
cholangiography] p. 259-68. 


39331 GLASSER A, HERBST M, HARTLEB O, 

MICHEL D Die operative Behandlung des 
der oberen Hohivene (Cava-Syndrom) 
durch T: 1 [Op oc- 
clusion of the superior vena cava (cava syndrome) 
by transplantation] p. 269-76. 


39332 LOHR H, HEBERER G, PEIPER H J 
Diagnostische Probleme bei chronischen 
Fremdkorpern des Thorax; Rintgenologische 
Erfahrungen an 100 Kranken. [Diagnostic prob- 
lems in chronic foreign bodies of the thorax; x-ray 
results of 100 patients] p. 277-98. 
39333 SCHOLZ «4 Arteriographische Unter- 
um R ‘kom des Knoc- 
hens. studies of reticulosarcoma 
of the bone] p. 299-306. 
39334 RIEDER W, HEYNE U Die Behandlung 
der unter beson- 
derer der antithyreoidalen 
ds. [Treatment of 
Basedow's io with special reference to anti- 
thyroid sub and dine] p. 307-23. 
39335 BLUMEL G, PIZA F Experimentelier 
Beit zur heterotopen Knochenbi dung. 
[Experimental contribution to heterotopic bone for- 
mation) p. 324-41. 
39336 SCHRODER G, TOPPICH E Zur 
Spondy lopathia und Arthropathia 


p. 342-53. 

7 JUNG F Ergeb der Ma zin 
soni om-Behandlung (1948-1955). [Results of 
treatment of breast carcinoma (1948-1955 

p. 354-60. 


| 39335 MULLER H Beitrag zur Kenntnis der 


freien Kérper im Foramen supratro- 
chleare humeri. [Free bodies in the foramen 
supratrochleare humeri] p. 361-5. 


393339 — B Die Atonie des resezier- 


ten Magens. [Atony of resected stomach] 
p. 366-83. 
BRUXELLES-MEDICAL 


Bruxelles méd. 38(24) 15 June 58 


39340 DEROT E, BERNIER JJ La dialyse pé- 
ritonéale. p. 973-86. 

3934) DACHYA Aspect clinique et anatomo- 
pathologique de la grippe asiatique. 

[Clinical & 7 * aspect of Asiatic 

influenza] p. 97. 


BULLETIN DE L'ACADEMIE 
NATIONALE DE MEDECINE 
(Paris) 


“Bull. Acad. nat. méd., Par. 
142(15-16) 29 Apr-6 May 58 


TURPIN R Marius Piéry; 1873-1957. 
p. 407-8. 
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39343 CAZAUX P, LE BARS H, CANELLAS J, 
CANELLAS J (Mme) De l'influence de 
quelques facteurs sur les propriétés physico-chi- 
miques d'un groupe d'eaux bicarbonatée: 
xes et d'une eau sulfurée calciques. 


on water containing bicarbonates complex 
cium-sulfur}] p. 409-12. 


39344 SEZE SDE Le vrai visage de la spon- 


rite ankylosante (pelvi-spondylite 
rhumatismale). [The true picture of ankylosing 
© spondylitis)} 


p. 412-21, 


ic propos du déterminisme de l'atro- 


ge: cortico-surrénale des anencéphales. [De- 
termination of adrenal cortical atrophy in an- 
encephalus} p. 421-3. 


39346 PATAY R, VAN DEN DRIESSCHE J, 
TREBAUL L, CORMIER M Infl 


HERVET E Malformation utérine: 
nouvelle observation d'opération répara- 
trice. [Uterine malformation: new report of a 
reparative operation] p. 504-10. 


39362 MORICARD R, GUILLAUD N Cytologie 
golgienne du follicule ovarien des 


3936! 


mammiféres et essai de comparaison avec quelques 
observations de 


fGolgi cytology of the ovarian follicle in mammals 


& trial comparison of various observations using 
electron microscopy] p. 513-9. 


39363 MORICARD R, GIRO C Recherches 

sur le métabolisme du soufre radioactif 
(35 8) dans le tractus génital et dans l'antéhypo- 
physe chez la rate. [Research on radiosulfur 
metabolism in the rat genital tract & the anterior 
pituitary] p. 519-24. 


39364 BERTRAND P Accidents toxiques d'ori- 


la composition de la ration alimentaire sur l'al- 
coolémie et les phé [Ef- 
fect of the composition of nutritional diet on alco- 
holemia & psychomotor phenomena} p. 424-35. 


7 TURPIN R Benjamin Weill-Hallé; 1875- 
1958. p. 437-43. 


39348 — R_ Sur une demande d'autorisa- 
tation d'une source d'eau mi- 
nérale an talons Badoit IV située 4 Saint-Galmier 
(Loire). [Concerning an order of authorization 
for the development of the so-called Source Badoit 
TV of mineral water located at Saint-Galmier (Loi- 
re)} p. 443-9. 


39349 VERNEJOUL DE, JOUVE, HENRY, GE- 
RARD, AUGIER, PAYAN, MEDYEDOW- 
SKY Fistule artério-veineuse du pédicule rénal: 
a propos d'une observation suivie de guérison. 
[Arteriovenous fistula of the renal pedicle: regard- 
ing a case followed by recovery} p. 450-7. 


39359 MERIEL P, DARNAUD C, DENARD Y 
Efficacité de la réserpine dans le traite- 
ment des hyperthyroidies. [Efficiency of reser- 
> in the treatment of hyperthyroidism] p. 458- 


3935) 


pro A, MOREL C A propos d'une 

rente diminution des délires alcooli- 
ques. iano apparent decrease in alcoholic deliri- 
um] p. 461-4, 


Bull. Acad. nat. méd., Par. 142(17-18) 
13-20 May 58 
39352 TANON L — sur les maladies 


France en 1956. (roldemie & contagious 
observed in France in 1956] p. 467-70. 


39353 QUIROS JBDE, GARDE EJ Mesure in 

situ de l'excitabilité des cordes vocales 
humaines: observations physiologiques c mcomi- 
tantes. [Determination in situ of the excitability of 
the human vocal cords: concomitant physiological 
observations} p. 471-4. 


39354 GIROUD P, MARINESCO G, DUMAS N 

Pouvoir toxique de deux types de souches 
néo-rickettsiennes: mise en évidence d'hépato- 
néphrites sur des lapins nouveau-nés. [Toxic 
power of 2 types of neorickettsial strains: demon- 
strated evidence of hepatonephritis on newborn rab- 
bits} p. 477-84. 


39355 ARDOIN F De la valeur de la vaccination 

antirabique & propos d'une mesure recente. 
(Value of antirabies vaccination; regarding a recent 
restriction] p. 485-7. 


39356 SANDOR G, CHATAGNON c Une enquéte 
chez des 
humoral inquiry in psychopaths] p. 487-90. 


BULLETIN OF THE AMERICAN 
COLLEGE OF SURGEONS 
(Chicago) 


*Bull. Am. Coll. 43(4) July-. 58 
39357 PHYSICIAN is protected when public is 
d about 


Say lawyers, 
doctors and hospital heads. — 


p. 157-65, 


BULLETIN DE LA FEDERATION DES 
SOCIETES DE GYNECOLOGIE ET 
D'OBSTETRIQUE DE LANGUE 
FRANCAISE 
(Paris) 


Bull. Féd. soc. gyn. obst. fr. 5) Nov-Dec 57 


|r médicamenteuse chez la femme 

einte (6140 R P). [Toxic complications of 

drug origin (RP 6140) in a pregnant woman} 

p. 524-5. 

39365 RAVINA J, MUSSET R, MALLAT C 
Quelques observations d'hémorragies 

annexielles au cours de la tuberculose génitale. 

[Se.eral cases of adnexal hemorrhage during geni- 

tal tuberculosis} p. 525-8; discussion, p. 528-32. 


39366 R_ Grossesse et accouchement 
mitrale ayant subi une commis- 
surotomie d'Allaines au début de la grossesse. 
[Pregnancy & labor in a mitral patient following 
commissurotomy in early pregnancy} 
Pp. 


39367 aivilae M, CHASTRUSSE L, LAGO- 
ARDE J Quelques cas de grossesses hy- 
pohormonales. [Several cases of pregnancy with 
hurmonal deficiencies] p. 543-6. 
39366 JAUBERT JL, MORGAND F Valeur 
pronostique du ‘pouvoir r gonadotrope du 
sérum dans les menaces d'avortement évaluée au 
determined by the frog test] p. 552-4. 
39369 JAUBERT JL, GUTTILLA E Valeur 
de 


vaginale dans 
ane 


‘a 
les menaces d'avortement. 
vaginal cytology in abortion] p. 554-6. 


39370 M, L, JAUBERT 
LAGOARDE J 


of pregnandiol 
steroids in threatened abortion] p. 556-9. 
39371 MAHON R, MOULINIER J, SOUMIREU- 
MO 


dary impairment of coagulation} p. a3. 


39372 RIVIBRE M, CHASTRUSSE L, MOULI- 
NIER J, DUBECQ J P, LAGOARDE J 
Sur un cas d"incompatibilits anti-c. p. 566-9, 


39373 RIVIERE M, CRASTRUSSE L, JAUBERT 

L_ Dosage du pouvoir gonadotrope du 
sérum dans 30 cas de vomissements graves 
(rana-réaction), [Determination of the gonado- 
tropic property of the blood in 30 cases of severe 
vomiting; the frog test) p. 570-1. 


39374 PATON G, BEDRINE H Anurie par 
te oedém 


39375 HERBEAU J, VERHAEGHE M, DU BOIS 
R Réflexions aprés 120 phiébographies 
pelviennes. p. 575-8. 


39376 CHARVET F, REBOUL J Essai d'utili- 
sation de I'h: -prégnandione comme 

antispasmodique utérin. [Trial use of h 

pregnandione as a uterine antispasmodic 

p. 591-2, 

39377 CHARVET F d'atteinte 
rénale lyse au cours 

a. Cases of minor 

in traumatic 


shortion] p. 594-' 
39378 GABRIEL H, GEIGER J A du 
traite ment des vomissements 


er (Trea it of 
p. 597. 
39379 CONDAMIN F La delivrance retardée 
et spontanee dans la cesarienne basse. 
of the placenta tn 
cesarean section] p. 598-9. 


39358 MEAN P, JACOT B Un cas d'hypo- 
liee a 


Case of 
hypothyroidism related to pregnancy] p. 479-83. 
39359 THOMAS J ft utérine le 


ée sous-séreus du 
fond, [Total uterine inversion caused by a ped- 
icled ous tumor of the fundus} p. 486-7. 


39360 VALLVE J, PALMER R Courbes d’in- 
sufflation descendante de la trompe au 
cours d'opérations plasti sur les 
[Descending tubal insufflation curves during plas- 
tic operations on the fallopian tubes] p. 488-502. 


tale? 
Un di souvent difficile. 
hemorrhage or congenital heart disease? A 
frequentl cult diagnostic choice] p. 599- 
601. 
3936: BOHE J, BOMPOINT J, AMECOURT 


Fo’, PICHON R, BRU Anoxie néo- 


(Asphyxia neonatorum caused by nasopharyngeal 
encephalocele} p. 601-5. 
PIGEAUD H, Une 
observation de au cours 
de 1'évolution d'une méle hydatiforme. 
case report on pre-eclampsia during the develop- 


ment of a hydatiform mole] p. 605-6, 


39363 GOGUET A, L'AMEZEC H, SOUTOUL J 
Sur un cas d de la 


(Case report on hemorrhage caused by defloration] 

p. 607-8. 

39384 PLASSE G, GOIRAND R Convulsions 
ante de type bravais-jacksonnien 

et dues vraisemblablement d une thrombo-phlébite 

cérébrale. . [Ante partum convulsions of the 


an type caused probably by cerebral throm. 


jacksoni: 
bophlebitis] p. 608-9. 


39365 CHOSSON J, RUF H Note sur la flore 
microbienne dans les avortements. 
[Note on microbial flora in abortion] p. 610-2. 


39386 LECOZ A Les effets endocriniens d'un 

traitement 4 la chlorpromazine 4 faibles 
doses, [Endocrine effects of treatment with mild 
doses of chlorpromazine] p. 614-6. 


39387 TOULOUSE R, DUBOIS J Hydramnios 
aigu di d une grossesse gémellaire 

unichoriale avec deux foetus anencéphales. 

[Acute hydramnios due to a twin uniovular preg 

nancy with 2 anencephalic fetuses] p. 617-8. 

39386 DUBOIS J, TOULOUSE R A propos des 
anémies graves de la grossesse. 

[Severe anemias of pregnancy] p. 618-23. 


39389 MEYER J L'orthopédie du ler jour. 


39408 SERMENT H, GAUJOUX G 


at the 


39410 CHOSSON J A propos d'un cancer du 
restant. [Case of cancer of the re- 
maining cervix] p. 59-60. 


39411 PLASSE G, GOIRAND R, MERITE G 
graves; thé- 
que; mole piq [Severe vomit- 
ing; therap abortion; op ] 
p. 60-2. 


39412 DETURMENY G, ZOGRAPHOS G Hernie 

ombilicale étranglée dans les suites de 
couches. [Strangulated umbilical hernia after par- 
turition}] p. 62-3. 


39413 BRUNIQUEL G Réflexions sur un cas 
4'0.1.D. P. arrété dans sa progresion 
lle en marge des dogmes 

obstétricaux. [Reflections on a case of 
occipital I presentation arrested in its rational 


bots. orinoneaics in the tal 
period: clubfoot] p. 624-5. 


39390 REILES M, ONGHENAG Agénésie 
rénale bilatérale chez un nouveau-né. 


3939; REILES M, ONGHENA G Un cas de 
congénitale: dipygus para- 
siticus epignathus. p. 627-8. 
39392 ESCHBACH J Etude critique du test 
de Konsuloff. p. 628-9. 
39393 WEILER E Problémes posés la 
. [Problems posed by 

fetal macrosomia] p. 629-31. 

Bull. Féd. soc. obst. fr. 1958 
39394 GEISENDORF W Le traitement du syn- 


drome a par les vitam ines 


ual sy 


AetE. [T 
with vitamin A & E] ret 


39395 ERNST JPD’ Le traitement chirurgi- 
cal des déchirures obstétricales ancienn- 
es du troisiéme degré selon le procédé de Musset. 
(Surgical therapy of former 3rd degree obstetrical 
lacerations according to Musset's technic] p. 7-9. 


39396 STAMM O Indications et résultats de 
128 cas 


de 
results in 128 laparoscopy cases] p. 10-4, 


39397 ROUVEIX A Deux cas de lithopoedion: 
la premier, découverte chirurgicale chez 
une femme stérile, le deuxi@me toléré 6 ans et ac- 
compagné de deux grossesses. [2 Cases of litho- 
pedion; the 1st discovered surgically in a sterile 
the 2nd tolerated for 6 years & accompan- 
ied by 2 pregnancies] p. 15-6. 


39398 De I'action du 45-60 
R. P. contrélée par électro-utéro- 
graphe au cours du travail. 


p. 16-9. 


39399 LAPRESLE P Rupture utérine silencie- 

use et en dehors du travail chez une secon- 
dipare au terme de huit mois. [Silent uterine rup- 
at term of 8 


394 EL S, IOSIPESCU A, BUTNARU C 
“00 Erode anaiom et radiologique d'un 


et ofa % 24-9. 


3940! P Avantages -. lir .tes 
la conservation ovarienne dans les hys 
ES [Advantages & limits of ovarian pre- 


servation in hysterectomies] p. 29-33. 


39402 LAMARQUE Y La luxation congénitale 
de la hanche. [Congenital dislocation of 
hip} p. 


34-6. 
39403 JAMES M, AELION MJ Aspect radio- 
de la contraction utérine. 


logique [Rad- 
iological aspect of uterine contraction] p. 36-43. 


39404 MALINAS Y, EDDE J, SOFER I Pre- 

miers essais en obstétrique, du D. 2, 2- 
diphény!l 3 méthyl 4. morpholinobutyrylpyrrolidine 
(R 875). [1st trial of (2, 2-diphenyl-3-methyl-4- 
morpholino)-butyryl pyrrolidine (R-875) in obste- 
trices} p. 43-7. 


39405 MALINAS Y Elevage de prématurés 

dans un incubateur multiplace. [Growth 
of premature infants in a multi-chambered incuba- 
tor] p. 47-50. 


39406 MALINAS Y, GHOSN G Une observa- 
thon de pelvectomie d'ur- 
[An case of 


gence. y pelvec- 
tomy] p. 51-3. 


39407 PLASSE G, GOIRAND R A propos d'un 

édé de suture des épisiotomies. ogg 
port on a suture technic for episiotomies] p. 54- 
5. 


peutic prog in the light of 
dogmas} p. 65-7. 
39414 HARTEMANN J, RIBON M A propos 
d'un 


un cas d'adhérences intra- utérines, 
[Case report of intra-uterine adhesions] p. 68-71. 


3941S VERMELIN H, RIBON M, FACQ J 
Deux observations de mole hydatiforme; 

difficultés du diagnostic. [2 Cases of 

mole, diagnostic difficulties} p. 71-3. 


39416 BERTRAND P, BRUNOTTE J Rétention 
placentaire et biopsie endo-utéine. 
tention of placenta & endo-uterine biopsy] p. 73-5. 


39417 VERMELIN H, BRAYE M, COLETTE C 

L'extrait de lobe postérieur d'hypophyse 
dans les infections mammaires du post-partum. 
[Posterior pituitary extract in postpartum mastitis] 
p. 75-7. 


39418 MICHON P, RICHON J, BRAYE M 
COLETTE C Deux cas de maladie d'Ad- 


39419 VERMELIN H, BRAYE M, COLETTE C 
Deux nouveaux cas de malformations urin- 
aires avec oligoamnios. [2 New cases of urinary 
malformations with oligoamnios} p. 79-80. 


39420 MEYER J L'orthopédie du ler jour; lux- 
ation congénitale de la hanche. [Orthope- 


dics in newborn; congenital dis! of hip) 

p. 81-3 

39421 GROS C M, RENAUD R, KEILING R 
de certains facteurs efiolo- 


giques one le cancer du sein et du col utérin. 
[Comparison of various etiological factors in can- 
cer of kidney & uterine cervix] p. 83-4. 


39422 FRUHLING A, MAYER G, MULLER P 
L'embolie amniotique; sa réalité anatomi- 
que, son imprécision clinique, son probléme thé- 
rapeutique. [Amniotic embolism; its anatomical 
ye clinical vagueness & therapeutic problem] 
p. 84-6. 
39423 WEILL G, KEILING R Quelques remar- 
ques a propos de l'utilisation de la colpo- 
cytologie dans les suites des traitements radio- 
thérapiques pour cancer utérin. [Several re- 
marks on the use of vaginal cytology during radio- 
therapy of uterine cancer] p. 87-8. 


39424 ESCHBACH J, WEILER E Un cas de 

septicopyohémie puerpérale a évolution 
fatale. [Case of puerperal septicopyohemia with 
fatal course] p. 88-9. 


39425 BAUX R, FERRIER Y, POMAREDE R, 

TRICOIRE J Essai de deux corps nouv- 
eaux (médiatonal et viadril) dans l'anesthésie pour 
césarienne. [Trial of 2 new compounds (media- 
tonal & viadril) in anesthesia for cesarean sec- 
tion] p. 90-5. 


39426 GUILHEM P, PONTONNIER A, HAU- 

MONT A Deux cas métrorragies ré- 
cidivantes traitées avec succts par les anticoagu- 
lants. [2 Cases of recurrent metrorrhagia treat- 
ed with success by anticoagulants} p. 95-7. 


39427 PONTONNIER A, HAUMONT A En- 


month of pregnancy] p. 97-9. 


39428 ARMENGAU P, GRAVIE JP Troncus 
arteriosus. p. 99-100. 


394 X R, FERRIER Y, DUCOS J, aaa- 
COMBEL R Anasarque foeto- 

au facteur Rhé- 
sus; diagnostic par amniographic et détermination 
du groupe foetal avant la naissance. [Feto-placen- 
tal anasarca | caused by isoimmunization of the Rhe- 


sus factor; by phy & prenatal 
of blood groups] 100-6. 


39430 _ R, FERRIER Y A propos d'un 
as bénin d'association hernie diaphrag- 


matque of diaphragmatic hernia & pregnancy} 


5 
pro Se sion artérielle et morts foetales a ré. 
pétition: & propos d'une observation. [Arterial 
& repeated fetal deaths; case report] 
various factors on the physiochemical properties | 
Bee par curieux et exceptionnel en de 
beginning of pregnancy] p. 58. 
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39431-39510 


BULLETIN OF THE HISTORY OF 
MEDICINE 
(Baltimore) 


Bull. Hist. M. _$2(3) May-June 


3943! DOO JONG KIM Transmission of Korean 
medicine to Japan during the of the 
Three Kingdoms (37 B. C.— 680 A. D.).  p. 195- 
200. 
39432 BULLOUGH VL Medieval Bologna and 
the development of medical education. 
p. 201-15. 


99433 SCHWAB RN The history of medicine 
in Diderot's Encyclopédie. p. 216-23. 


99434 EVANS AS Austin Flint and his contri- 
butions to medicine. p. 224-41. 


39435 MACARTHUR W The plague of Athens. 
p. 242-6. 


BULLETIN OF THE INSTITUTE OF 
MARINE MEDICINE IN 
GDANSK, POLAND 


Bull, Inst, Marine M. Gdarisk 1958 


39436 KAWECKI Z, WYSOCZYNSKA H_ Isola- 
tion of strains of tick encephalitis from 

10, 

39437 TAYLOR A, MORZYCKA M, TAYLOR K 
Examination of the aldolase activity in 

tissue cultures infected with material from 

suffering with hepatitis epidemica. p. 11-7. 


39438 ape A, MORZYCKA M Aldolase 
infected 


on guinea pigs with blood of 
99439 GEORGIADES J, LUTYNSKI R, NEYMAN 


CIERCEYMGKA T, SWIECHOWSKA W 
Investigations on applying the aldolase test in the 
epidemiology of hepatitis epidemica. p. 27-36. 


49449 MORZYCKA M, TAYLOR A Attempts 


39453 LUBORSKY L, FABIAN M, HALL BH, 
TICHO E, TICHO GR _ The psychothera- 
py research project of the Menninger F‘ 
I. Treatment variables. p. 126-47. 


39454 SARGENT HD, MODLIN HC, FARIS 
MT. psychotherapy 


BULLETIN MENSUEL; SOCIETE DE 
MEDECINE MILITAIRE FRANCAISE 
(Paris) 


Bull. Soc. méd. mil. fr. 52(2) Feb 58 


39455 MEUNIER JP, BENO J, DEMESSE J 
Chirurgie plastique cervicale sur tissus 

[Cervical plastic surgery on irradiated 
tissue] p. 30-1. 


39456 MEUNIER JP, BORDES A, PAZAT PR 
lat ie; sa valeur fonction- 
nelle dans le traitement de l'otite moyenne chro- 
nique. [Tympanoplasty; its functional value in the 
treatment of chronic otitis media] p. 32-5. 


39457 FERRABOUC L L'bémospermie, 


des éva 


chirurgicaux en ote 
tions & early surgical care in Algeria] p. 37-44. 


39459 ANDRE L, MARTY J, RENNER R 
Leucose aigué survenue peu aprés une 

vaccination T.A.B.D.T. [Unexpected acute 

leukosis following TABDT vaccination] p. 44-6. 


39460 BAYLON H, DARBON A, DULAC JF, 
DURIEZ R A propos de quatorze cas de 


leucoses aigués. [14 cases of acute leukosis] 
p. 47-9. 
3946! OUGIER J, BLEZ F, OSTY J L’infarc- 


tus du myocarde avant 30 ans. [Myo- 
cardial infarct before 30 years of age] p. 49-52. 


39462 Py J, BLEZ F Intoxication par 
le tétrachlorure de carbone chez un 


to use the strain Detroit 6 for i 

tions on the hepatitis epidemica virus. pp. 37-42, 

3944! BUCZOWSKA Z Determination of Sal- 
monella bacteria in water. p, 43-52. 


BUCZOWSKA Z, JUNGERY KK Modi- 
fications of bacteriological media in sani- 
tary water tests. p. 53-7. 


39443 ULEWICZ K Research on the behaviour 
of agglutinin in divers’ blood-serum. 
p. 59-64, 


39442 


49444 WICZYK 8S, WOJDAT W, MATULEWICZ 

$S Docker's lumbar region of spine. 

p. 65-75. 

EJSMONT W, KALINOW- 
Uropepsin contents at deepsea 

hy 77-83. 


BULLETIN OF THE LOS ANGELES 
NEUROLOGICAL SOCIETY 


Bull. Los Angeles Neur. Soc. 23(2) June 58 


39446 NIELSEN J M, MARVIN SL Syndrome 
of muscular fasciculations and atrophy. 
p. 51-64. 


99447 MARINACCI AA The use of electro- 


graphy in of 
lumbar herniated disks. p. 65-71. 
3944g COURVILLE CB Gangliocytoma 
myelinicum diffusum of the cerebellar 


yours. PJ Surgical approaches to 
1 tumors: total 
with adjunctive theongy. p. 81-7, 
99450 COURVILLE CB Calcification and os- 
Sification incident to compressive soften- 
ing of the spinal cord; report of case. p. 88-91. 
9945; BOYLE DG, McKEOWN M Case of 


alexia and visual agnosia for objects. 


BULLETIN OF THE MENNINGER 
CLINIC 
(Topeka) 


Mennii 
30452 WALLERSTEIN RS, ROBBINS L L 


Clin. 22 58 


Foundation. 
andconcepts. 11-38. 


. tetrachloride poisoning in a 
diabetic] Pp. 


39463 poten J, VAN BOCKSTAELE P, 
Maladie de Brill-Symmers 
p. 55-6. 


39464 COTY, TREILHOU P, HECKLE A 
Trajet d'un projectile intra- 
herni 
[Original course of an intrathoracic projectile: 
ic hernia] p. 56-8. 


y diaphrag 


BULLETIN OF THE NEW YORK 
ACADEMY OF MEDICINE 


Bull. N. York Acad. M. 34(7) July 58 


39465 GERARD RW Anxiety and tension: the 


-third H M. Biggs Memorial 
Lecture. p. 429-44, 
39466 CAVERT HM Some current views 
on the and physiology of 


myocardial contraction. p. 445-60. 


39467 CUNNINGHAM HH The confederate 
medical officer in the field, p. 461-88. 


BULLETIN DE LA SOCIETE BELGE 
D’OPHTALMOLOGIE 
(Bruxelles) 


Bull. Soc. belge opht. No. 117 1958 
39468 JEAN BEAUVIEUX; 1884-1957. p. 443-4. 


39469 KLUYSKENS J, TITECA J, POPOWYCZ 
W Contréle élect: 
= limites du champ visuel fonctionnel. [Elec- 
ic control of the limits of the 
cuales visual field] p. 445-64; discussion, 
p. 464-8. 


39470 DE LAET H, SZUCS S, LEBLOISG Le 
trai 


de l'ambl: 
rs. 


39471 RESIN L, DE MUELENAERE H 

propos d'un cas de thrombo-phlébite du 
sinus caverneux: probléme thérapeutique. 
report of thrombophlebitis of cavernous sinus: 
therapeutic problem] p. 482-8. 


39472 BAYET T, BRIHAYE M, VAN GEERT- 

RUYDEN Evolution de quelques cas de 
névrites optiques et rétrobulbaires traitées par in- 
jections rétro-bulbaires d'hydrocortisone. [Evo- 
lution of several cases of optic & retrobulbar neu- 
ritis treated by retrobulbar injections of hydro- 
cortisone] p. 489-506. 


39473 PIVONT A, GOUGNARD L Un nouveau 


658 A mydriatic, 2, 


(R-658)] p. 506-10. 
39474 J, DE ROUCK A 


diagnostic différentiel des dégénérescences 

rétiniennes. [Value of electroretinography in 

differential diagnosis of tap ti 

p. 511-38. 

39475 ZANEN J, MEUNIER A, TOUSSAINT D 

Mélanome malin de I'iris et du corps 

[Malignant melanoma of the iris & 

ciliary p. 538-53. 


39476 DE JAEGER A, BERNOLET La sciérec- 
tomie dans le décollement 
[Sel y in retinal 


39477 Y, PIVONT Staphyl- 
cornéen 4 nérédité dominante. 
[Corneal witn dominant 
p. 560-8. 


A 


3947g FRANCOIS J Un nouveau syndrome: 
dyse: lie avec téte d’oiseau et anoma- 
lies dentaires, nanisme, hypotrichose, atrophie 
cutanée, microphtalmie et cataracte congénitale. 
‘A new syndrome: cranial abnormalities with bird- 
ke head & dental abnormalities, nanism, nary 


atrophy, 
congenital cataract] p. 569-97. 
39479 VAN DE VELDE 


es myopes, les centres optiques des 


39480 WATILLON, PIVONT A Utilisation des 
verres de contact dans le traitement d'un 
paralytique associé 4 une paralysie faciale. 

fuse ‘Use of contact lenses in 


of paralytic ptosis 
associated with facial paralysis} p. 608-14. 
39461 BINGEN F Invasion postopératoire de 
la chambre anterieure par l'epithelium 


coriéen. [Postoperative invasion of anterior 
chamber by corneal epithelium} p. 614-9. 


39482 APPELMANS M, MICHIELS J, DEHOUX 
M, VAN HOONACKER E Les manifes- 


sis] p. 619-30. 


39463 FRANCOIS J, VERRIEST G Une forme 


39492 BOURRILLON R Analyse 
métrique de la bilirubine plas: 
metric ly of plasma bilirubin} 
111-25. 
"2493 swe R, DERACHE R, TREMOLIERES 
_J Effets de la cortisone sur la phosphory- 
par h é de foie de rat. 
{The effects of la 


tion by homogenates of rat liver] p. 127-35. 


39494 sone R, DERACHE R, TREMOLIERES 

Intervention de la cortisone dans les 
enzymatiques oxydatifs des mito- 
chondries. I. 
[Interference of cortisone in the complex oxidative 
enzyme systems of mitochondria. I. Metal en- 
zyme-effectors} p. 137-50. 


39495 LOWY R, DERACHE R, TREMOLIERES 
J Intervention de la cortisone dans les 
{s des mito- 
chondries. 1. Enzyme- -substrat. (Interference 
of cortisone in the complex oxidative enzyme 


la. y 


p. 151-9. 
39496 BERNARD LDE Associations molécu- 

laires entre | les lipides. Il. Lécithine 
et between 
Soate. II. Lecithin and cholesterol] p. 161-70. 


39497 CORMIER M, JOUAN P Séparation des 
lipides totaux de sérum sanguin par chro- 

matographie sur papier. {Separation of the total 

lipids of blood serum by paper c' ] 

p. 171-6. 


39498 CAVIER R, SAVEL J, MONTEOLIVA M 

Nature et répartition, selon le sexe, des 
substances lipidiques chez Ascaris lumbricoides 
Linne, 1758. [Nature and distribution according 
to sex, of lipid substances in Ascaris lumbricoides 
Linnaeus, 1758] p. 177-87. 


39499 RIBEREAU-GAYON J, PEYNAUD E, 


LAFOURCADE §, LAFON M Mote’ 
d'action des antib 
levures. [Mode of action of antifungal catteastics 
on yeasts} p. 189-201. 


| 99500 SIMENAUER A_ Recherches sur la bio- 


chimie de la choline et de ses dérivés. 
XXXIX. Bétaine et phosphatides dans les plantes. 
[Research on the biochemistry of choline and its 
derivatives. XXXIX. Betaine and phosphatides in 
plants} p. 203-9. 


39501 ETIENNE J, KAHANE E Recherches 
sur la biochime de la choline et de ses 

sérivés. XL. Les phosphatidylcholines chez Pa- 

tella vulgata. [Research on the biochemistry of 

choline and its derivatives. XL. The phos- 

P yichol in Patella vulgata} p. 211-20. 


1 hemeralopia] 


Bull. Soc. belge opht. Suppl. No. 117 1958 


39484 GOLDMANN H Note sur les stations 
de contréle des tonométres 


BULLETIN DE LA SOCIETE DE 
CHIMIE BIOLOGIQUE 
(Paris) 


Bull. Soc. chim. biol., Par. 40(1) 1958 


39502 — J, SCHNEIDER A, LACOSTE 
Contribution l'étude chromatog- 


‘ap rh pr acides 
(Chromatographic study of the principal organic 
acids} p. 221-32. 


39503 MJ, P, UETEN 


Recristallisation des sels osseux. [The exchange- 
able calcium of the mineral substance of bone 
studied by means of Ca45. Ill. Recrystallization 
of bone salts} p. 233-45. 


39504 CARTIER P, CLEMENT-METRAL J 
Les constituants minéraux des tissus cal- 
cifiés. VII. Cinétique de la recristallisation du 


39485 FELIX K Formation et fonction des nu- 
cléoprotamines. p. 17-33. 
39496 GABELOTEAU C, DESNUELLE P Sur 


during the autolysis of trypsin] p. 35-43. 
39487 Protéolyse de la 


lac Etude 
rr 
[Proteolysis ative B-lactoglobulin. I. Kinetic 
study of the reaction] p. 45- 


39488 MORETTI J, BOUSSIER G, JAYLE MF 
Nouvelle méthode de purification des 
es par électrophorése dans un gel d'amidon 
New method of purifying proteins by electrophore- 
sis in starch gel] p. 59-65. 


39489 LIEBECQ C, JACQUEMOTTE-LOUIS M 

Nucléotides de Vadénine. IV. Instabilité 
des triphos- 
phate. [Nucleotides of adenine. IV. Instability 
of magnesium complexes of adenosinetriphosphate | 
p. 67-85. 


39490 BOURRILLON R, GOT R, MARCY R 
Localisation et isolement de l'activitée 
rope dans le sérum de jument gravide. 
Localization and isolation of gonadotropic activity 
in pregnant mare serum] p. 87-97. 


3949! DERRIEN Y, LAURENT G, BOUSCAY- 
ROL § Sur I'hétérogénéité des hémoglo- 
bines. I. Solubilité en milieux de concentration 
saline croissante et hétérogénéité de l'hémoglobine 
de "homme adulte normal. [The heterogeneity 
of hemoglobins. [1. Solubility in media with 
increasing salt concentrations and heterogeneity 
of the hemoglobin of normal adult humans] p. 99- 
109. 


l'adé 


phosphate tricalcique in vivo. [The mineral 
of Icified tissues. ml. Kinetics of 
the recry of trical hate in 


vivo] p. 247-63. 


39505 GALANTI M Influence des éléments 
minéraux sur la séparation des sucres 

par chromatographie de partage sur papier. 

[Influence of mineral el on the 

of sugars by paper partition chromatography] p. 

p. 265-75. 


39506 URIEL J Détection des activités cata- 
lasi de! 


ques et p 
bine aprés électrophorése en gélose. [Detection 
of catalase and peroxidase activity of hemoglobin 
after electrophoresis on gelose) p. 277-80. 


Bull. Soc. chim. biol., Par. 40(2-3) 1958 


39507 KUHN F Les oligosaccharides du lait. 
[Oligosaccharides of milk] p. 297-314. 


39508 FOUQUEY C, POLONSKY J, LEDERER 
E Structure chimique de l'ascarylose. 
[Chemical structure of ascarylose} p. 315-25. 


39509 NEUMANN J, LEHONGRE G, LAVOL- 
Recherches oxydation du 
phioridzoside. Ul. Oxyda r l'oxygtne molé - 
culaire du glucoside-5 du 1,3,4,5 
benzéne (oxyphloridzoside-1). 


glucoside of 1, 3, 4, 5- tetrahydroxybenzene (hy- 
yph! ) by lar oxygen} p. 327- 


39510 NEUMANN J, LEHONGRE G, LAVOL- 
LAY J Recherches sur I’ onydation ¢ du 
phloridzoside. IV. de I’ 

du phloridzoside par de petites d'eau 
oxygénée. [Studies on the oxidation of phloridzo- 
side. IV. Initiation of the aerobic oxidation of 
phloridzoside by smal! quantities of oxygenated 
water} p. 335-46. 


$$$ 
tal 
ort) 
sta~ research project of the Menninger Foundation. 
the Ill. Situational variables. p. 148-66. | 
| 
| 
e- 
uit- 
; 
[Hemospermia, complication of arterial hyper- 
| 
= of lenses as near as possible to the corneal apex] | 
p. 597-608. 
te- 
c 
| 
is} 
tations oculaires de l'angiosarcomatose de Kaposi. | 
x- [Particular form of essenti 
- 
de Schiotz. [Note on the European control sta- 
i 
| 
| 
| 
| | 
[Treatment of extra-foveal fixation & | 
of amblyopia by Cuppers post-images method] 2 
| 
| ie 
e rapy research project of the te 
| 
R-419 
a 


39511-39592 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No. 4 


39511 


NIADAS E, L Sur | le méca- 
nisme de l'inhib de 
Vacide par les I. 

of ascorbic acid oxi- 
39512 ROCHE J, MICHEL R, NUNEZ J Sur la 

résence des 3:3’ -diiodothyronine et 

:5' -triiod: dans la th lobuli 
pore, [The presence of 3,3" -diiodothyronine and 
3, 5' -triiodothyronine in porcine thyroglobulin} 
Pp. 361- 8. 


39513 _MEYNIEL G, BLANQUET P, MOUNIER 
J, ESTIBOTTE M Sur la séparation 

qualitative et quantitative des acides aminés iodés 
thyrofdiens par chromatographie sur résine 
échangeuse d’ anions (dowex). [Qualitative and 
quantitative of i 1 amino 
acids by chromatography on anion exchanges resins 
(dowex)] p. 369-77. 


39514 Protéolyse de la 8-lactoglobuline 
lachymotrypsine. Il. Etude cinéti- 
que et de la réaction en présence 
d'ammonium; comparaison avec d'autres protéoly- 
Deas: of lin by chymo- 
Il. Kinetic and thermodynamic studies 
on the reaction in the presence of ammonium; com- 
parison with other proteolyses}] p. 379-96. 


3951S SANTENOISE D, BIGET P L, ROBERT 
M, SANTENOISE T, HOLTEN I VON 

Extraction et purification de la centropnéine hor- 

mone pancréatique régulatrice de la respiration. 

[Extraction and pur 

pancreatic hormone regulating respiration) 

p. 397-416. 


39516 CHALOPIN H Quelques propriétés physi- 

ques de la méthémoglobine humaine déna- 
turée par le catleytate de sodium. [Some physical 
properties of human methemoglobin denatured by 
sodium salicylate] p. 417-22. 


39517 COLOBERT L Stude de la protéinase de 
Coccus P. Ill. Spécificité. [Study on 
the proteinase of Coccus P. II. Specificity] 
p. 423-9. 


3951g KUBO H, YAMANO T, IWATSUBO M, 
WATARI H, SOYAMA T, SHIRAISHI J, 
SAWADA S, KAWASHIMA N, MITANI S, ITO K 
Sur l'interaction entre l'enzyme et le co-enzyme 
dans le syst®me de la déshydrogénase de l'acide 
glutamique et celui de l'oxydase des acides aminés. 
[Interactions between the enzyme and the coenzyme 
in glutamic acid dehydrogenase and amino acid 
oxidase systems} p. 431-47. 


39519 MONCHE J Méthode de recherche de 

groupements actifs des protéines et ses 
applications analytiques. [Method for the study of 
active groups in proteins and its analytical applica- 
tions] p. 449-67. 


39520 ae 


CILLE Y, COULON P, 
tude statistique de quelques 
caractéres des protéines sanguines et urinaires au 
cours du myélome multiple. [Statistical study of 
some characteristics of blood and urinary proteins 
in multiple myeloma] p. 469-83. 


3952; GONNARD P, NGUYENCHI JP Action 

de I'hydrazide isonicotinique et de com- 
posés de structure voisine sur la dopadécarboxy- 
lase. [Actions of isonicotini id hydrazid 
compounds of related structure on DOPA decar- 
boxylase] p. 485-95. 


39522 REPCIUC E, TIMAR M, TAUTU S 

Action synergique de l'acétazolamide dia- 
mox et du chlorure d’ 
action of acetazolamide, diamox, and ammonium 
chloride} p. 497-501. 


39523 FONTANCANDELA JL Méthodes analy- 

tiques de différenciation des saponines. 
[Analytical methods for the differentiation of sapo- 
nins} p. 503-10. 


39524 PACHECO H Biochimie comparée des 

pigments colorants les fleurs de crucifé- 
V. Sur la structure du Taga A extrait 
des fleurs de Dipl 

h y of the of the deoan of 

cruciferous plants. V. The structure of gluco- 
side A extracted from the flowers of Diplotaxis 
tenuifolia} p. 511-7. 


39525 FRANCOIS Méthode de détermination 
de I'échan des 


ions 
d'un solide. [Method for the determination of the 
isotope exchange of carbonate ions of a solid] 

p. 519-25. 


39526 GARCIA DEL AMO C Contribution a 

l'étude d'un hydrolysat excellent de pro- 
he 3 [Study on an excellent protein hydrolysate] 
p. 527-33. 


Bull. Soc. chim. biol., Par. 40(4) 9 June 58 
39527 BL Le cycle des 


pentose and its physi f 


39530 LEDIG M, WEILL JD, MANDEL P 

Recherches qualitatives sur les acides 
ribonuc léiques 
de 


méthode 
» de dosage — de la radio- 
activité des r é- 


pr 
alable de l'acide [Qualitative 
Studies on tissue ribonucleic acids. II. New 
method for the quantitative deter mina- 
tion and study of the y ofr 

tides without previous purification of ribonucleic 
acid] p. 599-607. 


39531 LISSITZKY S, LASRY S Séparation sur 
résine échangeuse d'ions avec élution par 
gradient d'acidité des acides aminés iodés thyroidi- 
ens et de 5-hydroxy-3-iodotyrosine. [Separation 
of iodinated thyroidal amino acids and 5-hydroxy-3- 
od ne by ion ge resins with elution by 
acidic gradients] p. 609-18. 


39532 ENSELME J, COTTET J, TIGAUD J 
Influence d'injections intraveineuses 
répétées de formaldéhyde sur divers composants 
sériques du lapin soumis a un régime athéroscléro- 
gene. [Influence of repeated 


39548 BUREAU Y, JARRY, BARRIERE 
Acrodermatite continue d'Hallopeau avec 
éruption généralisée psoriasiforme. p. 30-2. 
39549 HURIEZ C, DESMONS F, BAELDEN J 
Valeur de la détermination de la C. reac- 
tive protein en dermatologie. [Value of C-reactive 
protein determinations in dermatology] p. 32-7. 


39550 ARON-BRUNETIERE R_ Estimation de la 
valeur des dans le 


des folliculites du visage (acné, rosacée, folli- 
culites récidivantes). [Evaluation of antibiotics 
for the treatment of the face: acne, rosacea, re- 
current folliculitis] p. 38-40. 


BAZEX A, DUPRE A, BESSIERES L 
Mucinose papuleuse a type de scléro- 
me: efficacité des huiles iodées: recherch 


3955! 


3957; SCHAUS R , Le stade silencieux des 

of chronic leukemia] p. 21-32. = 

39572 SENNES L DE, LEMMER M, BRICAIRE 
MA’ 


syndromes po! iques. 
ticosterone test in the diagnosis of polyuro-poly- 
dipsia syndromes} p. 35-42. 


39573 HIPPERT F, NICKELS J Hé: 
sponta: tanée localisation peu commune, 
with 


tion] p. 47-8. 
39574 pee R Un me de perturbation 
é Electrolyte imbalance 
Be -2 


myoede; 
pr [Papular of a sclero- 
of iodized oils; histo- 


chemical findings) p. 43-7, 


39552 DEGOS R, LORTAT-JACOB E, GARNIER 
G, MARTIN P, AUZEPY P Granulome 


of formaldehyde on various components of the 
serum in rabbits to athe: 
p. 619-35. 


39533 SAVARY P, FLANZY J, DESNUELLE P 

Sur l'hydrolyse des triglycérides par la 
lipase du ricin. [Hydrolysis of triglycerides by 
Ricinus lipase] p. 637-45. 


39534 HOMMA J Y, HAMAMURA N, NAOI M, 
EGAMI F Recherches chimiques sur 

de Pi aeruginosa. II. 
[Chemical research on the endotoxin of Pseudomon- 
as aeruginosa. II.] p. 647-64. 


39535 VAN DE BERG A Acidose et action du 

fluoracétate sur le taux d'acide citrique du 
rein. [Acidosis and the action of fluoroacetate on 
the renal citric acid level] p. 665-70. 


39536 TAYEAU F, NIVET R, MARQUEVIELLE 

J, DUMAS M Action du leucocyanidol sur 
le sérum sanguin in vitro. [Action of leucocyanidol 
on blood serum in vitro] p. 671-82. 


39537 BODSON P A propos de l’échange 
isoionique du phosphore des sels osseux. 

[Isoionic exchange of phosphorus in bone salts] 
p. 683-98, 

9538 FABRY C Cinétique de la fixation de 
3 chaux, en milieu aqueux, sur les phos- 
phates de calcium synthétiques de structure apatiti- 
que. [Kinetics of lime fixation on synthetic calci- 
um phosphates of apatite structure in aqueous solu- 
tion] p. 699-709. 


39539 BUSSON F, DENIEL P, TOURY J Com- 
position en acides aminés des feuilles et 

de la pulpe de fruit du baobab (Adansonia digitata 

Linn. ). [Amino acid composition of the leaves and 

of baobab (Adansonia digitata Linn. )] 

Pp. 


diet] 


BULLETIN DE LA SOCIETE 
FRANCAISE DE DERMATOLOGIE 
ET DE SYPHILOGRAPHIE 
(Paris) 


Bull. Soc, fr. derm. syph. 65(1) Jan-Mar 58 


39540 BOLGERT M, LESOURD M Pemphigus 

végétant traité par l'association quina- 
crine-auréomycine, depuis 1952 (5e présentation); 

gémellaire avec un enfant vivant; état 

actuel. [Pemphigus vegetans treated since 1952 
with combined quinacrine & aureomycin (5th case 
report); twin pregnancy with live birth of one infant; 
current status] p. 8-12. 


3954; BOLGERT M, DELUZENNE R, SALATKO 

C Pemphigus type Senear-Usher, traité 
depuis 1954 par l'association quinacrine et auréo- 
mycine: état actuel. [Senear-Urshur type pemphi- 
gus treated since 1954 by combined quinacrine & 
aureomycin: current status] p. 12-5. 


39542 CHERAMY P, BOLGERT M, HODARA M, 

TEMELS A Lichen aurique trés prurigi- 
neus: disparition du prurit aprés traitement par le 
BAL; étude de l'élimination urinaire de l'or. [Ex- 
tremely pruriginous lichen caused by gold; remis- 
sion of pruritus following BAL therapy; findings on 
urinary excretion of gold] p. 15-7. 


39543 BOLGERT M, LE SOURD M, TABERNAT 

J Etat scléro-lichénien étendu (2e présen- 
tation) trés amélioré aprés un an de traitement 
comportant l'ingestion de pancréas cru et d'acide 
chlorhydrique. [Extensive sclero-lichen condition 
(2d case report) substantially improved after a 
year's treatment with crude pancreas & hydrochlor- 
ic acid] p. 17-9. 


39544 R, DELUZENNE R, 


sur 
vaste site sous-cutané d de la cuisse: ablation 


p. 555-78, 


39528 VAUX ST-CYR C DE, COURCON J, 
GRABAR P Etude immunoélectrophoréti- 
que des protéines du sérum humain normal. V. 
Les filtrats trichloracétique et perchlorique. 
[Immunoelectrophoretic study of the proteins of 
normal human serum. V. Trichloroacetic and 
perchloric filtrates] p. 579-90 


39529 PIGACHE P, BISERTE G Etudes sur a 
olyse de la laine par la 

Studies on wool, IV. Hy- 

drolysis of wool by crystallized papain] p. 591-8, 


suivie de greffe. [Pos 
oleoma of the thigh: surgical 
removal & grafting] p. 19-22. 


39545 DUPERRAT B, SABLET M DE 
FONTAINE Anétoder mie syphilitique inci- 
pens. p. 22-3, 
39546 pmo J, DUPONT A, FONTAINE A 
propos des 2 log: 
de la dermatite herpétiforme de Duhring. p. 23-6. 
39547 BOLGERT M, LEVY G, DAGUETG A 


tion of reagins in acquired Syphilis] p. 26-30. 


liasi Pp. 48-50. 

39553 — R, GARNIER G, LEFORT P, 
EPY P Dermite 4 levures extensive 

violet vert de méthyle aprés échec 

yeast dermatitis 

with methyl & methyl green following 

failure of mycostatin therapy] p. 50-1. 


39554 BOLGERT M, LE SOURD M Deux cas de 
naevo-carcinome avec récidive gaglion- 
naire traités par auto-greffe et H. 365: recul actuel 
de 6 ans 1/2, [2 Cases of nevo-carcinoma with re- 
current lymph node involvement treated by auto- 


graft d remis- 
sion after 6 years] p. 52-3, 
39555 BADILLET 


DUPERRAT, SABLET DE, 
Sporotrichose cutanée. p. 4-5. 


39556 GRUPPER C Macrochéilite, paréite et 

glossite plicaturée: syndrome de Melkers- 
son-Rosenthal (nouveau cas). [Macrocheilitis, 
pareiitis & lingua plicata: Melkersson-Rosenthal 
syndrome; a new case] p. 55-7. 


39557 GRUPPER C, DAVID R_Dermatite pro- 
voquée par a méduse: réaction d'abord hy- 
pertrophique, puis atrophique, persistante. [Jelly- 
fish dermatitis; persistent initial hypertrophic & 
subsequent atrophic reaction] p. 57-9. 


39558 GRUPPER C, ZELLER M Polkilodermie 
cervico-faciale: maladie de Thomson ou 
atrophodermie? Cas pour diagnostic. p. 60-2. 


39559 JUSTER E Sur la participation relative 
de la delta-cortisone, des neuroleptiques 

ou et des hormones hypophyso- 

génitales dans le des 

ative participation of delta-cortisone, neuroleptics 

or tranquillizers & pituitary gonadotropins in the 

treatment of pellada] p. 62-4. 


39560 DUPERRAT B, PRINGUET R S'agit-il 
d'une maladie de Yves Bureau? [Possible 
case of the disease described by Yves Bureau] 


p. 64-5. 

39561 CALAS E, BONNEAU A propos d'un 
cas de réticulose maligne: discussion du 

syndrome de Wegener. 


39562 CALAS E, CASTELAIN PY Essias de 
désensibi lisation & des germes animés 

dans quelques dermatoses. [Trial desensitization 

to living organisms in various skin diseases) 

p. 67-8, 


39563GARNIER G Une femme ayant une séro- 
logie positive est-elle contagieuse? [Is a 
woman with positive serology contagious?] p. 69- 
39564 LACROUX R, CAUSSE J, MULTEDO R, 
FRIESS J, FAYE C Sur un cas de rhino- 
action ible de la chloromycé- 
tine. p. 73-4, 


39565 CASTELAIN PY, PRIVAT Y Les 
trauvaux inédits de J. Charpy. [Charpy's 
unpublished work] p. 78-92. 


[Rel- 


p. 66-7, 


39566 DUBARRY J J, BERTIN G, BOUYER C 

Bilan actuel de l'expérimentation clinique 
de l'eau artésienne de Rochefort-sur-Mer dans 
diverses dermatoses, [Current status of clinical 
trials with the artesian waters of Rochefort-sur- 
Mer in various skin diseases] p. 106-7. 


39567 BAZEX, DUPRE, PARANT Réticulose & 

point de départ cutané, ayant évolué pen- 
dant 4 ans: terminaison ide par un syndrome 
méningo-encéphalitique. [Reticulosis of cutaneous 
origin developing over a period of 4 years: sudden 
death hey by a meningoencephalitic syndrome} 
p. 109- 


39568 CALAS A propos d'un cas subaigu de 

lodermatomyosite de Petges et Cléjat. 
‘Subacute case of Petges-Cléjat poikilodermatomyo- 
sitis] p. 113-4, 


BULLETIN DE LA SOCIETE DES 
SCIENCES MEDICALES DU 
GRAND-DUCHE DE LUXEMBOURG 
Bull. Soc. sc. méd. Luxembourg June 58 
39570 STEICHEN F Des complications de 
l'aortograph! 


jie. p. 9-16. 


BULLETIN DE LA SOCIETE 
SCIENTIFIQUE D’HYGIENE 
ALIMENTAIRE ET D’ALIMENTATION 
RATIONNELLE 
(Paris) 


Bull. Soc. sc. hyg. aliment., Par. 46(1-3) 1958 


DESNUELLE P exo & la biochi- 
39575 mie des protéines. p. 1-12. 


39576 Cc, Digestion 
des protides. p. 13-26. 


39577 ASCHKENASY A Protéines et hémato- 
polése. p. 27-52. 


BULLETIN DES SOCIETES 
D’OPHTALMOLOGIE DE FRANCE 
aris) 


Bull. soc. opht. France No. 1 Jan 58 


FRANCOIS P, WOILLEZ M, WANNEB- 


39576 ROUCQ 2c Les corps étrangers intra- 
interét du re- 
perage au Vogt modifié. [Unrecognized magnetic 


intraocular foreign bodies; value of location by 
modified Vogt method] p. 10-2. 


FRANCOIS P, ASSEMAN R, DOISE P 

Quatre cas de mydriase par corps 
étranger intra-oculaire. [4 Cases of mydriasis 
caused by intraocular foreign bodies] p. 13-9. 


J9580 ROUHER F Chalcose du cristallin: ef- 
fets du B.A.L. [Chalcosis of the cry- 
stalline lens: effect of BAL] p. 19-20. 


39581 KALT M, GIRARD G Reflexions sur les 
corps etrangers metalligques intra-ocu- 
laires avec ou sans mydriase areflexique homola- 
terale. [Reflections on metallic intraocular for- 
eign bodies with or without areflexic homolateral 
mydriasis] p. 20-7; discussion, p. 27-8. 
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PAUFIQUE Traitement du glaucome in- 
fantile. p. 39-41. 


HERMANN P Microphtalmie associée: 
le syndrome microphtalmie-rétinite pig- 
[Associated microphthalmia: 
ntary retinitis-glaucoma 


39584 


39585 
mentaire-glaucome. 


syndrome] Pp. 42-5, 


ag5e6 MERCIER A propos du traitement du 
glaucome. p. 45-6. 


39587 PAUFIQUE L, LEGRAND J, HERVOUET 
F propos des interventions fistulisantes 

chez les none de race noire. [Fistulization in- 

Negro race] p. 46- 


39588 FRANCOIS P, WOILLEZ M Volumine- 
use ie conjonctivo-épisclérale au 
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tions) p. 73-80. 


39596 BARON A, CHEVANNES Migraine oph- 

talmique et oblitération d'une branche de 
l'arttre centrale de la rétine. [Ophthalmic mi- 
graine & obliteration of a branch of the central 
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amylose rénale; action remarquable 
therapie. [Suppurative air cysts; renal amylosis; 
remarkable action of vaccinotherapy} p. 407-10. 


39619 BENOIST F, HERAUD G, LELIEVRE A, 
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p. 109-14. 
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an submission attitudes, intolerance 
biguity, and agg i p. 121-6, 


39644 — JZ, LEHMANN HE Develop- 

ental norms on four psychophysiologica! 
measures 5 ier use in the evaluation of psychotic 
disorders. p. 127-33 


CANADIAN JOURNAL OF SURGERY 
(Toronto) 


Canad. J. 1(4) July 58 


39645 RITCHIE JB George Alexander 
Kennedy, ; 1956-1913. p. 279-86. 
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ELLIOT EC, CALLAGHAN JC All 


J9646 


seem plastic ventricle-type pump with tricus- 
pid valves. p. 308-12. 
39649 PARKINSON D Cerebral arteriovenous 

aneurysms: surgical management, 

p. 313-25. 
39650 Thyrolde linguale: expose 

‘une technique d'excision. 


thyroid: Same of an excision technic] 
. 326-8, 


3965! WILSON GS The present status of 
surgery for prostatic obstruction. 
p. 329-36. 

39652 GOUWS F, HARRISON RC The influ- 
ence of the vagus nerve on antral func- 

tion. p. 337-43. 
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61. 


39656 GOUWS F, SILBERMANN O, MAC- 
KENZIE w C The effect of ‘17-ethyi- 
19-nortestosterone (nilevar) on healing of experi- 
mental wounds. p. 362-5. 


39657 GILFILLAN RR Obiturator hernia. 
p. 366-7, 


39658 BAIRD RJ, ANDERSON W, MILLS J R 
Carcinoid tumour in a Meckel's diverticu- 
lum. p. 368-70. 


39659 BAKER CB, WILSON J K, WOODS JM 
Marfan's syndrome: a successful aortic 
of 


39660 GAY BC Torsion-avulsion of an 
epiploica with haemorrhage. 
p. 376-8, 


CANADIAN MEDICAL ASSOCIATION 
JOURNAL 
(Toronto) 


Canad. M. Ass. J. 79(1) 1 58 


3966! KRAL VA Masked depression in middle 
aged men. p. 1-5. 


39662 COHEN G, DWYER J The effect of in- 
tramuscular trypsin in chronic bronchitis 
p. 6-8, 


9663 SWANSON HA Infrapul y eff 
s9669 


39664 PAVILANIS v, FRAPPIER A Avwinter 
of p in Saint-Augus- 
in, Que. Il. Laboratory studies. p. 11-4. 


39665 LARGE G c Crystalline tetracycline 


ide in the of acute 
and chronic saaxtiiary | sinusitis. p. 15-6. 


39666 PERETZ AW, PERETZ DI Ankylos- 
tomiasis in British Columbia. p. 17-8. 


19667 BOND R M, MEDCOF 
in New 


1957. p. 19-24, 


HARPER DW, ORMSBY H L, 

COCKERAM A A survey of skin and 
complement fixation tests for toxoplasmosis in the 
Toronto area. p. 25-8. 


49669 WEARING M P Induction experience in a 

general hospital. p. 28-31. 

39670 HAZLETT BE, YENDT ER Thrombo- 
cytopenia following gold therapy with suc- 

cessful treatment. p. 31-3. 

39671 KAVELMAN DA Myocarditis. p. 33-7. 

39672 TODOSIJCZUK D, WILSON Broncho- 
genic cyst with recurrent pleural effusions. 
p. 38-41. 


49673 CORRIGAN C, LYNN RB Infantile 
cortical hyperostosis; report of a case in 
an Indian infant. p. 41-3. 


49674 WELLMAN M The concept of normal in 
medicine. p. 43-4. 


ROSSEAU J, DESROSIERS RG Finalgon; 
thermal modifications. p. 44-5. 


39676 GIBSON R_ Recent trends in mental de- 
ficiency. p. 53-5. 


39677 LEBLOND S Le Dr Dill. p. 55-7. 
39678 WILLIAMSON P Emphysema. p. 58-61. 


39679 FISHER TL An irrational patient; a 
fractured hip. p. 61-2. 


39675 


CANCER BULLETIN; TEXAS EDITION 
(Houston) 


Cancer Bull. Texas 10(3) May-June 58 


19660 CANCER of the prostate. p. 43-4. 


396681 RADIATION biology and cancer. p. 45-7. 


39662 — anesthesia for biopsy. p. 48- 


3964. MEDIASTINAL lymphoma. p. 50-1. 

39684 CONGENITAL malformations. p. 53-4. 

39685 BENIGN tumors of the intestinal tract. 
Pp. 


CANCER RESEARCH 
(Chicago) 


Cancer Res. 18(5) June 58 


39686 STEINER PE Cancer research in trans- 
Saharan Africa. p. 489-90. 


39687 BERNHARD W Electron microscopy of 
tumor cells and tumor viruses; a review. 
p. 491-509. 


39688 GELLHORN A_ The cocarcinogenic activi- 
ty of cigarette tobacco tar. p. 510-7. 


39699 NIRENBERG MW, HOGG JF Inhibition 
of anaerobic glycolysis in Ehrlich ascites 
tumor cells by 2-deoxy-D-glucose. p. 518-21. 


39690 TELLER MN, PALM JE, MERKER PC, 

HARRS JJ, WOOLLEY GW The use of 
transplantable human tumors in experimental chem- 
otherapy. p. 522-6. 


39691 HISAOKA KK The effects ot <-acetyl- 

aminoflucrene on the embryonic develop- 
ment of the zebrafish. I. Morphological studies. 
p. 527-35. 


39692 AUERBACH V H, WAISMAN HA The 
metabolism of aromatic amino acids in 

leukemic rats. p. 536-42. 

39693 AUERBACH V H, WAISMAN HA Amino 
acid metabolism of Novikoff hepatoma. 
p. 543-7. 


29694 WILLIAMS AM, LEPAGE GA Purine 
metabolism in mouse ascites tumor cells. 

1. Effect of performed on in vitro incor- 

poration of glycine-2-Ci4. p. 548-53. 

39695 WILLIAMS AM, LEPAGE GA Purine 
metabolism in mouse ascites tumor cells. 

Il. In vitro incorporation of performed purines into 

nucleotides and polynucleotides. p. 554-61. 


39696 WILLIAMS AM, LEPAGE GA Purine 
metabolism in mouse ascites tumor cells. 

II. In vivo incorporation of preformed purines into 

nucleotides and polynucleotides. p. 562-8. 


lusions 
| 
des 
7 
49639 GLICKMAN Deficits in avoidance 
learning produced by stimulation of the 
| 
N | 
chologic 
| 
| | 
p. 343-9, 
la: 
| 
T 
tes 
| aorta, p. 371-5. 
ateux dissemine. [Acute ti ri “4 
iis & disseminated lacs 
p. 372-7, 
383-91, 
R-421 


39697-39793 


CURRENT LIST of 


MEDICAL LITERATURE 


Vol. 34, No. 4 


39697 DUNN MS, MURPHY EA Effects of age, 

sex, strain, and methionine analogs on the 
nonprotein amino acids in the liver of normal and 
tumorous rats. p. 569-74. 


39698 TURUMI KI, DAWES ML Serum sialic 
acid levels in mice with neoplasms. 
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t&hotenstvi. of post-mature pregnan- 
cy] p. 319-23. 


3987; SATTRAN J, VYHNANEK J Porfyrie v 
ké gestosy. [Porphyria 
in gestosis] p. 324-6. 


39872 OMELKA Z Hrozicf kolise dvojfat. 
[Threatened collision of twins} p. 327-8, 
39873 UHER J O pracovnf neschopnosti u 
hrozicfc! . [Working incapacita- 
tion in threatened abortion] p. 329-30. 


39874 KLAUS K Prof. Dr. Vaclav Pit'ha; 

vzpominka k 35. vfro€f jeho Gmrti. 
[Prof. Dr. Vaclav Pit'ha; 35th anniversary of his 
death} p. 331-4. 


CESKOSLOVENSKA NEUROLOGIE 
(Praha) 


Sesk. neur, 21(3) May 58 


39875 MENSIKOv A 2, POLAK O Aktivace 


a jeho vliv na elektrickou aktivitu pri aferent- 
h(B). [Electr phic ac- 

pact by chlorpromazine & its effect on 

cerebral electrical activity during afferent stimula- 

tion] p. 145-58. 


39876 ROTH B Elektroencefalografické projevy 

deaferentace centr4lnfho nervstva. 
[Electroencephalographic signs of central nervous 
system deafferentation] p. 159-65. 


39877 SIMEK J, STEIN J EEG u nemocnfch 


s nitrolebnimi meningeomy. [EEG in 
with 1 meningioma] p. 166- 


79. 
39878 SOUSTEK Z Disemi a fal 
lacie u k¥efovych stavé jako nasledek cév- 
nich spasm@. [Disseminated cerebromalacia with 
convulsions caused by arteriospasm} p. 180-6. 
39879 CHRAST B, NEDBAL J Primarnf moze- 
tkova krvacenf; anatomickoklinicka studie. 
(Primary cerebellar hemorrnage; anatomic & clini- 
cal studies] p. 187-201. 
39880 FISAROVA , SCHWARTZOVA K Dife- 
rencialnf diagnosa mezi nemocf Schilde- 
rovou a subakutnf encefalitidou s inklusemi. [{Dif- 
ferentiation of Schilder's disease & subacute in- 
clusion encephalitis] p. 202-6. 


LEDINSKY, MRACEK poranEnf tem- 
laloku yna 
Fetove funkce u polyglot. [Effect of damage in 
of t 1 lobe on speech 


function in a polyglot] Pp. 207-10. 
39862 L_ Syndrom canalis carpi. 
. 211 


39883 HENNER K Profesor Dr. Vaclav Pitha 
[50th Birthday anniver- 
sary of Dr. Vaclav Pitha] p. 216-24. 


39684 padesdtntkem. 
versary of Dr. Evzen Vencovsky) p. 225-6. 


CESKOSLOVENSKA PEDIATRIE 


39859 VACHA K Ohrofené t&hotenstvf. (Praha) 
[Threatened pregnancy] p. 271-5. 
Cesk. 13(3) 5 Apr 58 
39860 PRIBRSKY J, DRNEK F K ot4zkam 
in pFed&asnfch porodé v pohraniénich 39885 KOPECKA B, SRBOVA D, ZICHOVA 0 
jihoSeskfch okresech. [Causes of premature arytmif ¥ véku. 
of the southern Bohemia] hildhood} p. 182- 


Je 
10. 4 october 1958 
8 
‘lavnim k pFevodu b krve. [Ex- 
trauterine pregnancy with special reference to 
3, abdominal blood transfusions] p. 170-6. ay 
39633 KRIKAL Z Prevence poporodnfho krv4- 
jako cenf. of post-partal hemor- 
{Anti rhage] p. 176-81. 
ur- 
| 
ary | | 
| 
CESKOSLOVENSKA FYSIOLOGIE 
Cesk. fysiol. 6(4) Nov 57 
39799 UssAK K, GRASTYAN E, MOLNAR L, 
KEKESI F, SZABO J, VEREBY G_ Vy- 
39644 KRIZ J Operovat ozaFovat rakovinu | 
| | 
| 
| 
omc | | 
Li- 
| | 
ar- 
mice] p. 494-500. 
Sek) nim Ph. 
39829 HRDLICKA Z Neprichodnost vznikl4 & 
| | 
| 
can; } patient 
| | 
‘ 
iV. 
| | | 
| | | 
with 
| | 
vice v elektromyografii. [Use of magnetic | 
‘es Tegistration of rotary removable head in electro- 
| 
- 
| 
! 
| 
| 
ch- 
| 
| | 275-9. | 94. 
R-423 
& 
’ 
¥ 


39886-39979 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 34,No,4 
39886 MACKO M, HANDSCHUHOVA 0, PosPf- | 399); KUNCOVA Z, MULLEROVA A Prézkum | 39935 VADURA F Posudkovd slu¥ba u ne- 

KLUSKA Klinicté » idioneurdinf dra¥divosti u Skolnfch dett. h zhoubnymi nédory. [Assess- 39956 operative Bebandlng 
tornf seaBoncals v diagnostice parotitidy a jejich [A survey of idioneural excitability in school ment of the work disability and invalidity of pa- Siiugling. Senabe wearer Tusstenose beim 
Komplikacf. [Clinical & laboratory experi hildren} p. 328-33. tients with malignant tumors] p. 174-84. pyloric steaosie in iafamts) p. 272-27 
in diagnosis of parotitis & its complications 
39912 partons | 30038 NOVAK Z K ongantsact 99959 BIBUS B, HOHENFELLNER R 

ve velkych méstech. 
39887 KOLAROVA J Paretick4 forma ture of full-term & premature infants ® [Problems in the organization of eme: . [Methods of 

myelitidy u kojenci po ofkovanf proti dif- p. 333-8, cal services] p. 185-93 rgency medi plastic of the polis] p. 273-6, 
poliomyelitis in infants afer diptiheria’& smail- | 29919 BOUSAROVA J, TREFNA E, ZNAMENA- 39960 KOLE W Ober die Anwendung einer 

ation) K OSetFovanf a odpaddvanf pupe- neuen Doppelsonde in der Magen 
pox & its p ] Pp. 200-3. Enfch pahgif. [The care of & the falling off of the of 
396o0 BLEHOVA B, MALY V ké umbilical stump] p. 338-44. yy in gastroesophageal surgery] p. 277-9. 
& At. palate 39914 NAIDR J Ur€ovanf hematokritu mik- 39961 LICHTENHELD F Nebenniereninsufti- 
for of 20(8)_ May 58 Cortisonherape. [Adrenal 
rodetermination Chirurg 29(5) May 58 ency in gur- 


ZAHORIK I, SPRINDRICH J Détska 
revmaticka onemocnenf; vyskyt v letech 


1945-1955 na L. ké Klinice v Brné a jejich 
souvislost s meteorologickgmi faktory. heu- 
matic disease in children; occurrence at Pedi- 


atric Clinic in Brno from 1945 to 1955 & its rela- 
tion to meteorological factors} p. 206-13. 


39890 PIKARTOVA H Teplota novorozence 
ochlazenf. [Temperature of newborn 

during cooling] p. 213-8. 

39891! DITTRICHOVA 3 K otdzce sledovant 
dugevnfho h 


vyvoje 


p. 218-27. 

J, BRACHFELD K, 
P¥ispévek k reflexim 
[Research on reflexes 


in newborn] p. 227-30. 


39893 vy, CERNAY J Prispevok k 
niu chronickfch a periodickfch feb- 

riingch Baas udetf. [Recognition of chronic & 

obscure febrile states in children] p. 231-8. 


39894 M, FAFLOVA H_ Intramusku- 

fa intravenosnf urografie v détském 
véku s 50% a diodonem (synfarma). 
& intravenous urography in 
diodone (synfarma)] p. 239-41. 


39895 J, STANINCOVA V Uiitf mik- 
‘ohematokritu v léka¥stvf. [Use 
of whecbhagadastia in pediatrics} p. 242-5. 


39895 P, GALANDA V hepa- 
liedeng pravostrannou lobe! 

(matigat hepatoma treated by right lobectomy] 

p 

39897 FRIEDMANN B, HOENIGOVA J, BECO V 
Rh protildtka anti-E (anti-Rh) jako pFféina 

hemolytické Zloutenky novorozence. [Anti-E Rh 

antibodies (anti-Rh) causing hemolytic jaundice in 

newborn] p. 249-50. 


39898 BOBAK J, POL{VKA Vrozeng mno- 

hotny rhabdomyom srdce, provadzeng tu- 

berosnf sklerosou mozku. [Congenital multiple 
jated with tub 


cardiac rhabdomyoma 
sclerosis of brain] p. 251-5. 
39899 M, RiHA F P#fpad symptomati- 
ké trombocytopenie p¥i rubeole u osmile- 
tého Primed [Case of symptomatic thrombocyto- 
penia during rubeola in 8 year old boy] p. 255-8. 
39900 LODINOVA R Olenkergii. p. 258-61. 


3990; VELIMIROVIC B DneSnf stav poukitf 
chlorpromazinu u infekfnfich chorob. 
status of use in infectious 
Ss} p. 261-5. 


39902 BRDL{K J Frantiek Hamza. p. 265-7. 


39903 SALATA Deti cigdnskych spoluobta- 
nov; vel'k§ problém nasej starostli 
[Gypsy children; a great problem] p. 267-71. 


*Eesk. pediat. 13(4) 5 May 58 


39904 BLECHA J Vznam ristovgch poznatki 
pro pediatrii. [Importance of growth 
records in pediatrics] p. 295-6. 


BLAZEK F, HRUBCOVA M, KAPAL{N 
39965 LOVE | E, PROKOPEC M, 
PROSEK vy, AA VySetrovanf sledovanf a 
hodnocenf réstu a v§voje mladeke, 
follow-up & assessment of physica 
velopment] p. 296-303. 


39906 J, SEvCfk K ObShové hodnoty 
testy v stupnich zralosti, [Circulatory 

9 in developmental age groups} 


39907 CIHULA J, SevCik K, HORAK M 
Vylugovant celkovfch neutrdlnfch 17-ke- 
v pubert4lnfch stupnfch (zralosti) 
uchlapeé. [Urinary excretion of total neutral 17- 
eo” in puberal males according to age} 
P. 


39008 Capnova- pARizKov 3 pos 
tuku 
p. 310-1. 


POUPA O, FALTOVA E 
39909 bflkovin v potrav’. [Growth on a 
diet with excess protein] p. 313-5. 


39910 athe 1 I, KOUBA K, MASEK K Krevnf 
u respiratnfch onemo- 

enénf. [Blood pr te in children with respira- 

tory diseases} p. 316-27. 


R-424 


ais Nahodné otravy d&tf durma- 
[Sudden poisoning with thorn-ap- 
ples in children} p. 350-1. 


39916 3 Kde se setka s infek- 
1? [Where does the child come 
in contact with infectious diseases?] p. 351-5. 


39917 MILOTOVA J, KLUSKA V, STEJSKAL J 

rodigu d&tem na infekenim oddéle- 

nf jako jeden z prostfedki boje proti hospitalismu. 
Information about parents of children at an in- 


ence with 
fectious hepatitis] p. 359-60. 
39919 NCSEK A Pffspévek k otdzce télesné 
hovy a zvlastn{ telesné v§chovy na 
Skol4ch, [Data on the question of physical edu- 
cation in the schools] p. 361-3. 


CESKOSLOVENSKA PSYCHIATRIE 
(Praha) 


Eesk. psychiat. 54(2) Apr 58 


39920 voupr V Prof. Dr. Janota 
vil sedesaté narozeniny. 
60th of Prof. Otakar Tanotaj p. 73-9. 


39937 NAUMANN P, HEUSSER W Bakteriolo- 
gische Studien zum Hospitalismus und 
seiner Epidemiologie unter Bericksichtigung sero- 
logical studies on hospitalism and epidemiology 
with special ref to logical diff 
tion methods] p. 193-8. 
39923g JAGDSCHIAN V, NEUHAUS G, GRAU- 
MANN 


W Die Bedeutung der r postopera- 
tiven mediastinalen Verziehung beim Bronchus- 
a a 


astinal disp 
p. 199-204, 


39939 commas G, L'ALLEMAND H, DE- 
, THORBAN W Uber den Wert 


39940 — K, BAERWOLFF G Zur klini- 
hen Probl: der 


kose. [The clinical problem of osseous echino- 
coccosis] p. 207-12. 
USEN U 


3994; GONDERSHA’ Ein Beitrag zur 
lokalen Behandlung heilend 


gery; relation to cortisone therapy] p. 285-6, 


39962 SCHRODER A Neue Ring-Pelotte, {a 
new ring pressure cushion] p. 286-7, 


39) RAHM E Riickstromventil fiir die Cysto- 
~_ skopie. [Backflow valve for cystoscopy] 
P- 


39964 BOSHAMER K Nicolai Guleke. p. 299, 


CHIRURGIA DEGLI ORGANI DI 
MOVIMENTO 
(Bologna) 


Chir. . movim. 4 1958 
39965 DE BASTIANI G, LUNARDOC Azione 

dell’ insulina sull'accrescimento di ratti 
ipofisoprivi. [The effect of insulin on the growth 
of hypophysioprivic rats] p. 263-8. 


39966 DE BASTIANI G, PERISSINOTTO B 
Effetti della somministrazione del fattore 


thay e di glucosio sullo accrescimento del rato 


Wunden, [Local therapy of secondary healing 
wounds] p. 212-3. 


chuscysten. p. 213-6. 


39943 BURKERT sur 


3992) MYSLIVECEK Z Problém 
[Proble 


m of paraphrenia] p. 82-7. 


39922 VONDRACEK V, DOBRY J Ritalin: no- 
vé psychomimetikum. ([Ritalin, a new 
psychotomimetic] p. 88-93. 


39923 STUCHL{K J Prolegomena ke studiu 
neofasif. I. Glosolalie a glosografie. 
‘Contribution to the study of neologism. II. 
lossolalia & glossographia] p. 94-101. 


39924 vyencovent E Duéevnf choroba Rudol- 
a mental illness of Rudolph 1) 
39925 ROUBICEK J Podobnosti a rozdfinosti 
schizofrenif a experimentdlnfch psychos. 
[Similarities & differences between experimental 
psy & phrenia] p. 108-15. 


39926 GUENSBERGER E, GROSS J, MASARIK 
Cielené elektrogoky. r elec- 
troshock therapy] p. 116-21. 


39927 J, O, MACEK Z, 
RIEGEROVA KUBELKA Porucha_, 

védomf s ka i 

v poporodnf dobe. [Disorders of consciousness 

with catatonia symptoms during puerperal enceph- 

alitis} p. 122-8. 


39928 DOBIASOVA L Vztahy hematologie a 
‘psychiatrie v klinikeé praxi. (Relation 
ey & psych y in clinical prac- 
p. 129-37. 


between 

tice} 

39929 JANOTA O Prof. Dr. E. V 
s4tnikem 


encovsky 
Birthday of Prof. 
E. Vencovskf} p. 138-43. 


CESKOSLOVENSKE ZDRAVOTNICTVI 


(Praha) 
Sesk. zdravot. 6(4) Apr 58 
39930 ZARUBA K Poliklinika v Mladé Bolesia- 
hae polyclinic at Mladd Boleslav] 
bt -54. 
39931 Ustavnf péte o chronity v 
z hlediska typisace. [Institutional 


care the chronically ill in Czechoslovakia] 
p. 155-8. 

9932 SANDA J vba oBet¥ovacfch 
tistavi. [The construction 


of standard- 
= nursing homes for the chronically ill] p. 159- 


39933 SALAVA M Spoluprdce lékdrnfka s 1é- 
. [Cooperation between physicians 
and pharmacists] p. 163-8. 
39934 PONCAE K dispensari- 


sace Problems in the treat- 
ment of epileptics] p. 169-73. 


39945 


[Indication for increased use of 
y ly in gi 


p. 216-8, 

39944 KRIEGER K Der Spalthautlappen bei 
Keloidbehandlung. [Split thickness skin 

grafts in keloid therapy] p. 219-20. 


HARDER HJ _Narkosemethoden fiir Op- 
ingen und Kleinkindern. 


39946 SCHERZ F Unfallchirurgische Behelfs- 
gerate. (Emergency equipment for ac- 
cident p. 237-8. 
SCHILLER M Das Ureter-Kompres- 
sorium. p. 238-9. 


ARTHUR LAWEN. pp. 239-40. 


39947 


39948 


Chirurg 29(6) 


39949 BUCHERL ES, KONCZ J, BUCHERL R 
M ng des Pi mit Le- 
bervenenkathete risierung und intraoperativer Di- 
rektpunktion. [Determination of portal vein pres- 
sure with hepatic vein catheterization and intraop- 
erative direct puncture] p. 241-5. 


39950 GOTTSACKER E 25 Jahre Zephirol; Bei- 
trag zur chirurgischen Handedesinfektion. 
tan oo years of zephirol, a contribution to 
hand di p. 245-7. 


PATAKY Z, KARACSONYI A Die Blut- 
Dar 


39951 


ng des 

Sigma und Rectum und ihre chirurgische Bedeutung. 
[Blood supply of the intestinal passage between sig- 
moid and rectum and its surgical significance] 
p. 248-52. 
39952 eo TSCHENREUTER K Die 

oderner Netzmittel fir die Chirurgie. 
[importance of modern wetting agents for surgery] 
Pp. -8. 


39953 HOLDER E, KAULBACH W Zur Prog- 
nose der gleichzeitigen und 

Kranzaderverletzung. [P: 

ventricular and coronary vessel poked p. 259- 

63. 


39954 H Uber bésartige Tumo- 
im Kindesalter. [Malignant tumors 
in childhood] p. 263-4. 


39955 SCHWARZ W Lokalantibioticum zur Ver- 
hiitung von Bauchdeckenabscessen. [Lo- 

cal antibiotic therapy in prevention of abdominal 

wall abscesses] p. 264-6. 

39956 GOMBKOTO B, LEOVEY A bber die in 


die freie Bauchhahle perforierte Pankreas- 
rforated into the free 


cyste. cysts 
abdominal cavity] p. 266-8. 
39957 w Die Kardiomyoektomie, 


nach | Heller” [Cardiomyoectomy, 
a proposal for operative cardiospasm treatment ac- 
cording to Heller] p. 268-72. 


privo. [Effects of the administration of the 

Pancreatic hype: re factor 
and of on growth of 
privic rat] p. 269-72. 


39967 L_ Trattamento chirurgico 
arteriopatie obliteranti mediante 

trapianti Smee [Surgery of obliterating ar- 

teriopathy with muscular transplants] p. 273-87. 


39968 CORSINI F Alt 
nelle malattie muscolari. [ 
phic changes in muscle diseases] p. 288-93. 


39969 GOIDANICH IF, MANARESI C Dimos- 
trazione istochimica della fosfatasi alcali- 

na nel tessuto caseo deca lcificato con versene. 

(H of alkaline phospha- 

tase in bone dcalled by verse p. 204- 


osteo-distrof! 


39970 ZAPPOLI Ii pollicea 
scatto. (Trigger thumb] p. 299-307. 


39971 T, TRABUCCHI L Ipertro- 


morbo di Hoffa. 
traumatic hypertrophy of the subrotular corpus 
adiposum: so-called Hoffa's disease] p. 308-20. 


39972 CANEPA G, VACIRCA M Epifisiodesi 
con staffe metalliche nel trattamento delle 
deformita angolari degli arti inferiori. [Epiphysio- 
desis with metal staples in therapy of angular de- 
formities of the lower extremities] p. 321-37. 


39973 CAPPELLINI O Su un caso di paralisi 
dissociata di radiale da lipoma intermusco- 

lare. [A case of dissociated paralysis of the radial 

nerve caused by intramuscular lipoma] p. 338-43. 


CHIRURGIA NARZADOW RUCHU I 
ORTOPEDIA POLSKA 
(Warszawa) 


Chir. narz. ruchu 23(1) 1958 


39974 KALWARYJSKA H Pierwsze proby sto- 
sowania gimnastyki leczniczej w Poznaniu 
w latach 1840-42. [The first attempts in the ap- 
licati dial at Poznan during 


the period 1840-1842] p. 1-8. 

TELESZYNSKI Zz, BILIK Prace Wia- 
39975 
dii i traumatologii. '[The works 
tology] p. 9-17. 


39976 S Pourazowa 
koriczyn tupu Sudecka; spostrzetenia Kli- 
niczne. bone of the 


Inictete. 


39977 BILIK A Okal 

(Hand injuries in 23-6. 
[(Teeumatic 4 dislocations of the spine in 
children} p. 27-32. 


39979 BIAZECKIS Leczenie wadliwie zgojo~ 
‘Treatment of poor- 


= 
- 
gh 
& 
ae os fectious ward as one of the methods of prevention | 
of hospitalism] p. 355-9. 
a991g GOTZ B ZkuSenosti s ozdravovnou pro 
d&ti_po epidemické hepatitide. [Experi- r kunstlichen Blutdrucksenkung bei akuten Oeso- 
phagusvaricenblutungen, [Value of controlled hy- 
vary 4 potension in acute esophageal varices hemor- 
rhages] p. 204-6. 
r 
fee ee [Anesthesia methods for operations on infants and 
small children] p. 221-3. 
allt 
igs 
58 
ly-united bimalleolar fractures} p. 33-8. 
— 


CURRENT LIST of MEDICAL LITERATURE 


39980-40079 


children | p. 43-5. 


39982 ARCT W O taxotce torbielowate}. 
(Cysts of the semilunar cartilages of the 
wee] 47-50. 
39989 MALAWSKI S, ZUK T, GAWLIK Z Tor- 
bielowate le stawu ko- 
janowego. [Cystic degeneration of the semilunar 
cartilages of the knee] p. 51-8. 


39984 WOSKO I, SKWARCZ A_ Dysplasia fi- 
brosa polyostotica. p. 59-64. 
GRENDA J Leczenie hialuronidaza, 

39985 tego przy palcéw (choroby 

ouytrena). [Hy dase therapy of Dupuy- 

_tren’s contracture] p. 65-70. 


39966 SZULC W Myositis ossificans jako po- 
wikfanie tezca. 
acomplication of tetanus] p. 71-4 


mierz operacyjny wrasnego pom 
— personally-designed fan-' 
niometer] p. 75-83. 


39969 PIERNIKARCZYK J Aparat do podwie- 
p. 84-5. 


Chir. narz. ruchu 1958 

augyg PIATKOWSKI S, WOSKO I, ZATONSKI E 
Operacyjne leczenie niedowtadéw i zniek 

sztattert koriczyny dolnej po chorobie Helnego-Me- 

dina u dzieci. of p 

and deformities caused by poliomyelitis in chil- 

dren} p. 89-96. 


39990 ee J, WOSKO I, ZATONSKI E 


toticzyny po chorobie Heinego-Medina u 
dzieci. [Deformities of the lower extremities 
caused by poliomyelitis} p. 97-103. 


39991 GRZYBOWSKI E, KOZAK J, PURSKI J 


of congenital dislocation of the hip] p. 105-11. 


39992 LIPINSKI W Przegiad chorych urazo- 
wych, operowanych z uZyciem zespolenia 

odtaméw kostnych drutem. [Review of fracture 

patients operated on with wires used 

the bone fragments] p. 113-7. 


39993 eraypates wytro- 


przez staw kolanowy zespoleniu 

ja kogci udowej. [A rare case of migra- 
through the knee joint] p. 119-20. 


99994 DEKA Z, POETORAK L Leczenie ain- 

mafi patologicznych na tle nowotworowym. 

of tracteres resulting 
tumors] p. 121-7. 


39995 WOLANSKIN Krytyczny wiek w ksztaf- 
towaniu postawy ciafa. 
in the fo of body posture] p. 1 


3999 WEJSFLOG G Scoliosis 
[Ophthalmic scoliosis] p. 135-9. 


39997 BERNARDCZYKOWA A, STRZYZEWSKI 
H Torticollis ocularis. p. 141-5, 


ZAGALSKI J, KUS H Galaretowate tor- 
biele dolu podkolanowego. [ Popliteal 

cysts} p. 147-52, 

39999 TELESZYNSKI Z 

Stenosans] p. 153-5. 

400090 BIAZECKIS Operacyjne leczenie cho- 


roby Pageta. 
Paget's disease] p. 157-62. 
40001 FAST J, Ztamanie zeba 


bez przemieszczenia. 
[Fracture of the the edenteld process of the axie with- 
out displacement] p. 163-6. 


40002 BIELSKI T Elektroforetyczny sk%ad biar- 


40004 ARCT W 
ma of the knee capsule] p. he 
40005 LOTH F 


The most common mistakes 
Fert the application of plaster casts) 


| 
of hemangio- 


4BOSIEC W Ci otwarte zwichni¢ 40006 ZDERKIEWICZ W 
gostek. [A case of complete compound dis- design metallic plate in Gruca's 
= of the talo-tibial joint without malleol y] p. 187-91, 
fracture] p. 39-42. 
40007 PIERNIKARCZYK J _ Stor umotliwiajacy 
3996! LOTH F j pozycji chore- 
gruflicy Wo zyny gona table for gradually changing 
Any [An early radiographic sign of the position of the patient 
bone and joint tuberculosis of the lower limb in cal] p. 193-4, 


CIRCULATION; JOURNAL OF THE 
‘AMERICAN HEART ASSOCIATION 
(New York) 


Cire N.Y. 17 June 58 

40008 JE Anomalous coronary 
es with special reference to arterio- 

venous- p. 1001-6. 


40009 LEONARD JJ, WEISSLER A M, WARREN 
Iv Observations on the mechanism of 
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of ascorbic acid] 


40149 CAUJOLLE F, MEYNIER D, BOUISSET 
J, HUYNH NA Effets pharmacodynami- 

ques de I'artabasine et de la matricine. {Pharma- 

codynamic effects of artabasine & matricine] 

P. 2585-8. 

40150 GAVAUDAN P, 


narcotiques et par les pressions hydrostatiques 
élevées sur le muscle dorsal de lombric. _[Indif- 
ferent stimulation induced by narcotics & elevated 
hydrostatic pressures on dorsal muscle of earth- 
worm] p. 2688-91. 


4015s! 


p. 2694-5. 


PELLETIER M, HENON M, DELAUNAY 
Mise en de nucléoagglutinines 
of tissular nucleoag- 


-8. 


i 
déciduome chez les rats en pseudogestatio: 
| 
Bes jet with negative (Aud. ). [Regeneration area of the antennas of iso- 
bate 2 which act on bile secretion] p. 2300-2, 40137 GRANGAUD M RP, CHARDENOT P, pg. 
40119 GUYOT M, POUSSEL H, GAVAUDAN P | des esters du 3-hydrony 4 
- “3 Action des narcotiques indifférents et des ophthalmic action of 3-hydroxy-4-ketoretinine es. 
pressions hydrostatiques élevées sur |' équilibre ters] p. 2532-4, 
By cytoplasme-vacuome et sur le chez 
ea Ascoidea rubescens Brefeld. [Action of neutral LMAD: CHEV. 
narcotics and of elevated hydrostatic pressure on 40130 
| 
| | | 
Pair | 40120 LUCAM F, FLACHAT C, FEDIDA M, 
By og | FONTAINE J, DANNACHER G Caracte- | 
| res de l'immunité anti-aphteuse locale révelés par 
| 
Be | 
| vasculaires. [New cheervations on the | 40140 SANDOR G Quelques aspects de réactions 
Sgt ca del neonato ed incompatibilita nel sis- Golgi apparatus in the cells of vascular plants] | entre les protéides sériques en présence 
| 
| 
a) 
| 
| 
Sere 40105 VUILLAUME M Essai de modification ee 
an des réactions instinctives des abeilles au | 
cours de l'élevage royal. [Attempted modifica- 
or ee tion of the instinctive reactions of bees during 
by 
| 
| 
| 
nie joe | cotrophins of bacterial origin; demonstration of 
Pape = | their action in vivo in hypophysectomized rat & in 
pensateur de l'isthme thyroidien apres lobectomie | 
fs, Le double. [Compensatory hyperfunctioning of the | 
isthmus after double lobectomy] p. 2174- 
mee 40109 FAURE M, MORELEC-COULON M J 
oe Constitution du cardiolipide; présence 
d'acide glycérodiphosphorique dans les produits | 
| 
} 
| 
p. 2682-5. 
| | 
| TRUHAUT R, CLANET F incor 
ie de 35S provenant de taurine marquée dans 
Se ae la moelle osseuse, les leucocytes et les thrombo- 
Jey tie cytes du rat. [Incorporation of $35 from labelled 
a x pie, taurine in bone marrow, leukocytes & thrombo- 
PROVOST A Précipi- 
40152 VILLEMOT J M, 
ee rat tation spécifique du virus rabique en mi- 
earare lieu gélifié selon la méthode d' Oudin-Ouchterlony 
(technique de Mansi). [Specific precipitation of 
Se Rae rabies virus in gelified medium according to the 
Oudin-Ouchterlony method (Mansi technic)| 
R-426 
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40154-40224 


those isolated from animal or man 
pare nek cov Prac] 
p. 2698-700. 


C. rend. Acad. sc. 246(19) 12 58 
155 DAUDEL R Remarques sur l'interac- 
me tion entre les éines et les h 
the 


40157 MESNARD P, BERTUCAT M Influence 
des composants de quelques huiles essen- 
= sur leur ee en milieu phosphori- 
of the of some essen- 
on their acetylation in phosphoric medi- 
wn] p. 2793-5. 


40158 Sur l'étiologie du chancre suin- 
du peuplier. [The etiology of oozing 


40159 
nism of death in hypothermia} p. 2799-801. 


40160 CHEDID L, BOYER F Corticotrophines 

d'origine bactérienne; pouvoir corticotro- 
pe spécifique des endotoxines. [Corticotropins of 
bacterial origin; specific corticotropic activity of 
endotoxins} p. "2801-4. 

40161 ALLOITEAU JJ, VIGNAL A Pseudoge- 
station és injection de progesté: 
chez la ratte. [Pseudopregnancy after inj of 

progesterone into female rats} p. 2804-7. 


40162 BERKALOFF A Les grains de sécrétion 


40172 DURANTON H, MOREL G fvolution des 
acides aminés Ubres dans des fragments 

tub: les de b cultivés in vitro. 
[Formation of free amino acide in tubercle trag- 
ments of J 


itured in vitro} 
p. 2927-30, 
40173 TETRY A, SUTTON £, MOULLEC J 
Recherche. ph 


nous plants)] p. 2930-1. 
40174 at FOURNIER P Influence de 


aureomycin on 
manifestation of the biological effects of lactose] 
p. 2931-4. 


40175 CORABOEUF £, ZACOUTO F, GAR- 
Gout. L YM, LAPLAUD J Mesure de 


la du 

[Measurement of the membrane resistance of the 
ventricular of mammals during activ- 
ity] p. 2934-7. 


40176 CHEDID L, BOYER F Corticotrophines 
d'origine bactérienne; pouvoir cortico- 

trope spécifique d'un produit non toxique extrait 
d'une souche rugueuse de Salmonella typhi. [Cor- 
ticotropins of bacterial origin; specific cortico- 
tropic activity of a non-toxic product extracted 
from a rough strain of Salmonella typhosa] 
p. 2937-40. 


40177 DELOST P, CARTERET P Augmenta- 
tion par l'adrénaline des effets inhibiteurs 
de la cortisone sur la fonction thyréotrope de la 
souris. [Adrenalin augmentation of the inhibitory 
effects of cortisone on thyroid function in the 
mouse] p. 2940-2. 


40178 KLETHI J, VIRMAUX N 

La répartition des nucléotides dans 
di 
{Distribution of free caneamies in the 
various zones of the crystalline lens of young and 
aged cattle] p. 2942-5. 


40179 PASQUALINI J Modes de conjugaison 
de la la corticostérone et de la 11-déhy~ 
rti Mechanisms of conjugation 


a: 


by the Malpighian 

thoptera, Gryllidae)] p. 2807-9. 

40163 LALLIER R Effets de substances sulf- 
hydrilées sur la détermination embryon- 

naire de l'oeuf de l'oursin Paracentrotus lividus. 

trotus lividus] p. 2810-2. 

40164 LESCHI J 


rti 
p. 2945-6. 


40160 BUCHEL L, LEVY J, TANGUY O Sur 
la potentialisation de l'action analgésique 

‘de la |-méthadone par la 5-1 

(sé ) P of the analgesic ac- 


tion of methadon by 5-hydroxytryptamine (sero- 
tonin)] p. 2947-9. 


prosthic, 
Noirs et de Blancs, [Pr 


ot mesure HAZARD R, BOISSIER 
40181 JR, MALEN C 
et nasion- ~ LARNO S ‘Sur quelques actions pharma- 
aston dans deux séries de crines de Se our 
Ve aminé ( fine). [Some phar logical ac- 
tions of a double lecule ( ‘ine) 


ment of the on angle and of 
the nasion-prosthion-basion angle in two series of 
¢rania from black and white subjects} p. 2812-4. 


40165 CHARNIAUX-COTTON H La gland an- 
drogéne de quelques crustacés décapodes 
et particuliérement de Lysmata seticaudata, espé- 
ce d hermaphrodisme protérandrique fonctionnel. 
[The ic gland of some decapodal crusta- 


formed by azo coupling of the amino ‘groups| 
p. 2949-51. 
4.162 DUCROT R, LEAU O Action de l'acide 
léthylacétique sur |'ototoxicité due 
a la dihydrostreptomycine chez le rat et sur le 
vertige expérimental de la souris. (The effect of 
2-phenylbutyric acid on ear injuries produced by 


ceans and particularly of Lysmata a 
species with protandrous hermaphrodit- 
ism] p. 2814-7. 


44166 AUBERT J P, MILHAUD G, MANOUS- 
G, DORMARD Y Mesure de 


l'échange et du 
sique du calcium osseux chez homme et le rat. 
of the the 


physiologi ent of bone tissue calcium in 
man and in rats] p. 2817-20. 


40167 DENAMUR R, FAUCONNEAU G, GUNTZ 
Isclement d'un nouveau nucléotide dans 
ine 5'-diph 


40168 RICHOU R, 
Sur les propriétés toxigénes des staphylo- 
Coques, conservés en milieu nutritif ou en plasma 
humain oxalaté, en présence de P. aeruginosa. 
[The toxigenic properties of staphylococci, pre- 
Served in a nutritive medium or in oxalated human 


40169 BERTHO! FROY N, WOLFF R 
La intestinale du cholestérol 
4-14C chez le rat et l'infl du é 


absorption of cholesterol-4-C14 in the 
Tat and the influence of sitosterol] p. 2825-8. 


C. rend. Acad. sc. 246(20) 19 May 58 


40170 ROBERT PO Amélioration possible des 


4C17| DELABY R, REYNAUD P, LILLY F 
ches sur les hypocholestérolé- 
miants: synthése d'amidines dérivées des acides 


ques a-substitués. [Research on hy- 


in rats and on experimental 
vertigo in mice] p. 2951-3. 


40190 POPESCOU CT Influence du greffage 
sur la transmission du parfum du Dianthus 


bean)] p. 3098-3100. 


4019; CORABOEUF E, GARGOUIL Y M, 

LAPLAUD J, LESPLACES A Action 
de l'anoxie sur lee potentiels electriques des 
cellules de 


‘es actives 
ineries (tissu ve ventriculaire isole de cota) 
fect of anoxia on the electrical potentials 
heart cells of active mammals and ine: ieee 
(isolated guinea pig ventricle tissue)] p. 3100-3. 


40192 WOLFF R L'ab i 
radioactive par l'anse 


40207 ARON M, PETROVIC A Recherches sur 
les fonctions gonadostimulante, thyréo- 
timul et cortic L de parties de pré- 
hypophyse soustraites 4 leurs relations avec la 
neurhypophyse chez le cobaye. [Researches on 
the gonado lating, thyr & cortico- 
stimulating functions of parts of the prehypophysis 
withdrawn from their connections with the neuro- 
hypophysis in guinea pigs] p. 3277-9. 


4U2UG MEUNIER JM Glandes surrénales et 

lactogenése; action de la surrénalectomie 
et de la cortisone. [Adrenal glands & lacto- 
genesis; effects of y &of ] 
p. 3279-82. 


4020y IDELMAN S Démasquage des lipides du 
chromosome géant des glandes salivaires 
de par enzymatique des 


rat situ. [The absorption of rad 
vitamin By2 by a rat loop in situ} 
p. 3103-5. 


40193 —— P, IDELMAN 8, ZAGURY D 
a 


group- 
ements an au ‘neem des grains de sécrétion des 
cellules neuro-sécrétrices de la Blatte, Blabera 
fusca Br. [Demonstration of lipoproteins con- 
taining sulfhydryl groups in the particles secreted 
by the neuro-secretory cells of the cockroach, 
Blabera fusca Br.} p. 3106-8. 


40194 MASSON J La sécrétion nucléolaire des 

chromosomes géants chez le chironome 

(Chironomus plumosus, insecte diptére). [Nu- 

cleolar secretion of the giant chromosomes of the 

~= — plumosus, a dipteran insect)] 


aoigs BILLY G Sur l'anthropologie des popula- 
tions de la Savoie. [Anthropometry of the 
people of Savoy] p. 3110-2. 


40196 VALLOIS HV, ROCHE J La mandibule 
acheuléenne de Témara, Maroc. [The 

— mandible from Temara, Morocco 

p. 31 


40197 TETRY A, eS MOULLEC J 
dans les 
pines dei Dolichos lablab L. 
on p in the seeds of the 


40198 PARDEE AB, JACOB F, MONOD J Sur 
l'expression et le réle des ay induc - 
tible et f dans la hése de la S-galac 
tosidase chez des zygotes d’Escherichia coli. [The 
role of the inducible alleles and the const rtutive 
alleles in the sy of 8-gal das« in zygo- 
tes of Escherichia coli] p. 3125-8. 


40199 VENDRELY R, KNOBLOCH A, VENDRE- 

LEY C Les deeoxyribome éoprotéines 
du noyau cellul et le de transforma- 
tion my la nucléohistone en nucléoprotamine. [The 
desoxyribonucleoproteins in the cell nucleus and 
the mechanism of transformation of nucleohistone 
into nucleoprotamine}] p. 3128-30. 


402090 TRUHAUT R, PAOLETTIC Sur la 
dynamique du fer sothenctil chez le lapin 
expéri le par le benzéne. 
{the distribution of radioiron in the rabbit after 
experimental poisoning by benzene} p. 3130-3. 


40206, DOURMASHKIN R, DUPERRAT B Ob- 
servation au du 
virus du molluscum contagiosum. [ Electron 


40163 DASTE P Sur l'utilisation de 
métalliques comme source de carbone 
> Flavobacterium resinovorum Delaporte et 
. [The utilization of metal resinates as a 
source of carbon by Fl 
Delaporte and Daste] p. 2953-5. 


40144 THERET M, Etude 


y of the virus of ag ] 
p. 3133-6. 


402vu2 S L'affinité de I"histamine pour 
substances cancerigénes stilbéniques 
le 4-benz: nthréne observée in vitro 
st vérifiée in vivo. [The affinity of histamine for 
Ib and for 3, 4-benzophenan- 


sérologique d'un sujet hybri 
chévre: un chabin, 
brid formed by crossing a male sheep with a fe- 
male goat] p. 2955-6. 


*C. rend. Acad. sc. 246(21) 28 May 58 


4018S COURRIER R, ZIZINE L Nouvelle con- 
tribution 4 I'étude du fonctionnement de la 

thyroide foetale. [New contribution to the study of 

thyroid gland function in the fetus] p. 2976-80. 


40186 MOURIQUAND “Ss EDEL V, CHIGHIZOLA 
R pyridoxine (Bg), cy- 
ion éthylique du 
cyprin. pyridoxine hydrochloride vita- 
min and cyanocobalamin (vitamin Piz on ethyl 
treatment of carp] p. 2983-6. 


40167 JANOT MM, QUI KH, GOUTAREL R 
Deux 


nouveaux 
funtumine et la funtumidine. [Two new sterol 
alkaloids: funtumine and funtumidine] p. 3076-8. 


tug BINETP Lag des 
de Zilla macroptera Coss. dans des sables 
d’humidité variable. [Germination of the seeds of 
Zilla macroptera Coss. in sands containing varying 
amounts of moisture] p. 3093-5. 


40169 DURANTON H Sort des atomes de la 
molécule d'arginine au cours de sa dé- 
gradation par les tissus de topinambour. [Loss of 
atoms from the arginine molecule during its de- 
di: Je hoke tissues} 


threne; observation in vitro and verification in vivo] 
p. 3136-9. 


*C. rend. Acad. sc, 246 2 June 58 


40203 FINE J, DRILHON A Etude des pro- 
téines sériques de Labrus bergylta par 
électrophorése de zone sur papier, gélose et gel 
d'amidon. [Blood proteins in fish Labrus ber- 
gylta determined by paper, gelose & starch gel 
zone electrophoresis} p. 3183-6. 


40204 VEILLET A, GRAF F Développement 
post-embryonnaire des gonades et de la 
glande androgéne chez le crustacé Amphipode 
Orchestia cavimana Heller. [Post-embryonic 
development of gonads & androgenic Gante of the 


p. 3188-91, 


*C. rend, Acad. sc. 246(23) 9 June 58 


40205 POLICARD A, BESSIS M Sur un mode 
d'incorporation des macromolécules par 
la cellule, visible au microscope électronique: la 
rhophéocytose. [A method of incorporation of 
macromolecules into the cells as determined by the 
electron microscope: rhopheocytosis} p. 3194-7. 


la femelle du rat blanc en 
[Effects of progesterone injections into female 
albino rats after deprivation of vitamin A} 

p. 3274-7. 


of giant chromosome 
lipids in salivary glands of Chironomidae by enzy- 
matic digestion of proteins} p. 3282-4. 


40210 TABERLY G Les nombres chromosomi- 

que chez quelques espéces d' Oribates 
(Acariens). [The number of chromosomes in cer- 
tain species of Oribates (acarids)] p. 3284-7. 
40211 LECOQ R Action du stigmastérol, 

vitamine anti-raideur, sur la réserve 
alcaline plasmatique du lapin. [Effects of stig- 
masterol, a muscle relaxant vitamin, on the 
alkaline reserve in rabbits] p. 3287-9. 


40212 B Structure électronique des 
léments intervenant dans I' étude > 

r des étabol 

l'acide folique. [Electronic structure of 1 

traced in the study of the antitumoral activity 

of folic acid antimetabolites} p. 3290-2. 


40213 BUCHEL L, LEVY J Relations entre 

la constitution chimique et l'activité 
centrale de quelques aminoéthers de phénol et 
d'alcool. [Relations of the chemical structure 
& the central action of certain aminoethers of 
phenol & alcohol] p. 3293-5. 


40214 TULASNE R, LAVILLAUREIX J Filtra- 

tion et ultrafiltration d'une souche de 
forme L fixées. [Filtration & ultrafiltration of a 
fixed L form strain] p. 3296-8. 


402!5 HERMIER J L'activation par la chaleur 

de la germination des spored de Bacillus 
subtilis. [Activation of the growth of spores of 
Bacillus subtilis by heat] p. 3298-3300. 


RENDUS DES SEANCES DE 
LA SOCIETE DE BIOLOGIE ET DE 
SES FILIALES 
(Paris) 
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40216 DUPLAN JF, ROYER R, MICHELET R 
Action protectrice de certains azofques 
thymoliques sur la mortalité des souris irradiées 
avec des rayons X. [Protective action of certain 
nitrogenous thymols on the mortality of mice ir- 
radiated with x-rays} p. 1655-7. 


40217 MUSETEANU C, BARONI V, MUSETEA- 
NU V_ Mise en évidence d'un virus 4 
grandes dimensions comme facteur étiologique de 
l'encéphalo-pneumonie du nourrisson. |Demon- 
stration of a virus of large dimensions as etio- 
logic factor of encephalopneumonitis of the infant} 
p. 1657-9. 


L, BINET P, WELLERS G 
jon du p éne sur la 
ratal' [Effects of phenanthrene on = 


sitivity of the rat to alloxan) p. 1659-61. 


40219 LIACOPOULOS P, HALPERN BN, 

LIACOPOULOS-BRIOT A Modalités de 
V'inhibition des effets de I'histamine, des sub- 
stances histamino-libératrices et de la 5-hydroxy- 
tryptamine sur la perméabilité capillaire par 
leurs antagonistes. of inhibition 
effects of h 
stances & of 5- on per- 

bility by their p. 1661-6. 


40220 ROCHE J, LISSITZKY S, BENEVENT 
MT Sur la désiodation des: 

sines par le tissu [De 

iodotyrosines by hepatic tissue} p. 1666- 


4022! ASCHKENASY A Action éosinopéniante 
de divers acides aminés chez des rats in- 

tacts et des rats surr fy 

action of various amino acids in intact adrenal- 

ectomized rats} p. 1670-3. 


40222 VARANGOT J, CEDARD L influence de 
V'hystérectomie sur le métabolisme des 
oestrogenes chez la a [Effects of hyster- 
ectomy on of estrogens in women) 
p. 1673-7. 
40223 TRUHAUT R, DEYSSON G Etude =. 
paree de |’ ry ~ antimitotique de 
2.5 dipropoxy-3. 6 
one-1. 4 (E 39) et de la p. 
racines d'Allium sativum L. the 
antimitotic activity of 2, 5-bis-aziridinyl-3, 6-di- 
on the roots of 


propoxy-quinone & p-benzoquinone 
Allium sativum L.] p. 1678-80. 


40224 = Y Influence du lactose sur l'ex- 

rétion urinaire d'acide citrique. [Ef- 
p. 1680-2, 


R-427 


rea 
P, COLAS-BELCOUR J 
GIROUD 
4014 R, DUMAS N, FIOCRE B 
ton da Isolement chez Ixodes ricinus capturé en France caryophyllus aux fleurs du Phaseolus vulgaris af 
LE sur bovin malade d'une souche néorickettsienne (soissons & rames). [Influence of grafting on the | a 
ation of a celles isolées sur l'animal ou sur 
| 
tration 
| Of iso. graines de trois especes de Tetragonolobus - ‘ 
mineuse). [Research on phytoagglutinins in the i= 
seeds of three species of Tetragonolobus (legumi- 
DE- 
itixer- 
| 
est between proteins and aromatic hydrocarbons] manifestation des effets biologiques du lactose. ; 
intestinale du 
»lement gorse MARTIN C de 
anthocyanes dans le germe de pomme active 
istone terre atteinte de maladies 4 virus. [Abnormali- 
ties in the synthesis of anthocyanins in potato buds 
affected with virus diseases] p. 2790-2. 
le & 
ly- 
ergil- | 5 
goele- 
d phos - 
lus 
| 
ne de | q 
corbi- | 
mnce de 
by | 
| | | 
| 
n de 
a des tubes de Malpighi de Gryllus domesti- & 
cus (Orthoptére Gryllidae). [Granules secreted | 
e de 
di- 
r 
on the | 
2661- 
nines 
ace 
cto- 
i- 
. 
& in 
le 
on | 
ose 
| 
rée 
ma- 
om- 
eins 
ies} 
} 
4] se, [Isolation of a new nucleotide from the milk 
of the ewe: guanosine-5'-diphosphate fucose] 
p. 2820-3, 
eT 
mi- 
| 
les iJ 
presence onas aerugino- 
sa] p. 2823-5, < 
ed | : 
| 
ion 
ans 
o- 
_ masques et filtres protecteurs contre les 
a radioactives, {Possible improvement | 
Protective masks and filters against radioac- . 
7 tive dusts} p. 2886-9. 
nes ee substances: synthesis of ami- 
dines ved from alpha-substituted phenylacetic 
acids] p. 2905-7. 


40225-40314 
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40225 HENRY M Sur l'absorption et l'excré- 

tion du potassium et du sodium chez le 
porc. [Absorption & excretion of potassium & 
sodium in the hog] p. 1682-6. 


40226 ROMANI L'activation thyrofdienne 
-agressive; étude des données ex- 
périmentales chez le cobaye soumis & des agres- 
sions de nature et de durée différentes. [Post- 
aggression thyroid activation; study of the ex- 
perimental findings in guinea pigs exposed to 
aggression of various types and duration] 
p. 1686-9. 


40227 V, MUSETEANU C, MUSETEA- 
NU Culture d'ua virus grandes di- 
nourrissons morts 
[Culture of a large virus 
isolated from infants after death caused by enceph- 
alo-pneumonia] p. 1690-2. 


40226 HALPERN BN, LIACOPOULOs P, 
LIACOPOULOS-BRIOT M_ Libération de 
5-! hydroxytryptamine chez le rat sous l'influence de 
ératrices. (Release of 
5-hydroxytryptamine in rats treated with hista- 
mine-releasing substances] p. 1692-6. 


40229 VALETTE G, CARIOU J L'action in- 

hibitrice exercée par les leucocytes sur 

V'histaminase. [The inhibiting action of the leu- 
kocytes on histaminase] p. 1696-8. 


40230 neces J, MICHEL R, NUNEZ J _Nou- 
sur de la 

3: et de la 3:3': 5'-triiodothyro- 

nine dans la thyroglobuline. [Further research 

on the presence of 3:3'-dii yronine and 3:3':5'- 

triiodothyronine in thyroglobulin] p. 1699-700. 


40231 GAJDOS A Action d'un extrait enzymati- 

ue hépatique sur la stéatose expérimen- 
tale de foie de rat. [Effect of a liver enzymatic 
extract on experimental steatosis of the liver in 
rats} p. 1701-2. 


40232 VILTER V Recherch 


des 
bles dans la — des vertébrés. 
of 


sur la dé 


[Studies of the 
sub- 


stances in — retina of vertebrates] p. 1703-6. 


40233 VARANGOT J, CEDARD L Modifica- 
tions des oestrogenes aprés 
dn intr d'oe- 
stradiol. [Changes in serum after 
intramuscular administration of estradiol benzoate} 
p. 1707-12. 


40234 SOSSOUNTZOV I Le développement des 
les de Gymnog calomela 
(Filicinée Polypodiacée) en pré de 
tions variables en phosphore. [ 
prothallia of Gy la 
cineae, Polypodi 
1713-6. 


40235 ASCHKENASY A L’action hépato-protec 

trice de la cystine exige la présence des 
surrénales. [The liver-protective action of cys- 
the presence of the adrenal glands} 
Pp. 


40236 DEYSSON G, TRUHAUT R Influence de 
la glucosidation sur l'activité radiomimé- 
tique; de I'hydr et de son 
glucoside, 1’ l'arbutoside. [Influence of glucoside 
formation on radiomimetic activity; comparison of 
arbutoside] 


p. 1719-22, 


40237 DUPUIS Y Lactose et utilisation du cal- 

cium. I. Influence du lactose sur les 
échanges calciques et sur le développement du 

du rat en croi soumis & diverses 
conditions alimentaires. [Lactose and calcium 
utilization. I. Influence of lactose on calcium 
exchange and on skeletal development of growing 
_ under various nutritional conditions] p. 1722- 


402398 VERGE J, RICHEN R, QUINCHON C 

Sur les propriétés inhibitrices des sérums 
sanguins humains et animaux vis-a-vis de la géla- 
tinolysine de Corynebacterium pyogenes. [Inhibi- 
tory properties of human and animal blood serum 
toward gelatinolysin of Corynebacterium pyogenes] 
p. 1726-7. 


40239 HINGLAIS H, HINGLAIS M Nouvelle 
pour le di ti 
de la gestation la réaction poussée. [New sensi- 
tized technic for the diagnosis of pregnancy, the 
rapid reaction] p. 1728-9. 


49240 CANY J, LEPEINTRE M Action antihis- 
taminique du cuivre; étude pharmacody- 

uamique des compl cuivre-h i —— 

histaminic action of copper; pharmacodyna: 

study of copper-histamine chs p. 1729-35. 


4024! H Détermi 

la méthode biologique de diffusion, de 
traces determination, 
by the biolagical method of diffusion, of traces of 
antibiotics} p. 1736-7. 


40242 POPOVIC V, VIDOVK Vera, VIDOVIC ‘ef 
Effet de la cortisone et de la 

costérone chez le spermophile (Citellus citellus) 

surrénalectomisé. [Effect of cortisone and desoxy- 

corticosterone in adrenalectomized gopher (Citellus 

citellus)} p. 1738-9. 


40243 CLAVERT J, FILOGAMO G Sur la posi- 
tion du noyau de l'ovocyte et du plan de 
symetrie de l'embryon de Lebistes reticulatus. 
[Position of the nucleus of the oocyte and plan of 
symmetry of the embryo of Lebistes reticulatus] 
p. 1740-2. 


40244 KARLI P Action du monoiodacétate de 

sodium sur le testicule chez le lapin. 
[Action of sodium monoiodoacetate on testicle of 
rabbits] p. 1742-4. 


40245 TA Masculinisation des gona- 

des femelles chez Lebistes reticulatus, 
sous l'influence prononcée de la pregneninolone. 
[Masculinization of female gonads in Lebistes re- 
ticulatus, under the pronounced effect of ~— 
inolone] p. 1744-7. 


40246 OSORIO JA, KRAEMER A Actions car- 

diaque et vasculaire de l'acétyicholine 
chez le chien intoxiqué par le rhothane (DDD). 
(Cardiac and vascular effects of acetylcholine in 
dogs intoxicated by rhothane (DDD)] p. 1749. 


40247 RH, PENHOS JC Action 

de l'éther sur I'hypoglycémie par les sul- 
famides. [Effect of ether on sulfonamide hypo- 
glycemia] p. 1750-1. 


40248 STOPPANI AO, MILSTEIN C Influence 
de l'acétaldéhyde sur l'inhibition des aldé- 
hydo-dehydrogénases par les réactifs des oma 
[Effect of acetaldehyde on inhibition of aldeh 
dehydrogenase by thio-reagents] p. 1751-2. 


40249 CABRINI RI, POGO AO Etude histo- 
de la pr ion expérimentale 
des dépdts de fer dans le syst@me réticulo-endo- 
thélial. [Histochemical studies on experimental 
production of iron deposits in the reticuloendothelial 
system] p. 1752-3. 


40250 SCARO JL, CHIODI H_ Eosinophilie par 
la pyribenzamine chez les rats normaux - 
[Eosinophilia induced by 
benzamine in normal and adrenalectomized rats 
p. 1753-4. 


40251 A, SABATINI DD Distribu- 
des groupes sulfhydrile et disulfure 
dans la et I'hypothalamus du cra- 
paud. —— of sulfhydryl and disulfur 
groups in the neurohypophysis and hypothalamus in 
toads) p. 1755. 


40252 SACERDOTE DE LUSTIG E, TEYSSIE A, 

UGAZIO D Action du virus de Coxsackie 
B4 in vitro et in vivo sur le lipome humain. 
[Effect of Coxsackie virus B4 in vitro and in vivo 
on human lipoma) p. 1756. 


40253 HOUSSAY BA, PENHOS JC, APEL- 
BAUM J Corticale et médullaire sur- 
rénales et ré ides hypoglycé- 
miants. [Adrenal cortex and medulla and resis- 
tance to hypogly ides} p. 1757-9, 


40254 LA BARRE J, LIEBER CS A propos 

des effets der dérivés barbituriques sur 
I'hypersécrétion gastrique postinsulinique et post- 
réserpinique du chien. [Effect of barbiturate de- 
rivatives on post-insulin and post-reserpine gas- 
tric hypersecretion in dogs] p. 1761-3. 


40255 VANPEPERSTRAETE FDE Effet de 
la trachéotomie et de l'aspiration bron- 
chique sur l'oed@me pulmonaire aigu adrénalini- 
chial lin-induced acute pulmo- 
nary edema in rabbit] p. 1763-5. 


40256 NIZET A, CUYPERS Y, LAMBERT S 
Débit sanguin rénal, hématocrite dynami- 
rénal et perfusion rénale directe ou indirecte. 
[Renal blood debit, renal hematocrit dynamics & 
renal perfusion, direct or indirect] p. 1765-8. 


49257 CUYPERS Y, BARAC G, NIZET A 
Action directe de la 5-hydraxytryptamine, 
sur le débit sanguin rénal chez le chien. 


[Direct 
action of 5- , adrenalin, artere- 
nol & histamine on the renal blood debit in the dog] 
p. 1768-70, 


40258 BARACG Effet rénal de la bradykinine 
chez le chien. [Effect of bradykinin on 
the kidney in the dog] p. 1771-3. 


40259 DESCLIN L Influ 
sur la 


hypophysectomi: 
within the renal capsule] p. 1774-6. 


40260 GEPTS W, CARPENT G, TOUSSAINT D 

Btude de I' effet teratogene du bleu de 
trypan chez le rat. [Teratogenic effect of trypan 
blue in the rat] p. 1776-9. 


BORGHGRAEF R, CARMELIET E 
d@’amphibien en absence de potassium et sous l'in- 
fluence de l'acétylcholine. 
study of the amphibian 
of potassium & under the influence of acetylcho- 
line] p. 1779-81. 


40262 BOURGUET J Action de la désoxycorti- 
sur le port actif de sodium 
ou nivens de la peau de greacsille influence 


effect of calcium] p. 1782-3. 


40263 LECOMTE J Action 
sur le purpura provoqué par 
Effect of phenols on purpura 
] p. 1783-5. 


V'tuile croton, 
induced by croton 


49264 LECOMTE J, BEAUMARIAGE ML 
Libération d' histamine au cours du choc 
du lapin. [Histamine liberation 
during anaphylactic shock in the rabbit] p. 1786- 


40265 ML Propriété radio- 
protectrice 

et le poussin. [Radi 

cystamine in 


oprotective property of 
the young rat & chick] p. 1788-91. 


40266 SATO K, EGAMI F Spécificité de la 
ribonucléase T,. specificity of 

ribonuclease] p. 5 

40267 TANAKA K, EGAMI F, MAEKAWA 8S, 
HAYASHI T Formation induite de la 

streptolysine S par la fraction résistante a la 

ribonucléase de l'acide ribonucléique. [Induced 
formation of streptolysin S by the ribonuclease- 
resistant fraction of ribonucleic acid] p. 1796-8. 


40268 SASAKI S, TAKEMOTO T, OKAS A 
propos de la toxicité du sulfate de dex- 
trane, anticoagulant synthétique du type héparini- 
que. [The toxicity of dextran sulfate, a synthetic 
anticoagulant of the heparin type] p. 1799-803. 
49269 Y Malformations obtenues 
. [Production of malformations in 
radioactive phosphorus] p. 1803-4. 


OHBA N Malformation des 
dans 
[Production of malf 


in embryos in utero by maternal infection with 
virus] p. 1804. 
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CONCOURS MEDICAL 
(Paris) 


Concours méd. 18) 3 May 58 


BURNAND R Lettres de malades. 

ters from patients] p. 2185-6. 

40272 LEPRAT J La conduite a tenir devant 
un retard de croissance. P rocedure in 

cases of retarded growth] p. 2189-93 

40273 ROUYER F Les hé 


40271 [Let 


pty en pratiq 


tice] p. 2195-201. 
40274 LELIEVRE J Onychogryphose. p. 2203. 


MOZZICONACCI Herpes du nouveau-ne. 
[Herpes in the newborn] p. 2205-9. 


40276 LEBRETON R Peut-on rencontrer des 
alcoolémies élevées au cours de certaines 

occupations professionnelles? [Thr presence of 
elevated alcohol blood levels in certain occupa- 
tions} p. 2211-2. 

40277 oo H Quel régime matrimonial 

onvient-il a un médecin d'adopter? 

[Marriage ts for physicians] p. 2243-5. 


40278 MOUCHOT G Médecins américains. 
[American medicine} p. 2249-52. 


49275 


“Concours méd. _80(19) 10 May 58 


pw od PP Traitement de la mala- 
de Basedow. p. 2307-9. 

40280 MERLEN J F Be cellulite: entité clini- 

et mécanisme pathogénique. ([Cellu- 

litis: clinical entity & pathogenic mechanism] 

p. 2311-2; passim. 

4028! JJ, PAUPE J La digestion. 

L La déglutition. p. 2318-9. 

VIAL-WEISSENBACH C Traitement 

[Treatment of 


40279 


40282 
une peau c 
skin blemishes] p. 2321-2. 
40283 de la bronchographie 
6e chez les enfants tousseurs c 
n’ayant passé tuberculeux. [Importance 
raphy with lipiodol in children with chronic 
cough without previous ] p. 2322; pas- 
sim. 


*Concours méd. 80(20) 17 May 58 


40284 GROSDIDIER J Aspects chirurgicaux 
des pancréatites. p. 2425-8; passim. 


MEYER J La photoallergie. p. 2435-6; 
passim. 


49205 


MIALARET J, BUSSON A La recto-co- 

lite hemor ragique; aspect therapeutique 
[Hi is; current thera- 

p. ). 2445-6; passim. 


49287 LES INTOXICATIONS par le stalinon. 
[Poisoning caused by stalinon] p. 2451-2. 


49206 


402096 CHEREST B Considerations generales 

sur le probleme du bruit. [General con- 
TE on the problem of noise] p. 2489-90; 
passim. 


*Concours med. 1) 24 May 58 


49209 RAMON G Vaccinations associées et 
laxie i et 


prophy! 
[Combined vaccinations & individual & collective 
prevention] p. 2543-8; passim. 


F Les paresthési 
gées. p. 2557-8; passim. 


4029; MEYER J Le bronzage par les sources 
” de lumiere artificielle. [Tanning from 
artificial light sources] p. 2563-4, 


49292 J Complications septiques de 
ithiase biliaire vues sous l'angle chi- 
{septic of biliary lithia- 
sis as seen from the surgical viewpoint] p. 25¢7- 
8. 
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49293 BERNIER JJ, Digestion. 1, 
Secretion pancréatique externe. p. 2572- 


Concours méd. 80(22) 31 May 58 


40294 FOURESTIER M Augmentation de |'im- 

munité dans le traitement de 1 infection 
tuberculeuse: données expérimentales et constata- 
tions cliniques. [Increased immunity in the treat- 
ment of tuberculous infection: experimental data & 
clinical findings] p. 2659-61; passim. 


49295 BRUNOTTE J Les avortements a 
tion. [Habitual abortion] p. 2671-2; 
passim. 

BERNARD A La dualité du 
pancréatite aigue. [Duality of the acute 

pancreatic syndrome] p. 2683-4; passim. 

49297 LEVIGNAC J Inquiétudes sur la 

chirurgie plastique du nez. 
of 


49296 


40298 ee J, PAOLID La maladie des 
de tennis [Tennis player's dis- 
ease] p. 2693. 


*Concours méd. 23) 7 June 58 


40299 GUERRE J 
p. 2775-7; passim. 


40300 PIGEON R Conduite 4 tenir en présence 
d'un accés de tac! paroxystique. 

meen Management problems in an attack of paroxysmal 

yceardia] p. 2789-92. 


4030! BOULLE Ss Eléments de cosmétologie a 
l'usage des médecins: traitement expoliant 

(peeling). [Elements of for the use 

of doctors: exfoliative treatment (peeling)] 

p. 2799-800. 


40302 MOREAU, BOULIN, DEUIL 
du traite 


ides. [Present state of the treatment of diabetes 
with sulfonamides] p. 2803-4; passim. 


40303 HECHT J Un médecin économiste au 
XVIII* siécle: Francois Quesnay: 1694- 

1774. [Physician economist of the 18th century: 

Francois Quesnay: 1694-1774] p. 2851; passim. 


40304 ALBAREDE P Detection et mesure de la 
radio-activité et des rayons x. 1. Princi- 
Int corp [Detec- 
e dioactivity & x-rays. 1. 


Basi ste principle; interactions] 


*Concours méd. 80(24) 14 June 58 
40305 BERTRAND J Les indications respec- 


ystographies 
spective indications for cholecystoangiography by 
the oral & venous routes: critical study of 550 
cholecystographies by the oral St rows] p. 2897- 
900; passim. 


40306 — Rachitisme commun. 
p. 2907-10. 


49307 LAURENCE 
p. 2913-5. 


40308 LELIEVRE J Apophysite postérieure du 
caleaneum. p. 2917. 
40309 LOISEAU, PAYCHERE, Thé- 
rapeutique locale par I'hydro-cortisone, 
L. [Local therapy with hydrocortisone in 
] p. 2919-20; passim. 


40310 DEGOS R, DUREL P Les maladies ve- 
nériennes en France. p. 2927-6; passin. 


40311 ALBAREDE P Detection de mesure de la 
radioactivite et des rayons x. 

of extent of radioactivity & x-rays) p. 2993-6; 

contd. 
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en O.R. 
otor! 
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40312 
in asthma] p. 3031-6. 


40313 GRAVELEAU D Les rachitismes de 
causes rares, vitamino- 
p. 3039; passim. 


MEYER J Eléments de 
ome l'usage des médecins; les rayons solaires 
en cosmétologie; le bronzage solaire. [Elements 
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rays in cosmetology; the sun tan] p. 3045-6. 
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4092! MASSE P Liost lite du 
[Osteomyelitis in the newborn] Pp. 4; 
passim. 
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40325 AYDFJJr N l: a new 
for electroconvulsive therapy. p. 22-6. 


40326 SMITH K, ULETT G A, JOHNSON L, 
JOHNSON M Effect of ‘chlorpromazine, 
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p. 26-31. 
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therapy: and comp 
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40330 S, CHODOSH HL Peroneal 
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4033; GALLINEK A Fear and anxiety con- 
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40335, GROSSMANN E Beitrag zur psycholo- 
tem Calving. | Analyse der Persénlichkeit Jo- 

ins. [Psychological analysis of the per- 
sonality of John Calvin] p. 17-30. 
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40338 GRUWTHAL E ther Theorien der Gros- 

hirnfunktion im 19. Jahrhundert von Gall 
he Menor 19th Ce: theories on brain 
to Meynert] p. 51-63. 


KAHN E Verstindigung und Verstind—— 
lichkeit. [Understanding & understandi 
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della chinidina nella fibrillazione atriale; 
studio poligrafico dell'attivita elettrica e meccanica 
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SLOVIN I Problems in infertility. 
p. 159-61. 


40360 REINHARDT D JI, POTOCKI PP 
Disseminated | ; 
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40373 ZIEGLER G Uber das Verhalten der 

Ser ko bei ifischer Desensi- 
bilisierung. [Behavior of serum antibodies in 
specific desensitization] p. 301-7. 


40374 KUSKE H, BANDI B Dermatitis und 
Ekzem durch Zimmerlinde. [Dermatitis 
& eczema caused by indoor linden} p. 308-13. 


40375 W Familiire Psoriasis 
am unter dem Bilde der Impetigo 
h if eer i Beitrage zur Frage 
der | Identitat von Psoriasis pustulosa und Impetigo 
herpetiformis, [Familial psoriasis pustulosa 
simulating lees herpetiformis; casuistics on 
the identity of &i 
herpetiformis} p. 313-30. 


49372 


DERMATOLOGISCHE 
WOCHENSCHRIFT 
(Leipzig) 


Derm. Wschr. 135(17) 27 57 


40376 BRAUN-FALCO O Beitrag zum Ver- 

halten der Grundsubstanz bei malignen 
epithelialen Hauttumoren. [Contribution to the 
behavior of ground substance in malignant epitheli- 
al skin tumors) p. 417-28. 


Derm. Wschr. 137(14) 5 Apr 58 
49377 SCHREUS HT Erich Hoffmann zum 90. 


. [Erich Hoffman on his 90th 
birthday] p. 354-8. 


SCHREUS HT Die Behandlung des tie- 
Anteils von Himangiomen. 

gn = of deep-seated parts of angiomas) 

-63. 


40379 REICHEL-BERGMANN AM Uber 

Lymph mit besond Be- 
riicksich der Brill-S ‘schen Erkran- 
kung. [Lymphadenopathies with special reference 
to Brill-Symmer's disease] p. 364-9. 


40380 GOCKELL W Ein Fall von schwerem 
gangrdnosem Erysipel und nutritivem 
[A case of severe gangrenous 


493768 


fixem Exanthem. 
erysipelas and 
p. 369-72. 


Derm. Wechr. 137(15) 
4038; BOAS H Der grosse Riickgang der fri- 

schen Syphilisfalle in Danemark. [The 
great decrease of new syphilis cases in Denmark] 
p. 377-8. 


12 Apr 58 


FUNK C F, WAGNER A Zum Dermato- 


49.582 
P p. 378-80. 


40383 TELLER H, THAL M Zur Klinik und 

Pathogenese der Dystrophia unguium me- 
diana canaliformis (Heller). [Clinical picture and 
pathogenesis of dystrophia unguium ‘lana canali- 
formis (Heller)] p. 380-6. 


DEUTSCHE GESUNDHEITSWESEN 
(Berlin) 


Deut. Gesundhwes. 13(14) 3 58 
40364 WINKLER K Uber die verschiedenen 

Formen der Balanoposthitis. [The vari- 
ous forms of balanoposthitis} p. 421-5. 


49385 MINDEN H, ZSCHUNKE E Uber einen 

Fall iden durch den 
Kampfstoff Lost. [Extensive skin damage caused 
by mustard gas] p. 426-8, 


44306 DIEROFF HG Die Transistorenhdrhilfe 
Tonor und ihre vor Miufigen akustischen 

Daten. [The transistor hearing aid Tonor and its 

preliminary acoustical data] p. 428-32. 


SAYNISCH F Zur Wiedereingliederung 
in den Arbeitsprozess (Rehabilitation) bei 
beruflichen Hautkrankheiten. (Rehabilitation in 
upa skin p. 432-7, 


40388 HAUBLEIN HG, MANGLER KH, MOR- 

Bisherige Erfahrungen mit 
einem speziellen Verletztenheilverfahren. [Cur- 
rent experiences with a special method of treat- 
ment of injuries} p. 437-43. 


40389 KLOSE H Vermichtnis einer 55j&%hrigen 
arztlichen Erfahrung. 0. Das Ethos des 


Krankenhauses. [Legacy of a fifty-five year medi- 
cal experience. I. The ethics of the hospital] 
p. 443-6. 


Deut. Gesundhwes. 13(15) 10 Apr 58 


40399 STEINBROUCK P In welcher Richtung 


muss die P; yl in der Tuberkul 
Bekampfung weiter werden? [In which 
direction shall prophyl. in josis control 
be extended?] p. 453-8. 


BAUER B Zusammenarbeit von Arzt und 
Psychologe; diagnostische Erfahrungen. 
[Cooperation of physician and psychologist; diag- 
nostic experiences} p. 459-63. 


292 SCKMIDT-BONACKER F Heilkuren in 
Ostseeklima. [Health cures in the Baltic 
Sea climate] p. 463-8. 


40993 THONHOFER P, BUSSE H Der Elektro- 
herdtest in der stomatologischen Herd- 

und Strfeldsuche. [Electrofocal test in diagnosis 

of stomatological foci and disease origins} 

p. 468-72. 


40394 STOERK P Das neve Audiometer MA III. 
[The new audiometer MA III] p. 472-4. 


LOBE J Ubi pus ibi evacua; ein Beitrag 
aus der Praxis zum St6rfeldgeschehen. 
[Ubi pus ibi evacua; a contribution from the study 
of disease foci] p. 474-6. 


6439! 


40395 


Deut. Gesundhwes. 13(16) 17 Apr 58 


60396 BUCHMOLLER K, FRAGER H Unter- 

suchungen Uber die Méglichkeiten einer 
klinischen Ultrarot-Emissionsdiagnostik. Ex- 

hnische Grundlagen und Schwie rig- 

[Studies on the possibilities of a clinical 

ultrared emission is. M1. Experimental 
principles and difficulties] p. 485-92. 


4ug97 KRUSCHWITZ S Zur Klinik des Seinfena- 
bortes. [Clinical picture of abortion 

caused by soap] p. 492-5. 

40398 BAUMECKER W Die Schiafzeit des 
Kleinkindes. [Sleep period of a small 

child} p. 496-9. 
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40399-40490 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No. 4 


4U399 DABELSTEIN H Vollkornschrot in der 

Sduglings- und Kleinkindererndhrung. 
[Whole corn in nutrition for infants and small chil- 
dren] p. 499-500. 


40400 BRANDT A Uber die Auswertung der 
Statistik der Berufskrankheiten. [Evalu- 

ation of statistics of occupational diseases) 

p. 500-6. 


40422 SCHRODER Indik der Sch 
schaftsunterbrechung; aligemeine Gesicht- 
; general 


40423 NOACK H Erf 
Kommission fur Schwange: 

brechung. [Experiences of the Leipzig Com- 

mission for Abortion] p. 592-4. 


60424 MEHLAN KH Das Bild der legalen 


des Gewichts bei Kindern und Jugendlichen. “49 
rangement and use of tables for measurement re- 
sults of the tape breast circumference and 
weight of child: ] p. 506-16, 


Deut. Gesundhwes. 24 Apr 58 


40402 BAADER EW Prof. Dr. Hans Tichy 70 
Jahre. [To Prof. Hans Tichy on his 70th 
birthday] p. 517. 


40403 RICHTER G, BORNIG H, FRUNDER H 
Der Stottwechsel 


geschadigter 
[Metabolism of injured tissues] p. 518-20. 


10404 SCHEIBE FW tber moryhotogioche 
Verdnderungen der Milz bei rheumati. 

schen changes of 
the spleen in diseases] 


40405 MERKEL G Serumeiweissbild und Labi- 

litatsreaktionen bei serologisch differen- 
ten Gruppen des ch 
Blood protein picture & lability reactions in sero- 
ically different groups of chronic rheumatism] 
p. 525-30 


40406 SEIFERT H Der Ai 

des menschlichen Speichels. 
streptolysin content of the human saliva 
3. 


anti- 
p. 530- 


40407 SEIDEL K Sexualdifferenzen bei rheu- 
matischen Er| ‘Sex differ- 
ences in rheumatic diseases] p. 533-8. 


GEILER G Uber die gemeinsame Zuord- 
nung von Felty- und Sjégren-Syndrom zum 
Rheumatismus. [The common classification of the 
Felty & Sjoegren among the rheumatic 
diseases] p. 538-43, 


4Uu409 GRUNEBERG T, HEIDELMANN G Re- 

zidivierende Pannikulitis (Weber- 
Christian) mit Gelenk- und Gefassbeteiligung. 
[Recurrent knotty panniculitis (Weber-Christian 
disease) with articulo. 
p. 543-8. 


4U410 


OTTO W Die pseudo-prim4r chronische 
Polyarthritis. 
polyarthritis] p. 548-50. 


[Pseudo-primary chronic 


Deut. Gesundhwes. 13(18) 1 May 58 


40411 NOCKER J, SCHLEUSING G Leberfunk- 
tion und Le’ port. [Liver function 
& sportive performance] p. 554-7. 


40412 HENTSCHEL G Beziehung zwischen 

klimatischen Wirkungsgréssen und sport- 
licher Leistung. [Relations of climatic factors to 
athletic performance] p. 557-62. 


40413  BOLENDER E Weihnachtsferien, Win- 
tersport und Winterwitterung. ([Christ- 

mas vacations, winter sports & wintry weather) 

p. 562-4. 
40414 FRANKE K Energieaufwand bei Tisch- 
tennis-Wettkampfen. [Energy consump- 
tion in competitive table tennis games} p. 564-6. 


QUERG H, ROSLER HD Zur Frage der 
Dauer sportlicher Bet&tigung. 
problem of duration of athletic activity] p. 566-9. 


40415 


40416 HUNGER H Erbbiologische Untersuchun- 
im Sport. [Genetic studies in rela- 
tion to sports} p. 569- 


40417 RAABE K Uber Mundschutzgerate fur 
Boxsportler und Eishockeyspieler, ihre 
Aufgabe und zweckm4ssige Konstruktion. [Mouth 
protection instruments for boxers & ice hockey 
players, their purpose & practical construction 

p. 572-5. 

4u41y HANTZSCHEL K Entwicklung der sport- 
Arztlichen Arbeit im Stadtkreis und Bezirk 
Karl-Marx-Stadt. [Development of sports medi- 
cine in the Karl Marx-Stadt district] p. 575-7. 


Deut. Gesundhwes. _13(19-20) 8-15 May 58 


40419 KRUMBIEGEL Uber Untersuchungen 

mit dem neven Kationenaustauscher 
Elutit AS in vitro und in vivo, [Studies on the 
new cation exchange resin elutite AS in vitro & in 
vivo] p. 581-6, 


40420 stcman M, DOLZE K, JORG A 

ur Schnellbestimmung von Schlafmitteln 
wiktonatees und Kohlenmonoxyd in der Klinik. 
[Rapid determination of hypnotics (barbiturates) & 
carbon monoxide in clinics} p. 587-8, 
442! KRIENITZ R_ 100 Jahre klinische Laryn- 
goskopie. [100 years of clinical laryn- 
goscopy] p. 588-90. 


D he Di hen Republ [Survey of 

legal abortion performed in the German Democra- 

tic Republic] p. 595-602. 

40425 TIETZE K Internistische  Indikationen 
der 

{Internistic indications for abortion] p. 602-8. 

40426 MULLER-HEGEMANN D Schwanger- 
und 

bortion; psychi- 
atric & ‘neurological satienttons} p. 608-11. 


40427 po ang w Tuberkulose und Schwanger- 
& 


7. 

4u42g VELHAGENC Sec rschaftsunter- 
brechung und Auge. [Abortion & the eye] 
p. 617-8. 

40424 DIETZEL K 
brechung bei E: im Hals-Nasen- 

Ohrenfachgebiet. [Abortion in otorhinolaryngologi- 


cal diseases} p. 618-20. 

404309 MATZEN Orthopidische Leiden und 
[Orthopedic diseases & abortion] p. 621-3. 
KYANK H_ Geburtshilfliche und gynikolo- 
gische Indikationen zur Schwangerschafts- 


unterbrechung. [Obstetrical & gynecological 
indications for abortion] p. 624-6. 


40432 ALEX R_ Spatfolgen nach Schwanger- 
schaftsunterbrechung. [Late sequelae 
of abortion] p. 626-8. 


DEUTSCHE MEDIZINISCHE 
WOCHENSCHRIFT 
(Stuttgart) 


Deut. med. Wschr. 83(18) 2 May 58 


40433 BERNING H, RAUSCH-STROOMANN JG, 
SAUER H_ ber die metabolische Alka- 
lose. [Metabolic alkalosis] p. 785-91. 


40434 BAYER O, MARING H, SCHMITT-ROHDE 

JM Kritische Betrachtungen zur Thera- 
pie des Myokardinfarktes. [Critical remarks on 
the therapy of myocardial infarct] p. 792-6. 


0435 CARSTENSEN G Zur Klinik der endangii- 

tischen Aortenthrombosen. [Clinical 
aspects of endangiitic aortic thrombosis] p. 796- 
9. 


40436 HANSSLER H Klinische Erfahrungen 
mit einem neuen Olfreien Vitamin-D3- 
Praparat. (Clinical experiences with a new oil- 
free vitamin D3 preparation] p. 799-801 


40437 WORM M Diabetes und Gravidit&at; ergeb- 
nisse bei 157 Schwangerschaften und 
E ker Frauen. [Diabetes & 
livery in diabetic women] p. 802-7 


40438 H_ Klinische Untersuc’ 
ber Lente-Insulin. [Clinical studies on 
insulin tents] p. 807-8; passim; concl. 


KOSLOWSKI L Der Rush-Federstab. 
[The Rush pin technique] p. 813-4. 


SPIESS H Verunreinigung von 
infolge T in der 


40439 


40440 


InjektionsflUssigkeit. [Contamination o of syringes 
as a result of changes in temperature of injection 
fluid] p. 815. 


Deut. med. Wschr. 


KNOTHE H, WITT G 
Kombinationen. p. 829-24 


40441 


VIVELL O, DEIBEL R, BUHN WH, 
ZINTZ R_ Ergebnisse serologischer 
Untersuchungen bei akuten abakteriellen Erkran- 
kungen der oberen Luftwege mit der Grippe- und 
Adeno- Virus-Kompl [Re- 
sults of serological studies in acute abacterial 
diseases of the upper respiratory tract with the 
influenza and adenovirus complement fixation re- 
action] p. 834-8, 


4044) ALTHER E Der karpale Fernschmerz 

in der Differen der Hand- 
wurzelverletzungen. [Referred carpal pain in dif- 
ferential diagnosis of wrist joint injuries] p. 839- 
40. 


40444 DOERING P Die Darstellung der 
gesunden und kranken Schilddriise mit der 
Szintigraphie nach Gabe von Radiojod. [Demon- 
stration of normal and diseased thyroid gland with 
after radioi tion] 


the 
p. 840-5. 


40445 
body formation] p. 846-50; contd. 
40446 NEUERE der Bakterien-Gene- 


[Recent advances in bacterial 
genetics} p. 851-4. 


ENGELHARDT G Zur Lokalisation der 
Localization of anti- 


Deut. med. Wschr. 83(20) 16 May 58 


40447 JONGKEES LB Die chirurgische Be- 
handlung der intratemporalen Fazialis- 
lihmung. [Surgical treatment of intratemporal 
facial paralysis} p. 865-9. 


40448 BRAUN W Krebs an Haut und inneren 
Organen, hervorgerufen durch Arsen; ein 

Beitrag zu den berufsbedingten As-Splitschaden. 

[Cancer of the skin and inner organs caused by 


40449 ROSCH H, SCHWABLE R Zur Diagno- 
stik der 


peripheren Durchblutungsstérun- 


40450) ENGELHARDT G Zur Lokalisation der 
Antik6rperbildung. [Localization of anti- 
body formation] p. 877-80; passim, concl. 


4045! REIFFERSCHEID M Oesophagus-chirur 
gisc! 


40452 Walther Schinfeld, zur 

des siebten Jahrzehntes am 15. 
Mai 1988. [Walther Schinfeld, on the completion 
of the seventh decade on 15 May 1958] p. 889. 


40453 PRIGGE R, GUNTHER O Johannes 
Zeisler zu seinem 75. Geburtstage. 


“Deut. med. Wschr. 83(21) 23 May 58 


40454 sy tae K Funktion und Form. 
907-1 


4u455 KIRCHHOFF H Die konnatale Tuberku- 
lose. p. 912-4. 


40456 PI F, BOCK HE, SCHOLTZE HG, 

RAA Zur nach- 
weisbaren Leberverfettung bei Tuberkulose; biop- 
tische und klinische Untersuchungen. [Histologi- 
cally demonstrable fatty liver in tuberculosis; bi- 
optic and clinical studies] p. 914-8. 


WINDORFER A Praktische Fragen der 
Poliomyelitis-Schutzimpfung. [Practical 
in p vaccination] p. 919-21. 


7 


4u458 LAUTERMANN R, GRUN L Zur Epide- 


40457 


postoperative 
p. 922-4, 


40459 HEALD PJ Neuroch 


bei Krampfanfallen. [Neurochemi- 
cal studies in convulsions] p. 925-7. 


Deut. med. Wschr. 83(22) 30 May 58 


40460 HEUSSER H Der Rezidivstein der Harn- 
wege. ecurrent urinary tract calculi} 
p. 945-50. 

4046! ALWALL N Die aktive Therapie der 
I. Ergebnisse von 


Rehandl: lichen Niere 


(Dia- 
‘vahrend der Jahre 1946-1957, 
Respirations 


pi 
behandlung usw. ‘und rbntgenologische Kontrolle 
des Fi [Active therapy 
of renal insufficiency. ~ 1. Results of 700 treat- 
ments with an artificial kidney (dialysis, ultrafil- 
tration) during the years of 1946 to 1957 & regula- 


to 
fluid equilibrium) p. 950-8; contd. 


4u462 FEYRTER F Zur Frage der Endokrinie 
des Helle-Zellen-Organs im 
menschlichen Bronchialbaum. 
endocrine function of 
in the human bronchial tree} p. 958-63. 


40463 baa N, GAVARIS P, BAROUS N 


Ver P 
Poliomyelitis-Antikérper beim Sdugling. [Sur- 
vival of diaplacentally transmitted poliomyelitis 
antibodies in infants] p. 966-8. 


40465 W = Nutzen und Problematik 


r chromosomalen Geschiec 
mit dem wor und Mundepitheltest. — 
sex di jis with the 
leukocyte & oral epithelium tests] p. 971-8. 


Pw Hormonale Beeinflus- 


40466 
sung des portes durch 
die Zellmenbran. effects on amino 
through cell membranes] p. 979- 


40467 ZILLIG W Die Synthese der Proteine in 
der Zelle. [Intracellular protein synthe. ~ 

sis] 980-2. 

40468 COHN E Der Arzt in der Sozialversiche 
rung Mexikos. [The role of the physi- 

40469 NIKOLOWSKI W Méinnliche 
[Male sterility] p. 984-5. 


40470 JESSERER H Tetanie. p. 985-6, 


Deut. med. Wachr. 83(23) 6 June 58 
40471 ZUKSCHWERDT L, THIES H A Die 
unter Be- 
ricksichtigung der Prophyiaxe und Therapie mit 
Antikoagulantien. 


[Thromboembolism with special 
ticoagulant prophylaxis & therapy) 


Sterilitat, 


p. 1001-7. 
40472 ALWALL N Die aktive Therapie fer 


700 Behandlungen mit der cations Niere (Dis. 
lyse, Ultrafiltration) wahrend der Jahre 1946- 
1957, sowie Mobilisierung, Tracheotomie, Respi- 

usw. und rontgenologischer Kon- 
trolle des Flissi 


therapy of renal insufficiency. 
with an 1 kidney (dialysis, ul- 
trafiltration) from 1946 to 1957, also activation, 


as radiological 
fluid balance] p. 1008-14. 


H, PROLL G Der sp&tere Verlauw 

die Prognose des ; Beo- 
an 788 Kranken. 
&p of 1 infarct; ob ons on 
788 patients] p. “1014-20. 


40474 SCHMITZ R_ K®Onnen durch Chemiefaser- 
textilien Hautschdden entstehen? 
thetic fibers as a cause of dermatosis} p. 1020-2, 


40475 BRUCKEL KW Degenerative Arterio- 
[Degenerative arteriopathy} 
p. 1023-4, 


SARRE H Akute Urimie. [Acute ure- 
mia) p. 1024. 


40477 DUESBERG R Kurt Felix zu seinem 70, 
Geburtstage. [To Kurt Felix on his 70th 
birthday] p. 1025-6. 


40473 


40476 


Deut. med. Wschr. 83(24) 13 June 58 
40473 WUNDT W Die Bedeutung bakteriolo- 
gische r und serologischer fur 


pct. nce of bacteriological and se 
for diagnosis of human brucellosis} p. 1041-4. 


40473 KOLLE K Zur Problematik der Schizo- 
phrenie-Gruppe. [Problems of the 

schizophrenia group] p. 1045-6. 

40480 HAENSEL W Latentes Schielen und All- 
gemeinbeschwerden. [Latent strabismus 

and general symptoms] p. 1 8. 


4048! BRUGGER A Uber die Tendomyose. 
p. 1048- 


40482 KILIAN P, MARTIN H, SPIELMANN W 
Protrahiert verlaufene Arzneimittel-Agra- 
agranulocytosis caused 


by 
Pp. 1055-7. 


404¢; MULLER F Akute virusbedingte Erkil- 
tungskrankheiten I. [Acute 
infections of viral origin I] p. 1058-61. 


40484 E Ulcus ventriculi et duodeni. 
1062-3. 


Deut. med. Wschr. 83(25) 20 June 58 


JANZEN R, DIECKMANN H Neurale 
Symptome bei Skelettfehlbildungen der 


404%, 


Neural 8; mptoms in skeletal ab- 


1077-80. 


D Die Dysphagie als Leitsymp- 
40486 Gat 
[Dysphagia asa symp- 


4U4¢7 DEGENHARDT K H Aufgaben der Phiino- 
kopie-Forschung. [Problems in research 
on phenocopies} p. 1085-8. 


SCHWARZKOPF H Vermeidbare Gefiss- 
bei Presuren-Injektionen. [Pre- 
ventable vascular damage with presuren injec- 
tions} p. 1089-92. 


40489 KRAINICK HG Richtlinien fur die Be- 
handlung des kindlichen Diabetes. [Di- 

rections for treatment of diabetes in childhood 

p. 1092; passim. 

MULLER F Akute virusbedingte Er- 

I. [Acute viral 

respiratory infections. [.] p. 1096-7. 


aspects] p. 591-2. 
| 
40401 SCHUMANN R Ober die Aufstellung und 
Anwendung von Punkttabellen fur die 
caused by arsenic] p. 870-2. | peference to & 
| 
| 
ag [Problems in esophageal surgery in childhood tracheotomy & respirator treatment & similar pro- 
| 
| 
singehalt } 
| 
| 
wage | 
Nie ‘ae | nen in der Gesichtschirurgie. [Epidemiology of 
wound infections in face surgery] 
| 
| 
— 
tion, tracheotomy, respiratory treatment etc. in 
trol of the 
zerviko- 7 
83(19) 9 May 58 
4 
resistenz. [Repeated cesarean section & cicatri- 
cial resistance] p. 963-6. p. 1081-5. 
| 
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CURRENT LIST of MEDICAL LITERATURE 


40491-40568 


DEUTSCHE ZEITSCHRIFT FUR 
DIE GESAMTE GERICHTLICHE 
MEDIZIN 
(Berlin) 


Zechr. gerichtl. Med. 47(1) 1958 


4049! WALCHER K Hermann Merkel 7.6. 
1873—27.5. 1957. p. 1-4, 


40492 SCHAEFER H Die Einwirkung des elek- 
trischen Stromes auf wichtige innere Or- 


49493 Die gerichtsmedizinische 
des Stromtodes; mit Berticksichti- 

[The medicolegal diag- 

by electrical Current with reference 


to reconstruction] p. 29-54. 
40494 


of the heart and nervous sys- 


DEUTSCHE ZEITSCHRIFT FUR 
NERVENHEILKUNDE 
(Berlin) 


Deut. Zschr. Nervenh. 1 1958 


Histoche - 


40497 SCHMIDT E, HALLERVORDEN J, SPATZ 
H Die der Hamartome am 
Hypothalamus mit und ohne Pubertas praecox. 
of hypothalamic hamartoma with & 
without precocious puberty] p. 235-62. 


4u49u KLEINSASSER O, FRIEDMANN G Die 
Chordome der Schidelbasis; ein Beitrag 


am Rontgenbild. [Chordomas 
clinical fe » hol 
tial diagnosis} p. 263-85. 
40499 HOFFMANN M, KRAEMER R Das auri- 
culotemporale Syndrom. p. 286-94. 
405090 QUADBECK G, HELMCHEN H Krampf- 


Permeabilitat. 
barrier permeability) 295- 


ey & x-ray differen- 


Deut. Zschr. Nervenh. 177(4) 1958 


4u50| HABECK D Zur Bedeutung der Salz- 
saure-Collargol-Reaktion in der Liquor- 

the hydrochi id-colla reaction in CSF 


protein body diagnosis} Pp. 

4u502 KLAUS E, BOHUNEK V Spasmus fa- 
cialis bei basaler Impression. — 

spasm with basilar impression] p. 318-: 

4503 HEYCK i Beitrag zur a der 


arter 


Aneurysmen 
und Fisteln des Sinus cavernosus; Ergebnisse der 
Messung 


des Hirnd ns und der 
arter enz bei 

15 Fallen. [Hemodynamics of cerebral arterio- 
venous aneurysms & fistulae of the cavernous 
sinus; results of of the bral cir- 
culation volume & oxygen difference in 15 cases) 
327-47. 
40504 HACKSTEIN FG ther die Klinik des 

luftgefUllten, weiten Cavum septi pellu- 
cidi. [Clinical of the air-filled dilated 
cavum septi pellucidi] p. 348-69. 


Ein Fall von Simmonds- 


anterior pituitary lobe] p. 370-3. 


40506 VOGEL F, WOLTER M 
Findet man im Hirnstrombild | von Zwill- 


al changes in the 


gen? of 
EEG of twins] p. 374-7. 
40507 KLEINSASSER O, FRIEDMANN G Die 

eschwllste der Schidelbasis. 
[Chondromas of the cranial base] p. 378-404. 


PALFFY G, ENDROCZI E ber die 
rimente! 


Zschr. Nervenh. 177 1958 
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intestinal sub-occlusion] p. 1116; passim, 
40648 M, PRESS Exito 
tratamiento médico de la ulcera gas- 


Obsolescence of the medical treat- 
ulcer] p. 1118; passim, 


*Dia méd., B. Air. pw 26 May 58 


4 ; SCHIFIS M, BASTAROLI JC Ensa 
clinico de la Rauwolfia, bromuro de 

bromocolina, y clorhidrato de papaverina com- 

binados, en el tratamiento de la hipertension 

arterial. (Clinical tests of combined Rauwolfia 

bromide & papaverine hydrochloride 

in the treatment of arterial hypertension] p. 1151; 

passim. 

40652 ROVEDO AM A propdsito de dos 

casos de hernia de Richter. 
Richter's hernia] p. 1169-70. 


*Dfa méd., B. Air. 30(34) 29 May 58 


40653 FALLS LS Tratamiento quirirgico de 
la colitis ulcerosa, [Surgical treatment 
of ulcerative colitis] p. 1173; passim. 


40654 MARINI MA Heparina por via sub- 


coagulante. [Heparin by 
muscular route; its anticoagulant action] 
p. 1192; passim. 


40656 mg M_Fisiopatologia del colon. 
P. 
40657 wate A do 


p. 12; passim. 

poe ARNOUS J, PARNAUD E Tratamiento 
ambulatorio de las ffstulas anales; bases 

é lizacion practica. [Ambulatory 

treatment of anal fistulas; basic technics; practi- 

cal findings] p. 17; passim. 

40659 DEL PORTILLO Y PUIG L, AGUADO Y 
MOREJON 


[Traumatic 
portion of the rectum] p. 26-7; passim. 
ENFERMEDADES no neoplasicas del ano 
y recto; mesa redonda No. 1. [Non-neo- 
plastic diseases of the anus & rectum; round table 
number 1] p. 30; passim. 
40661 NAUTON MORGAN C El tratamiento del 
carcinoma del recto y del rectosigmoide. 
[Treatment of carcinoma of the rectum & recto- 
sigmoid] p. 37; passim. 
COLCOCK B P, JARPA S_ Reseccién 
— rineal de Miles en el c4ncer 
de recto. [Miles' abdominoperineal resection in 
cancer of the rectum] p. 47-8; passim. 
40663 CANCER de recto; mesa redonda No. 2. 
[Cancer of the rectum; round table number 
2) p. 51; passim. 
A0664 STAPLER N_ Tratamiento de la colitis 
ulcerose grave. [Treatment of severe 
p. 59; passim. 
COLITIS ulcerosa; mesa redonda No. 
ve colitis; 
p. 64-6; passim. 


CANCER de colon; mesa redonda No. 4. 
[Cancer of the colon; round table number 
4] p. 72; passim. 


40660 


méd., B. Air. 30(85) 2 June 58 


40667 TAJES R Las fistulas anor- 
les; conceptos clinicos y terapéuticos. 

[Anorectal fi clinical concepts & therapeu- 

ties] p. 1201; passim. 

40668 ADSLSTER 1 El nifio engripado. [The 

with grippe] p. 1225; passim. 


0669 PALADINO JE Algunas normas en el 
tratamiento de las hemorragias masivas 


in treatment of massive hemor- 
lulcer & hemor- 


by gastroduodena 
p. 1231-2; passim. 


Frario ulcera gastroduodenal y gastritis hemorragica. 


. 
- 
— de drogas hipoglucemiantes 
es be en el tratamiento de la diabetes sacarina. 
Fender pecho: comunicaci6n previa. [Effect of 1-isoni- 
cotinyl-2-isoprophyl hydrazine on angina pectoris: 
= | 
la 
dades respiratorias crénicas. [Asystolic & — [Lipoid nephrosis in children} 
pseudo-asystolic sequels of chronic respiratory passim. 
disorders} p. 912; passim. 40650 GARCfA MATA A, KATZ B Prurito 
D'AGOSTINO M Anecdotari anal; gu tratamiento con la cloro- 
40626 de la promazina. [Anal pruritus; its treatment with 
sifilis. 19. La én del diagnos chlorpromazine] p. 1150-1 
tico. [Syphilis anecdotes. 19. Revealing the 
ae diagnosis] p. 924; passim. 
SBE it 40627 EISLER M, BERNARDO M M, LOSSO 
a aes Sobre 1022 enfermos diabéticos tratados en el 
hh El problema del nifio 
roblem of crying children] 
y técnicas de la terapéutica t6pica. 
| p. 708-10. cién séptica ginecolégica con tetrafenicol. 
ae [Treatment of gynecological septic infection with 
ee ae *Dfa méd., B. Air. 30(22) 17 Apr 58 tetraphenicol] p. 934; passim. 
pees 
cutdnea e intramuscular; su accidn anti- 
5555 RUGGIERO JR Tensidn premenstru 
Ic 1198. 
oxigeno: indicaciones y dosis Course in oxygen 
Dia méd., B. Air. 20(Specil No.) May 5 
| 
| 
| 
| 
- 
Mga! AMIGO Y DEL PORTILLO I Lesiones traumati- 
Hoh i lal cas del ano y porcion extraperitoneal del recto. 
oO 
18. Escritores tabéticos. [Syphilis 
anecodotes. 18. Syphilitic writers] p. 789. 
“Dla méd., B. Air. 2004) 24 Apr $8 
— 
40639 | 
“3 | 
tas comunes en la infancia? I. Angiomas. 
tie nae [At what age does one treat congenital skin dis- 
aie eases ordinarily in children? I. Angiomas] 
ae *Dia méd., B. Air. 30(31) 19 May 58 
| | 
40644 MALBEC EF Plastias mamarias; com- 
plicaciones post-operatorias. [Plastic 
breasts; post-operative complications] 
p. 1097; passim. 


40670-40762 


CURRENT LIST of MEDICAL LITERATURE 


mak october 1958 
H : mG?) MEISCHENGUISER R, KUSZNIER N 40692A PROCTOR RC Psychodynamic drugs; a 40716 GOLDRING 8, O'LEARY JL, KING RB GOLDFIEN A, ZILELI 
MS, Di 
mpto- re-evaluation and report. p. 265-8, Singly and repetitively evoked BETHUNE JE 
[Combined applica- in human cerebral cortex with D.C. changes. 
tion of tetracycline ( - p. 233-40. and norepinephrine in the dog. 749-57. 
phenicol)] p. 1240; passim DUODECIM 40717 FUJIMORI B, YOKOTA T, ISHIBASHI NJ A theo quantitati 
Encefalomielitis children 
les] p. 1242; by method, the 158-67. 
Duodecim, Helsin. 74(2) 1958 NAD Rates 
40718 SHEV EE, ROBINSON SJ Electro- of tate ant the 
*Dia méd., . 30( ) June 58 40693 HORMIA A Psykiatrisen potilasaineiston — a associated with gland of the rat under various conditions of dietary 
to les. p. 1253; passim. civil status] p. 57-63. the clinical picture of either cyanosis or acyanosis, | 40743 
 gas- NAND 253-8, on thyroid function 
treat- [sub-| 40694 SIRPILK Tarttuvan kel and goiter development in the rat. p. 783-9. 
th 1266, Suomessa; 1949— 40719 GAROUTTE B, AIRD RB Studies on the 
total hysterectomy with forceps] p. 1266. and 40744 CLEGG MT, SANTOLUCITO J A, SMITH 
HN Accién sinérgica de la Pp. 64-76 chrony of (tlateraily recorded alpha and beta JD, GANONG WF The effect of hypo- 
40674 GEROSA cc rgica 259 thalamic lesions on sexual behavior and estrous 
hidrasida del acido isonicotinico y la din cycles in the ewe. p. 790-7 
ela prednisolona sobre la excrecién de los 17 cetoste- sen jilkeisesti 40720 KOZHEVNIKOV VA Some methods of 
dren} os oar U rgic action of d& tamasta ku automatic measurement of the electro- 40745 oot D L, EDGREN R A, SAUNDERS 
dnisolone on the of urinary 17-keto- [Fatal enterocolitis caused by antibiotic therap encephalogram. p. 269-78, Lipid-shifting properties of 17a~- 
steroids) p. 1268-71. after gynecological surgery] p. 77-86. BECK EC, DOTY RW, KOOI KA mety-17-hydroy- alae 
40696 KAUHTIO J Cerebral palsyn varhais- 4072! Eiectrocortical reactions associated with p. 796-003. 
estudio médico legal; signos, manio-| palsy] BARGER AC, BERLIN RD, TULENKO 
bras y pruebas para confirmarlos. [Simulated y) P zs J 40722 DEMENT W The occurrence of low vol- 0746 JF Infusion of aldosterone, 9-a-fluoro- 
yo lumbagos in esata medicine; medicolegal 40697 PENTTIOM Lisikiveksen ki tage, fast, electorencephalogram patterns hydrocortisone and antidiuretic hormone into the 
study; its & tests for erain tapauksen johdosta. [Tumors of the during behavioral sleep in the cat. p. 291-6. renal artery of normal and adrenalectomized, un- 
\- confirming} p. 1276; pone epididymis; based on a case report] p. 94-8. 40723 DUNLOP CW Viscero-sensory and an Sa on electrolyte and water 
ry representation in the A 
-% *Dia med. . B. Air. 30(37) 9 June 58 Duodecim, Helsin. 74(3) 1958 rhinencephalon. p. 297-304. 40747 TRAVIS RH, SAYERS G Metabolism of 4 
1151; 40676 REGLAMENTO para el uso de radioisoto- 40693 SAARENMAA E Struuman ja tyreotok- 40724 J, 
pos y radiaciones ionizates. [By-laws sikoosin nykyaikainen hoi! Present- , 
for the use of radioisotopes & ionizing radiations] day treatment of goiter & pein roth p. 131- structures during ether anesthesia. p. 305-24. 40748 GRUNT JA, BERRY R J, KNISELY WH 
°s of p. 1300-2; passim. 42. 40725 JORGENSEN RS, WULFF MH The ae and ant. in relation to fatty liver 
40677 a. J Complicaciones urinarias del 499 USALO E, KALLIOLA H, SAGAR A, effect of orally administered bettengen- in the male rat. 822- 
er rectosigmoideo. [Urinary com- LINKO E Sydiininfa mazine on the electroencephalogram of 40749 RANNEY RE, WEISS s E The effect of 
Sof rectosigmoid cancer) 1308-pas- touttamisesta. [Rehabilitation of patients recover- | 325-8, J strogens steroid 
ing from acute myocardial infarct] p. 143-58. 40726 COBEN LA Slow wave artifacts seen naee - ip of the chick. 
> de penal = F, JALLAGUIER G J, MERCAU 40700 KAUHTIO J, JANSSON E, PAATELA M with chopper type EEG during high fre- sigilenaadle 
nent Tuberculosis miliar y pardlisis fa- Auroran sairaalassa vv. 1937-56 hiodetut quency stimulation. p. 331-3. 40750 LOSTROH A J, SQUIRE PG, LICH 
cial; Th me sobre un caso clinico. bakteerien aiheuttamat aivokalvontulehdukset. Bioassay of interstitial cell-stimulating 
tuberculosis & facial paralysis; clinical [Cases of acute bacterial meningitis treated at 40727 it aoe mon hn h in the hypophy ized male rat by the 
i. case report] p. 1320; passim. Aurora Hospital from 1937 to 56] p. 159-77. graphic spectrophone. p. 334. ventral prostate test. p. 833-42. 
\- 4679 ae R_ Hernia hiatal; opera- 4076, PARKKULAINEN KV Lasten virtsatie- 40751 JONES RS, MAYNE YC, EIK-NES K 
jones indirectas. p. 1334-5. taudeista. [Diseases of the urinary tract C14 labeled bacterial polysaccharide and 
in infants & children] p. 178-91. ENCEPHALE ree cortical function in the guinea pig. p. 843- 
1/02 NEVANLINNA HR Veriryhmien jaka- 
DISEASE-A-MONTH 40752 SLINGERLAND D W, JOSEPHS R K 
see of blood groups in various diseases] p. 192-3. Thyroidal metabolism of diiodotyrosine. 
DM; DISEASE-A-MONTH 47 1958 p. 853-64. 
(Chicago) Duodecim, Helsin. 74(4) 1958 40753 McKENZIE JM Delayed thyroid re- 
40728 DELAY J, VERDEAUX G, VERDEAUX 2 sponse to serum from thyrotoxic patients. 
40703 PIRILA Vv, K Vanha klinik- Pp. 865-8. 
ka 125 -vuotias, 125 Year-old clinic] expertise médico- le clinique et 
DISEASES OF THE CHEST enctehad hi él 407 pepe S The effect of starvation 
adultes. [Electr dehydration on radioiodine excretion 
40704 SOLONEN KA bev =r eg expert testimony; clinical and EEG study of 94 lowing of I 131 labeled thyroxine. 
[Orthopedics of infants] p. 208- | adult epileptic delinquents] p. 1-30. 
LW Presokkitilat ja nykyi 40729 HASAERTS E, VAN GEERTRUYDEN 
28 4/080 MOTLEY HL Studies on the nature of 40705 \asitys kirurgisesta sokista. [Pre- Caracttres et étapes de la détérioration ENDOKRINOLOGIE 
the arterial blood oxygen unsaturation in shock conditions & the current view of surgical psychique dans la | bh sclérosante ; 
- chronic pulmonary disease. p. 581-99. shock] p. 220-5. subaigué; 14 observations. [Characteristics and (Leipzig) 
tngo1 KAR acc ieemanea stages in mental deterioration in subacute scleros- 
581 LSON ‘ompar:  4'- 40706 E leukoencephalitis; 14 case reports . 31-72. 
Y diaminodiphenylsulfone and its thymolated ” as chromatography] p. 226-33. ing ] P Endok 35(5-6) Mar 58 
derivative in experimental tuberculosis in guinea 40730 ALBY JM Névroses de caracttre et 
\- pigs. p. 600-6. 40707 NORO L, LAAMANEN A Ulkoiiman caractéres [Character neu- 40755 KELLEN J Mukoproteine im Harn bei 
102 BECK GJ A new effective method of um roses and neurotic characters] \-xvil Diabetes mellitus. [Mucoproteins in the 
] 4073; HARL JM Bypocondrie. p. xix-xxvi. urine in diabetes mellitus] p. 257-9. 
eal and physiological effects. p. 607-16. ao70g OSTERLUND K, Lasten 40756 KLEIN U, KRACHT J Uber Hormonbil- 
40603 SCHOEMPERLEN CB General anesthe- avalia rauta-d vhdi steel 47(2) 1958 im Nebennie 
sia in bronchoesophagology, a review of [Treatment of hypoc! medulla } 
its use in 4,000 endoscopic procedures over a ten i lar injecti ferrodextran ] 40732 KAMMERER T, ROHMER F, ISRAEL P- 
year period. p. 617-27. p. 245-51. L, A 40757 E, BATA G, MARTIN J 
éphalographiqu hose: antes 
e. 49604 WOROBEC T Blood dyscriasias asso- «6(KIVIOJA O Yilattavan nopeasti kasva- confusionnelles h te reuchungen er 
ciated with antituberculosis and combined implant deliriant and confusional psychoses] nal cortex hormones] 280-90. 
PY P. 
628-36. 5. 
suprisingly rapid growth: report] p. 40733 VEREECKEN JL La névrome d'amputa- 40758 ned Ow. Rebound- 
| 49605 GLOVER R P, KITCHELL J R, KYLE 40710 KURKIPAX M Ydinnaulaus patologisten tion et la douleur de fantome. faneus- .. es — —— 
RH, DAVILA JC, TROUTRG &- murtumien hoitokeinona. [Medullary tion neuroma and phantom pain] p. 88- Glukocortico [The so-c rebound pheno- 
, periences with myocardial revascularization by nailing for treatment of pathological fractures. menon in the adrenal cortex after administration 
division of the internal mammary arteries. p. 256-60. 40734 DELAY J, IN G, BRION S, BAR- of glucocorticoids} p. 290-6. 
p. 637-57, 4071} KURKIPAA M Uusi reisiluun ydinnaulan BIZET J ude anatomo-clinique de huit 40759 MESS B Vertinderungen des Gehaltes 
ber 460g BRILL 1C Cor pulmonale: a semantic A new device for ex- cnotyhn mapas Se der Hypophyse an thyreotropem Hormon 
betel notes on @ traction of femoral nails} p. 261-2. Wernicke voisins. Thy iger Lasion 
sis andtreatment. p. 658-66 study of eight alcoholic encephalopathies; Wer- der Nuclei habenulae. [Changes in the ‘thyrotropic 
? nicke's encephalopathy and related syndromes) hormone content of the pituitary after thyroidec- 
49607 SAMPSON JJ The treatment of shock in p. 99-142. tomy and simultaneous lesions of the habenular 
myocardial infarction, p. 667-72. EAST AFRICAN MEDICAL JOURNAL 40735 ALBY 3M nuclet} p. 296-301. 
(Nairobi) [Mental imbalance] p. 143-57, 40760 CASBANO F, TARANTINO C, CIAMPA- 
J] LINI L Die Funktion der Nebennieren- 
DISEASES OF THE NERVOUS East Afr. M. J. 35(4) Apr 58 rinde in der normalen Schwangerschatt. ee ; 
(Galveston) 40712 RAPERAB T in (Springfield, Ill.) p. 301-17. 
; of Indian origin. p. 161-70. 
Dis. , 40713 HAYNES WS Pellagra occurring in 
Mert. Syst. _19(6) June fricene water t for p y dune 99 ERGEBNISSE DER MIKROBIOLOGIE 
40688 HOUSTON M, ALLEN DW Teachingas | ‘W>erculosis. p. 171-80. 40736 ELLIOTT JR, TALMAGE RV Removal IMMUNITATSFORSCHUNG UND % 
training for psychiatric residents. 40714 CLYDE DF Plasmodium falciparum re- of Ca40 and Ca45 from bone by citrate as EXPERIMENTELLEN THERAPIE 
p. 245-9. sistant to pyrimethamine in non-immune fl d by the parathy p. 709-16. (Berlin) 
DAVIDOFF E Effect of combined chlor- — 40737 TALMAGE RV, ELLIOTT JR 
Promazine and dextro-amphetamine on of calcium from bone as influenced by the Erg. Mikrob. Immunforsch. Vol. 31_1958 
Severely depressed patients. p. 249-52. parathyroids. p. 717-22. > = mn 
KUTEN J, KUTEN Childhood ELECTROENCEPHALOGRAPEY AND 40736 ACKERMAN NB, ARONS WL Theef- | 4076! SCHATER Aligenisine 
schizophrenia: a review. p. 253-60. CLINICAL NEUROPHYSIOLOGY fect of epinephrine and norepinephrine on ten. [General morphology of types of viruses 
(Montreal) the acute thyroid release of thyroid hormones. and eainales 1-34. 
4969; MORRELL RM Cranial neuropathy in p. 723-37. 
Hodgkin's disease; report of a Elec Montreal 1 58 yenee B PAULSEN C A, HELLER LEINER M_ Die enzymatische Anpas- 
Purttication of gonadotrophins de- — bei Mikro-Organismen ohne Ver- 
40692 CAFFEY E MJr, LINDEMAN JE, 40715 RALSTON BL The mechanism of tran- rived bon we and pituitary glands of human dnderung des Erbgutes. {Enzymatic adaptation 
ROBERTS AS Thorazine photosensitivi- sition of interictal spiking foci into ictal beings: observations on their electrophoretic be- without genetic changes in microorganisms) 
ty. p. 264. seizure discharges, p. 217-32, havior and biological activity. p. 738-48. p. 35-129. 
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Vol. 34, No. 4 


40763 GRUN L Alte und neue Probleme der 
lokokken. 
of staphylococci! p. 130-83. 
40764 MOOSER H Die Riickfalifieber. r. [The 
relapsing fever] p. 184-228. 


EXCERPTA MEDICA. SECTION 
DERMATOLOGY AND VENEREOLOGY 
(MILESTONES IN DERMATOLOGY] 
(Amsterdam) 


Excerpta M. Derm. Vener., Amst. 12(5) 


40765 HELLIER FF ichthyosis and allied 
conditions. p. 193-5. 


(Basel) 
Experientia, Basel _14(5) 15 May 58 


40766 KAMER JC VAN DE und 


Ependym und seine Abkimmli 
die Epiphyse und den Saccus vasculosus) bet nie~ 
deren Verteb 
study on the ependyma and its paustentions (particu- 
larly the pineal body and the saccus vasculosus) in 
lower vertebrates] p. 161-6. 
40767 GHIRETTI-MAGALDI A, GHIRETTI F 

A cytochrome c from the hepatopancreas 
of Sepia officinalis L. p. 170-2. 


40768 NAIR KK The effect of some common 
fixatives on the enzymatic activity of ribo- 
nuclease. p. 172-3. 


40769 FRIED R The effect of phosphate on 
cream xanthine oxidase. p. 173-4. 


40770 ROSSI-FANELLI A, ANTONINIE Heme- 
heme interaction in the oxygen 
of p. 174-5, 


40771 


lymph of ‘> scorpion Buthus judaicus E. 8. 

p. 175-6. 

40772 PANT NC, NAYAR JK, GUPTA P On 
the significance of amino acids in the 

larval of Trogoderma 

granarium Everts. 

p. 176-7. 

40773 WIRTZ GH, ARCOS JC Studies on the 
dye-binding fraction of soluble liver pro- 

teins from rats fed aminoazo dyes. p. 177-8. 


40774 HUGHES F B, SHORE P A, BRODIE BB 
Serotonin storage mechanism and its in- 
teraction with reserpine. p. 178-80. 


40775 LIEBECQ-HUTTER 8, BACQ ZM Dis- 
parition de la §-hydroxyt: dans 

les granulations des glandes de la peau de Disco- 
glossus pictus et de Rana temporaria aprés injec- 
tion de réserpine. [Disappearance of 5-hydroxy- 
tryptamine from the granulations of the skin glands 
of Discoglossus pictus and Rana temporaria after 
injection of reserpine] p. 180-1. 


40776 KELLER R_ Beeinflussung der Gerin- 


known as Treacher Collins syndrome. 
p. 396-8, 

FABRICANT ND The nature of cerumen. 
p. 401. 


POSNER A Present status of the syn- 
Pp. 


SCHLOSSMAN A Surgical treatment of 
paralysis of the lateral rectus. p. 404. 


GOLDMAN IB Management of nasal 
fractures: an evaluation. p. 405-6. 


FARMACO; EDIZIONE PRATICA 
(Pavia) 


Farmaco, ed. prat., Pavia 13(5) May 58 


40791 WEITNAUER G, MATTEI A, SIMONCINI 

F Osservazioni sulla tecnica del saggio 
per la ricerca delle sostanze pirogene in soluzioni 
e preparati iniettabili e sui mezzi per depirogenare 
le stesse. [Findings on the test technics for detec- 
tion of pyrogenic substances in solutions & injecta- 
ble preparations & means of removal of pyrogens 
from them] p. 235-46. 


40792 Sull'impiego di un nuovo 
metodo microtermoanalitico per l'identifi- 
cazione di alcuni prodotti usati nella tecnica farm- 
aceutica, I. Generalita e prime osservazioni sui 
carbovax 6000, 4000 e 1540, sugli span 40 e 60e 
sul tween 61. [Use of a new method of microther- 
moanalysis for the identification of various products 
I. General data 
6000, 4000 & 
1540, on span 40 & 60, & on tween 61] p. 247-55. 
40793 GHIELMETTI G, BOCCHIA A Sulle 


interessante derivato di recente impiego in neuro- 

logia. [Spectrophometric characteristics of 

colchicine, colchicoside & thiocolchicoside, a sig- 

nificant derivative of recent use in neurology] 

p. 256-61. 

40794 CUZZONI MT Recenti progressi nel 
campo delle sostanze tensioattive. [Re- 

cent progress in the field of surface-active sub- 

stances] p. 262-9, 


FARMACO; EDIZIONE SCIENTIFICA 
(Pavia) 


Farmaco, ed. sc., Pavia 13(5) May 58 


40795 MUSAJO L, RODIGHIERO G, CAPORALE 
G, ANTONELLO C Ulteriori ricerche 
sui rapporti fra costituzione e proprieta foto- 
dinamiche nel campo delle furocumarine. [Further 
research on the report of the structure & photo- 
dynamic properties of furocoumarin] p. 355-62. 


40796 G, ANTONELLO Sintesi 
di alcuni derivati furocumarinic 

yoo of various furocoumarin derivatives) 
P. 

407937 RODIGHIERO G, BERGAMASCO C 

Ricerche sulla fotoossidazione dell’ 

a-terpinene ad ascaridolo in presenza di furo- 
cumarine | ed altre sostanze fotodinamiche. 


nungswirkung von Heparin durch 
und Tryptamin. [Influence of serotonin and 
tryptamine on the action of heparin on the blood co- 
agulation mechanism] p. 181-2. 


40777 HAMA T, OBIKA M On the nature of 

some fluorescent substances of pterin 
type in the adult skin of toad, Bufo vulgaris formo- 
sus. p. 182-4. 


40778 FABRY P, LOJDA A High 
jet and mast cell count in rat mesen- 
“oe 


40779 BERTLER A, CARLSSON A, LINDQVIST 
M, MAGNUSSON T On the catechol 

amine in blood plasma after stimulation of the 

sympathoadrenal system. p. 184-5. 


40780 BRUN J Caryocinéses aberrantes ré- 
es conduisant A la stérilité male par 

Vaction d'un mendélien. [Repeated aber- 

rant karyokinesis leading to male sterility by the 

action of a mendelian factor] p. 186. 

40781 JP Application de méthodes 


d'analyse biochemique & une étude taxono- 
les corégones du de I. Mé- 


terium. 


h on the photo-oxidation of a-terpinene & 
ascaridol in the presence of furo[2, 3-g]coumarin 
& other photodynamic drugs] p. 368-72. 
40798 RODIGHIERO G, CAPORALE G 
Furocumarine ed emolisi fotodinamica. 
= & photodynamic hemolysis] 
. 373-8. 
E, RODIGHIERO G Ricer- 
sulla fotoossidazione 
Paes. del siero di sangue in presenza di 
lotodinamiche. 


1. ] p. 385- 


40801 C, TEZZA A, PERLOTTO 

alcuni ‘nuovi esteri del cloram- 
fenicolo. = Il glicinato come derivato idro- 
solubile. [Some new esters of chlo: 


cal analytical methods to a taxonomic saa the 
coregonine fishes of Lake of Neuchatel. I. Im- 
al methods] p. 187-8. 


40782 ANTENEN K Mikrophotometrie. 
p. 190-5. 


EYE, EAR, NOSE AND THROAT 
MONTHLY 
(Cricago) 


Eye Ear &c. Month. 37(6) June 58 
40783 FEUERSTEIN SS Management of the 
inferior crus in otoplasty. p. 385-9. 
ERICH JB Surgical correction of 
40784 orotruding ears. p. 390-3. 
40795 LEWIS EL Control of ocular hemor- 
rhage with intravenous conjugated estro- 
genic hormones. p. 393-5; discussion, p. 395-6. 


ramphenic 
Il. Gly as a water soluble derivative) 
p. 393-8. 
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4083) IL'INA Al, TONKIKH AV K mekha- 
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flexes elicited by extension of extensor muscles at 
early stages of postnatal development] p. 334-41. 


40833 BABUSHKIN VI, ISAKOV P K, MALKIN 
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Pp. 384-5. 

40840 


henie 


KLOSOVSKD BN, VOLZHINA NS_meto- 
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| | 
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| | 
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ag 
| 
| | 
| 
| 
| } | 
| | 
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ee proteins in the presence of furocoumarin & on intestinal contraction} p. 71-3 
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FEDERATION 
40804 
veshchestv, vozbuzhdalushchikh nervnuiu sistemu; 
eksperimental'noe issledovanie. [Qualitative 
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40924 DABROIGL La biopsia dello stomaco 
Strémungsgesc hwindigkeit mit Hilfe des Rintgen- sul vivente: indicazioni, tecnica e possi- 
Bildverstirkers. [Angiography of the extremi- bilitd diagnostiche. [Intra vitam gastric biopsy: 
ties; flow rate determination with x-ray intensi- indications, technic & diagnostic potential} 
fier] p. 578-9. 
eh if 
eliminazione urinaria del potassio 40904 SCHUSSLER R 
al ir- cardiopatici scompensati dopo prova di carico. und Radi r I ” muc gengivale. [Principles of oral sympto- 
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Vol. 34, No.4 


40926 BURLINA A La valutazione degli stati 
disvitaminosici e delle alterazioni del 

ricambio ascorbico in umana 

e speri 

states & changes in bi pons tabolism in 

human & experimental pathology] p. 1141-63. 


40927 CASASOLA M, MILESI C Osserva- 
zioni su di un caso di diabete in soggetto 
acromegalico, [Findings in a case of diabetes 
in an acromegalic patient] p. 1165-72, 
40928 SABUCCO P, SINONETTI A Con- 
siderazioni e contributo clinico sul 
trattamento chirurgico della nevralgia essenziale 
del trigemino. [Findings & clinical contribution 
on the surgical therapy of idiopathic trigeminal 
neuralgia] p. 1173-80. 
40929 JOVINE A Patologia e clinica delle + 
cisti del mesentere, [ & 
clinical manifestations of mesenteric cysts] 
p. 1181-211, 


FUHNER-WIELANDS SAMMLUNG 
VON VERGIFTUNGSFALLEN 


see 
ARCHIV FUR TOXIKOLOGIE; 
FUHNER-WIELANDS 
SAMMLUNG 
VON VERGIFTUNGSFALLEN 
Berlin) 


GACETA MEDICA DE MEXICO 
(México, D. F.) 


Gac. méd. México 88(5) May 58 


40930 PAULLADA J J, DURAZO F, PIZA J 
Diagnostico de la reserva functional de la 
corteza suprarrenal por medio de la determinacién 
de 17 hidroxiesteroides urinarios. [Diagnosis of 
the functional reserve of the adrenal cortex by the 
determination of urinary 17-hydroxysteroids] 
Pp. 281-93; discussion, p. 295-6. 
4093; CARRAL R, ODILON Actividad diafrag- 
matica anormal rapida: flutter del dia- 
fragma. [Rapid abnormal diaphragmatic activity; 
flutter] p. 297-304; discussion, 
p. 30! 
40932 ‘aides C Nota preliminar acerca del 
paro cardiaco inducido por la inyeccién 
de cardioplégicos. [Preliminary findings on in- 
duced cardiac arrest caused by injection of cardio- 
plegic drugs] p. 311-5; discussion, p. 317-8. 
40932 cursfanes VILLEGAS L Resultados 
de la vacuna contra la poliomielitis, tipo 
Salk, elaborada en México. [Results of the — 
type, manufactured in Mexi- 
co} p. 319-31. 


40934 SEPULVEDA B Moral médica. p. 347- 
57 


GANN; THE JAPANESE JOURNAL OF 
CANCER RESEARCH 
(Tokyo) 


Gann, Tokyo 49(1) Mar 58 


40935 TSUKAMOTO K, KITAGAWA T Histo- 
logical changes in tumor tissue induced by 
ionising radiation. 1. Animal experiment. p. 1- 
4. 
40936 TSUKAMOTO K, KITAGAWA T Histo- 
logical changes in tumor tissue induced by 
Clinical experiment. 
p. 5-8. 
KITAGAWA T On a method of x-ray 


cervical lymphnode. p. 9-14. 

40938 TSUKAMOTO K, KITAGAWA T Carci- 
noma of the skin and its radiation treat- 

ment. p. are 21. 

40939 K, KITAGAWA T Radia- 
tion treatment of carcinoma of the thy- 


roid, 
40940 
let red. 


p. 23-6. 

UMEDA M_ Production of rat 

by injections of tween 80 solution of scar- 
p. 27-31. 


4094! NAKAHARA W, FUKUOKA F, SAKAI S 
The relation between carcinogenicity and 
chemical structure of certain quinoline deriva- 
tives. p. 33-41, 


40942 FUKUI K, NAGATA C, YONEZAWA T 
On the analogy between carcinogenic com- 


40943 OWE H The infl 

implantation of rhe on the mi- 
totic activity and the phosphopyridine nucleotide 
content of regenerating liver. p. 49-56. 


40944 ICHIKAWA Y, AMANO S A new type of 

virus found in a spontaneous mammary 
tumor of SL mice and its ae modus ob- 
served in ultra-thin secti lectron 
microscope. p. 57-64. 


40945 SARKAR HL, CHAUDHURI RD On the 


‘och and Schneider). p. 65-8. 


IA 
(Basel) 


*Gastroenterologia, Basel 89(3-4) 1958 


40946 FAHRLANDER H Uber Hefe- und 
Schimmelpilzallergien mit gastrointesti- 
naler Reizantwort. (Gastrointestinal sy 
in allergy to yeasts and fungi] p. 153-9. 
40947 STREHLER E Kinetik der Ulkusheilung. 
[Kinetics of ulcer healing] p. 160-5. 


40948 FIERZ F Zur Frage der fraktionierten 
nausheberung in der Praxis. [Frac- 
tional test meal in the practice} p. 165-9. 


40949 KOPP E, BIVETTI JM Die arterio- 
mesenteriale Duodenalstenose. p. 170-3. 


40950 PASCHOUD H Traitement abortif anti- 

biotique lors d'appendicites aigués. 
[Abortive treatment with antibiotics in acute ap- 
pendicitis] p. 173-9. 


4095! pacar J, SAEGESSER F, CAN- 
rs multiples du gros 

intestin. (haltipto tumors of the large intestine] 
p. 180-91. 

40952 PIOTET G Troubles graves par reflux 

dans le ch aprés ré- 

section étendue de l'estomac; réflexions sur la 
prophylaxie et le traitement du syndrome post- 

prandial. [Severe disorders caused by alimentary 
res into the duod after 


p. 192-6. 

40953 SECRETAN P Ptose isolée de I'angle 
colique droit par défaut d'accolement. 

[Isolated ptosis of the right flexure of the colon 

caused by absence of fixation] p. 197-203. 


40954 CHANAL G, CALAME A Pathologie 
du Sphincter d’ Oddi. 
cal path of Oddi} p. 


HEGGLIN R, ZOLLINGER H Zur Diffe- 

rentialdiagnose kugeliger Gebilde im Ab- 
domen; Klinisch Demon- 
strationen. [Differential diagnosis of spheroid 
formations in the abdomen; clinical-pathological 
and anatomical demonstrations] p. 205-26. 


40956 WISSMER B Les diverticules du tube di- 
gestif, de l'estomac 4 l’intestin gréle. 

[Diverticula of the ve tract from the stomach 

to the small intestine] p. 227-56. 

40957 DEUCHER F Die chirurgische Behand- 
lung der Divertikel - Darm- 

[Surgical t rti 

the gastrointestinal tract] p. ‘Ws1-8 60. 


Gastroenterologia, Basel 89(5-6) 1958 


40958 KAY AW The pyloric antrum and peptic 
ulceration. p. 282-6. 


40959 CLARK DH, KAY AW, DUTHIE HL, 
GILLESPIE IE Gastric acid secretion 
before and after removal of pyloric antrum. 
p. 286-90 
40960 IRVINE WT The output of HCl in gastric 
juice and free histamine in urine during 
stimulation of gastric secretion. p. 290-1. 


40961 WATKINSON G Relation of chronic pep- 
tic ulcer to coronary sclerosis. p. 292- 
301. 


40955 


40962 SCOTT LD The re’ between 
coronary sclerosis and chronic peptic ul- 
cer. p. 301-4. 


40963 SMART GA, WILLIAMS J Comparison 
of results of partial gastrectomy and 
vagotomy with gastro-enterostomy in the treatment 
of peptic ulcer; Interim Report of Newcastle upon 
Tyne Survey. p. 304-7. 
40964 FORREST AP The treatment of duode- 
nal ulcer by gastroenterostomy, gastro- 


_40973 WILSON J A, SHORT I A, VARLEY H, 

HOWAT HT The biochemical changes 

induced by cortico-steroids in xanthomatous bili- 
ary cirrhosis. p. 343-5. 


40974 EDWARDS H Haematemesis due to 
pseudoxanthoma elasticum. p. 345-6. 


40975 FRAZER AC, FLETCHER R, SAM- 
‘MONS HG, WILLIAMS F E "Folic acid 
deficiency: its effect on the gastro-intestinal tract. 
p. 347-51. 
40976 B history of regional 
Pp. 
40977 eect J Zur 100. Wiederkehr des 
Geburtsjahres von Professor Dr. I. Boas 
Ayes annive of the birth of 
Boas (Berlin)] p. 359-63. 


Epidemiology and digestive 
363-6. 


(Berlin). 
Professor 


40978 HUNT TC 
disease. p. 


GASTROENTEROLOGY 
(Baltimore) 


Gastroenterology _34(6) 58 


40979 DR, STAHLGREN L i, 
LVESTER LE, FERGUSON LK Sur- 

gical a... of massive upper gastrointestinal 

hemorrhage. p. 947-58, 

40980 MATTHEWS WA, ALAKIS J 
MITCHELL MA, WEENS HS Caletti- 

cation in gastrointestinal malignancy. p. 959-68. 

4098; ZOECKLER SJ Peritoneoscopy; a re- 

valuation. p. 969-80. 

40982 SHAFFER JG, SHLAES W H, STEIG- 
MANN F, , CONNER P, STAHL A, 
SCHNEIDER H Small race Entamoeba histolytica. 

p. 981-95. 


40983 RASKIN H F, WENGER J, SKLAR M, 
PLETICKA S, YAREMA W The diagno- 
sis of cancer of the pancreas, biliary tract, and 
gic and y 
methods. L Exfoliative cytology and a descrip- 
tion of a rapid method of duodenal! intubation. 
p. 996-1008. 


40984 WENGER J, RASKIN HF The diagnosis 
of cancer of the pancreas, biliary tract, 

and duod by 

methods. IL. The secretin test. 


4098S MACHELLA TE of di 
of the gall bladder. p. 1050-9. 


BERK JE Postcholecystectomy syn- 
drome: a critical evaluation. p. 1060- 
74. 


40986 


RANSOM H K Indications for surgical 
treatment of diseases of the biliary tract. 
p. 1075-83. 


POLLARD HM, HENLEY KS Viral 
hepatitis. p. 1084-9. 


REITEMEIER R J, BUTT HR, BAG- 
GENSTOSS AH Riedel's lobe of the liv- 
1090-5. 


er. p. 

40990 BARTHOLOMEW LG, CAIN JG, 
FRAZIER S H, PETERSEN MC, FOULK 

WT, SOULE E i, FLEISHER GA, OWEN C AJr 

Effect of chlorpromazine on the liver. p. 1096- 


40987 


40988 


40983 


4099; MONTENEGRO MR, SILVA LC DA, 

PONTES JF An evaluation of the prob- 
lem of hepatic cirrhosis as seen in Sao Paulo, 
Brazil. Ul. Postnecrotic cirrhosis: morphologic 
aspects. p. 1108-20. 


40992 SILVA LC DA, MONTENEGRO MR, 
GODOY ADE, PONTES JF An evalua- 


40993 BAKER _. HODGSON JR Oral 
an of its 


y and vag and partial gas' y 


p. 307-11. 
40965 BURGE H The late results of vagotomy 
and y in the treatment 
of chronic duodenal ulcer; a test, during ope 
for completeness of nerve section. p. 311-5. 
40966 DUTHIE HL, IRVINE WT, KERR J W 
Cardiovascular changes in the postgas- 
trectomy syndrome. p. 315-21. 
40967 BURNETT W, SHIELDS R The ~anaegll 


Pp. 321-3. 


a series of 120 ‘patients. 


40968 ACHESON E D, HADLEY G D Heller's 
) for achalasia 
of the cardia; the experience of the Middlesex and 
Harefield Hospitals. p. 323-6. 


ADAMS J Postgastrectomy megalo- 
blastic aunt and the loop syndrome. 
p. 326-30. 


40969 


40370 SUMERLING MD, JOHNSTONE AS The 
combined cholecystography and barium 
meal examination. p. 330-4, 

4097; RITCHIE JB re- 
port ofacase. p. 335-9. 


40972 ATKINSON M, EDWARDS D A, HONOUR 
AJ, ROWLANDS EN Gastro-oesopha- 
geal reflux in hiatus hernia. p. 340-2. 


y. p. 1137-45. 


40994 HERSHENSON L M, RAWNSLEY H M, 
REINHOLD JG influencing the 
reliability of hepatic turbidi 


tests 
in the differential diagnosis of ‘ume jaundice. 


p. 1146-55. 


40995 ADDISON NV Severe hematemesis due 
to jejunogastric intussusception. 
p. 1156-8. 


GROSSMAN MI The names of the parts 


40996 
of the stomach, p. 1159-62. 


GAZETTE MEDICALE DE FRANCE 
(Paris) 


Gaz. méd. France _65(7) 10 Apr 58 


40997 CHAPTAL J, JEAN R, DOSSA D (Mme) 

Analyse et signification des variations des 
glucoprotéines du dérum au cours du rhumatisme 
articulaire aigu et des néphroses lipoidiques chez 
l'enfant. [Analysis and significance of blood 
—. changes during acute articular rheu- 
matism and lipoid nephrosis in child] p. 657-8; 
passim. 


40998 AMSLER R Conceptions actuelles des 

traitements médicaux de la tuberculose 
pulmonaire. [Modern concept of medical treat- 
ment of pulmonary tuberculosis] p. 673-4; pas- 
sim. 


40999 L'anatomie Pathologique dang" 


malignes. 
anatomy of malignant blood diseasc] 


41000 GIBELIN M Etude d’un nouve! antibioti 

a ic; ‘in 

passim. P. 601-2; 


BOURDON R, MIALARET J, 
BOURGEGIS R, MOUSSARD J 
no-portocholégraphie; ant la splé- 
no-portographie classique. —[Splenoportocholeg- 
classical splenoportography] 


41002 MAUVAIS-JARVIS P Hypercorticismes; 
formes cliniques; diagnostic indications 

[Clinical forms, diagnosis and 

therapeutic indications in hypercorticalism) 

p. 699-700; passim. 


Gaz. méd. France 65(8) 25 Apr 58 


41003 DELBARRE F Pathogénie de la goutte, 
p. 751-2; passim. 


41004 CHAOUAT Y Causes déclenchantes de 
l'accés de goutte aigue. 
causes of attacks of acute gout) p. 763-4; passim, 


41005 pe J Les manifestations viscérales 
de la goutte. p. 769-70; passim. 


GALMICHE P Les apr du 

de la goutte. the diagnosis 

p. 777-8; passim. 

LAYANI F Le traitement de la goutte. 

p. 783-4; passim. 

41008 FRANCON J Régime, hygiéne et traite- 
ment hydrominéral de la goutte. 


hygiene & a treatment of gout] 
p. 789-90; passim. 


41009 DOUSSET A_ Biologie pratique dans la 
goutte. p. 795. 


41006 
of gout} 
41007 


41010 DURUPT L, GOURY-LAFFONT M La 
goutte: les acquisitions récentes. [Gout: 
recent attainments] p. 797-8; passim. 
4101; LOYAU G Accés de goutte aigue: signes, 
diagnostic, traitement. [Attacks of acute 
gout: manifestations, diagnosis & treatment) 
p. 803-4. 


41012 GIRAUD P Une méthode de traitement 


[Method for the 
pyogenic infections 
with oral antibiotic therapy] p. 811-2. 


Gaz. méd. France 65; 10 May 58 


41019 HERAUD G Les phiébites 
3 des membres. [Superficial phlebitis of 
the extremities] p. 831-2; passim. 


41014 MEYER-HEINE A, CHARTRAIN E Le 
pouls ; etude 


aux par l'antibiothérapie per os. 
of 


son intérét en clinique. ‘[Carotid pulse; p piezogra- 
phic study; its significance in clinical studies} 
p. 839-40; passim. 


41015 REBOUL H, VERGOZ L Liactuelle 
valeur de l'aortographie et de l'artério- 
phlébographie des membres dans les artériopathies 
périphériques. [Present-day value of aortography 
& arteriophl of the extremities in periph- 
eral arterial diseases] p. 857-8; passim. 


41016 MILLERET PG Notions thérapeutiques 
essentielles en pathologie vasculaire des 
membres. [Main therapeutic ideas in vascular 
diseases of the extremities] p. 877-8; passim. 
41017 R Phiébites des membres 
rieurs; formes cliniques, diagnostic 
et enteemen. [Phlebitis of the legs; clinical 
forms, diagnosis & therapy] p. 891-2; passim. 


Gaz. méd. France 65(10) 25 May 58 


41018 BOURLIERE F Est-il réellement possi- 
ble d'envisager un traitement biologique 

de la sénescence? [Is it possible to consider a bi- 

ological treatment of senescence?} p. 925-6. 


41019 HUET JA Les problémes médico-so- 
ciaux de la sénescence. p. 929-30; pas- 
sim. 


41020 SICARD P Sénescence et troubles veineux 
des membres inférieurs. — & 
venous disorders of the legs] p. 935-6; passim. 


41021 VELLEY GC Les bases expérimentales 
d'une thérapeutique endo-cellulaire (no- 

yaux et mitochondries). [Experimental bases of 

intracellular therapy (nuclei & mitochondria)} 

p. 943-4; passim. 


BAUMGARTNER P_ Gérontologie. 
41022 p. 951-2; passim. 


41023 MATHIS C Fractures du col du fémur. 
[Femur neck fractures} p. 961- 2; pas- 
sim. 


Gaz. méd, France 65(11) 10 June 58 


CAROLI J Indications respectives de la 
et de la ponction biop- 
sie dans les maladies hépat [Respec- 


indications ‘ophotography & puncture 
sim. 
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DUPUY R, GAUTHIER B Sur la mar- 


41025 utilisée comme d@'épreuve en 


cholécystographie (Margarine used as test feed- 
ing in cholecystography] p. 1031-2; gnceian. 
41026 RENE L 
Several hepatic interventions} 
p. 1037-8; passim. 
41027 + eae Le praticien devant les affec- 


CHAVY A_ Etude radiologique des calci- 
41026 ications du fole. [Radiological study of 
calcifications of the liver] p. 1059-60; passim. 


41029 VALLIN J Hépatologie. p. 1069-70; 
passim. 
41030 TUTIN M Formes cliniques, diagnostic 
et traitement des hépatites & 
[Clinical forms, — & treatment of viral 
hepatitis] p. 1075-6 


et une nouvelle penicilline-retard dépour- 
yue d’amine en position para: le penicillinate de 
piperazine. [Comparative biological study be- 
tween procaine penicillin & a new delayed action 
penicillin deprt deprived of para position amine: piperaz- 
ine penicillin} p. 1091-3. 


GAZZETTA MEDICA ITALIANA 
(Torino) 


Gazz. med. ital. 117(4) Apr 58 


41032 GIOVA C, DI RUGGIERO A, MARINELLI 
N, CANIGLIA M Documentazione radio- 
logica dei Jrarorn ottenuti dal trattamento as- 
sociato di pirazinamide - strepto - isoniazide. 
[Radiological records of the results of combined 
P ye therapy] 


135-43. 


41033 TONIOLO G, CAMPANA A Aspetti tera- 
peutici delle a acute delle prime vie 


p. 143-7. 


41034 MASSIGNAN L Utilita di associare 

firina cloridrato. 

of combining tranquilizing drugs with 

combined succinic dinitrile and hematoporphyrin 

hydrochloride] p. 147-50. 

41035 CAUMO A Brevi note sull’ azione dell’ N- 

di joscii ina ( nelle 


darie alla tele- 
“Brief notes on the effect of N- 


sindromi 


in spastic 
visceral ee secondary to telecobaltother- 
apy] p. 150-2. 


41036 BALDINI E Risultati clinici ottenuti con 
l'impiego di un nuovo sedativo della tosse. 

[Clinical results of the use of a new sedative in 

cough] p. 152-5. 


41037 COLLACCHIONI V_ Esperienze cliniche 
con un nuovo lassativo: il dulcolax. 


41039g PALAMIDESSI C Note cliniche su alcune 
centinaia di casi di influenza asiatica e 

trattamento terapeutico antiflogisti 

con un preparato pirazolico. [Clinical notes on 

several hundred cases of Asian influenza anti- 


41039 ZANELLA L Note di terapia deli’ influen- 
za asiatica. [Notes on therapy of Asian 
influenza] p. 163-4. 


GEBURTSHILFE UND 
FRAUENHEILKUNDE 
(Stuttgart) 


“Geburtsh. & Frauenh. 18(4) Apr 58 


41049 KAYSER HW Behandlung des myomatié- 
sen Uterus in der Schwangerschaft. 

[Treatment of myomatous uterus in pregnancy] 

». 295-7; discussion, p. 297-300. 


4/04; KREMLING H Weitere Beobachtungen 
uber die afebrile Harnweginfektion in der 

Graviditat. [Further observations on afebrile in- 

urinary trect p. 300- 


41046 BERGE BS TEN Die Funktion der Pla- 


[Function of the placenta in pregnancy is] 


41047 KYANK H Enzymatische Bestimmungen 
von Stoffwechselprodukten im Blut von 
poe ag und Kind normaler Schwangerer und Toxi- 
kosen. [Enzymatic determination of metabolic 
products in blood of the mother and the fetus in 
normal pregnancy and in pregnancy toxemia} 
p. 327-30. 
4104g WIMHOFER H, PFAU P Vorzeitige 
Schwangerschaft bei 


therap Spatgestosen. 
(Early termination of ae in severe therapy- 
resistant late pregnancy] p. 331-3. 


41049 FRIEDBERG V Untersuchungen iiber den 
Blutdruck in der Schwangerschaft. 
[Blood pressure in pregnancy] p. 333-5. 


41050 KASER O Die Bedeutung renaler Er- 
lich der ch 


fur die Sch haft: 
es, namely chronic 
pyelonephritis in pregnancy toxemia] p. 335-8. 
41051 HORMANN G Versuch einer Systematik 
plazentarer Entwickl 
[An attempt to systematize disorders of placental 
development] p. 345-9. 
41052 MISCHEL W Die chemische Biomorpho- 
se der Plazenta, biomorpho- 
sis of the placenta] p. 350-3. 


41053 THOMSEN K Studien zur Hi 


Py 
[Stenift 


der Plazenta. of the 
placenta] p. 354-60. 
41054 Uber die Durchlassigkeit 
der Plazenta fiir Bilirubin. [Placental 
P bility to bilirubin} p. 360-2, 


41055 HAUSER G A, Vergleich 


ge- 
burtshilflicher Methoden. “i parison of Amer- 
ican and Swiss obstetric methods] p. 364-6. 


41056 Das Ligamentum ro- 
tundum, und Bedeutung. [The struc- 

ture and ote of gamentu rotunda p. 366- 

41057 MULLER HA Die Wehenbereitschaft des 

Uterus. [Uterine readiness for labor] 

p. 373-6; discussion, p. 376-8. 

41058 HUBER R Einige nevere Ergebnisse der 
Uterusphysiologie. [New data in uterine 

physiology] p. 378-9. 


41059 KALKSCHMID W Die Follixelhormonbe- 
handlung der Ube Treatment 


der 
of pregnancy with follicular hormones} 
p. 380-3; discussion, p. 383-5, 


41060 LUTTGE W Warme Bider als Geburt- 


zeitigem Blasenprung. [Hot baths as a means to 
induce labor in prolonged p: and in pre- 
mature rupture of the fetal membranes] p. 385-7. 
41061 LACHMANN A Die Anwendung von Me- 
probamat wahrend der Geburt. [ 
bamate administration during labor] p. 387-9. 


41062 LEINZINGER E Die intrauterine Plazen- 
tographie. p. 389-94. 
41063 SJOSTEDT S, ENGLESON G, ROOTH G 
Uberreife Kinder. [Postmature children} 
p. 403; discussion, p. 403-4. 
41064 WAGNER H ther die proteolytische 
Fermentaktivitat des Fruchtwassers und 
Neugeborenenharns. [Proteolytic enzyme activity 
of amniotic fluid and of newborn urine] p. 405- 
10, 
(Bifidum 
p. 41C-4, 
41066 KNORR K Missbildungen und Entwick- 
lungsst6rungen nach Blutungen in der 
Frihschwangerschaft. {Deformities and develop- 
mental disorders after hemorrhage in early preg- 
nancy] p. 414-5. 
41067 THOMAS J Zur Prophylaxe und Thera- 


p. 416-8, 


41068 PROBST V Ergebnisse bei der Behand- 
lung des Morbus haemolyticus neonato- 
rum. [Treatment of hemolytic disease of the new- 
born} p. 418-20. 
41069 SCHWENZER AW Die Diagnose einer 
ABO-bedingten Erythroblastose. [Diag- 
nosis of an ABO group determined erythroblasto- 
sis] p. 421-2. 


41070 HOLLANDER L Zur Frage des Morbus 
des N 


2; discussion, p. 302-3. , verur- 
TOSETT K Registriermng ph durch oder Anti B. [Problem of 
gischer Wirkungen mittels der Herzton- r anti B 423-5, 
of pharmacological effect by phono- 41071 VARA brinogen- 
Cardiography of the child in pregnanc: 303-10. wahrend der Geburt bei gesunden 
und toximischen Frauen. [Fluctuations of the fi- 
t during labor in healthy and toxe- 


41043 STAMM O, RIOTTON G Ein Beitrag zur 

funktionellen Morphologie der Eihaute. 

310-5, 

41044 SCHULTZ W Die 
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41132 PASCHEN HW, SCHILD W Behandlung 
der durch ovarielle Dysfunktion bedingten 
: CAZZOLA D_Orientaciones modernas en 
+1176 terapia de la amenaza de aborto. (Cur- 
> ie rent orientations in the therapy of threatened abor- 
tion] p. 81-9. | 
| 
| | 
| 
| | | 
| | 
| } 
113 
neidung der Frau bei gynadkologisch-ge- 
| 
41160 
rale. [Pathogenesis of various types of ureteral 
dilatation] p. 205-33. 
lems in management. p. 467-76. 
< 
rotonin, reserpine and 
2 derazioni patogenetiche. ‘ase of cholecys 
Sac ae due to porcelain; clinical and pathogenic aspects) 
p. 290-8, 
R-428 
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41211-41294 


GIORNALE DI PSICHIATRIA E DI 
NEUROPATOLOGIA 
(Ferrara) 


*Gior. hiat. 1) 1958 
GOMIRATO G, GAMNA G, BESUSSO PC 
Il disegno dell'albero come mezzo di in- 
fenomenologia della struttura dello spazio 
nei malati di mente. L 
of phenomenological examination of the structure of 
space in mental patients. L] p. 1-16. 


TORRE M sulla umo- 
#1212 del mongol pato- 
genetiche. [Study of { humoral syndrome in mongo- 


lism; pathogenic observations] p. 17-62. 

«1212 BERNASCONI V, CASSINARI V Studio 
angiografico di 207 casi di meningiomi 

207 cases of ore 

upon} p. 63-113. 

1214 PUCA A, VD Uhlteriori 
osservazioni sul frenquel. [New data on 

frenquel] p. 115-37. 


41215 ANDREANI G Considerazioni sul titolo 

O-antistreptolisinico del siero di psico- 
nevrotici. [Antistreptolysin O titer in blood of 
psychoneurotics] p. 139-61. 


41216 BOVI A, MASCELLANI A Determina- 
zione del tasso di rame serico negli schi- 

sofrenici. gy of copper blood levels 

in schizophrenics} p. 163-73. 

41217. BATTISTI A, BRIZZI R, FOSCHI F Es- 

peri rienze EEG note e meno note in tema 

di patologia cerebrale di varia origine; ematomi, 

tumori, aracnoiditi, idrocefali. [Known and less 

known electroencephalographic findings 

diseases of various origins; hematoma, 

arachnoiditis, hydrocephalus} p. 175. 


MARTELLI G Osservazioni elettro- 
encefalografiche su un caso di 1 


GRENZGEBIETE DER PSYCHIATRIE see 
CONFINIA PSYCHIATRICA 
(Basel) 


GYERMEKGYOGYASZAT 
(Budapest) 


“Gyermetgyogydszat 9(1-3) Jan-Mar 58 


41232 sieny I, HADZSIOLOV A, ZSELJAZ- 
REV P A skarlatos glome- 


and experimental studies on scarlatinal glomeru- 
asi mild symptoms of kidney dam- 
age) p. 1-5. 


41233 . F, BENCZE B, MALIK 
Sorvadt csecsemék vi 
terheléses [Vitamin metabolism 
atrophic infants. Vitamin B1 tolerance test 
atrophic infants} p. 


41234 BENCZE B, GERLOCZY F, MALIK T, 

UGRAY M Sorvadt csecsemb« vitamin 
anyageseréje. X. Sorvadt csecseméx C-vitamin 
terheléses vizsgdlata. [Vitamin metabolism in 
atrophic infants. X. Vitamin C tolerance test in 
atrophic infants] p. 11-6. 


41/225 SIMKO I A tisztftott tubertulin (TT) gya- 
korlati je! 
cance of purified tuberculin. p. 17-25. 


4'1236 VELKEY L, SZEMERSZKY B (Mrs) A 
bolesédde szerepe a nevelésben, 
role of day nursery in education] p. 25-34. 


41237 MOLNAR S, ANDRASOFSZKY B A 

szombathelyi koraszilétt osztdlyon 1950. 
janudr 1-1955. december 31 d4polt koraszii- 
lottek utdnvi [Follow-up of premature 
infants treated at the premature ward of the — 
tal of Szombathely between January 1, 1950, and 


sia. {El 
of narcolepsy} p. 221-30, 

MISSAGLIA 
psicogalvanica. I. 


findings in a case 


psychogalvanic reactions. I. ] 


41220 ANDREANI G, CASELLI G, MARTELLI 
G Rilievi clinici ed 1 


31, 1955] p. 35-41. 


41238 J Koraszilottek magicterusdnak 
peristonnal. [Prevention of 

in premature infants by periston] 

p. 41-6, 


fici durante il trattamento con sali di lito in mala- 
ti psichiatrici. [Clinical and electroenc 
of mental dis- 


graphic findings during treatment 
orders with lithium salts] p. 273-328. 
41221 G, MARTELLI G_ Esperienze 
tion of chlorpromazine with reserpine] p. 329-45. 
41222 OTTONELLO P Vantaggiose applicazioni 

della terapia a] in ologia. 
[Advantageous application of cortisone therapy in 

Pp. 


parasagi' meni 
with accessory sexual disorders} p. 350-6. 


41224 OTTONELLO P, COLOMBATI S, 
ZANOCCOU G Ricerche preliminari sul- 
Timpiego in clinica di nuovo derivato thazol 


practice in infancy and small 


p. 47-50. 


41240 DOSA A, VETRO J Baxteriolégial visz- 

galatok hirtelen elhalt bélhurutos csecse 
mokben. examination of sudden- 
ly died infants in enteritis] p. 51-7. 


4124) DUX E, KOVACS MI A fehérvérsejtex 
Pelger Huet maganomdlidjanak csecsemé- 
kori esete. [A case of Pelger-Huet maganomaly 


of leukocytes in infant] p. 58-67, 


zileti gyulladdsok. [Transitory 
arthritis in childhood) p. 68-70, 


41249 UORINCZI K Essentialis 
haemosiderosis esete. [A case of es- 
sential pul yh id ] p. 70-8, 
41244 FARKAS M Subsepsis allergica Wissler 
esete. [A case of Wissler's subsepsis 
allergica] p. 79-82. 
‘ ziikiletek 


ui koponyadri 820 


[Preliminary study on the clinical use of a new ény nt of cica- 
thiazole derivative] p. 357-62. 
HALMOS L, I Sertés- 

41228 DE RISIO C, MISSERE G L, TONINI G +1246 sorte 

Encefalomielite sperimentale nel ratto; p> pone ee caused by 
ricerche elettroforetiche sulle proteine seriche e hog bristle in ] p. 87-8. 
tessutali. [Experimental encephalomyelitis in 
rats; electrophoresis and proteins} 
p. 363-7, 
ALVISI CIPRIANI G, MISSERE G L, 


Contenuto proteico di cisti 
entro gliomi aie Protein content of cysts 
in cerebral glioma] p. -72. 

41227 — G, BATTAGLIA 8, GUAZZI 
, MASINI T Complicanze encefali- 


Basel 145(4 ir 58 


41247 MULLER-SCHMID P Die 
Lueskontrolle in der Schwangerschaf' 


che — influezale; contributo anato 
[Cerebral complications in influenza 
pl anatomoclinical study] p. 372-8. 


41226 BRIANI S, MINGRINO Voluminoso 
epidermoide diploico con ampia perfor - 
oluminous 


azione durale. diploic epidermoid 
with exten p. 378-86. 


41229 BENASSI P, MASCIANGELO PM Ri- 
lievi su di una sincinesia bucco-mandi- 
. [Case of buccomandibulopalpe- 
bral synkinesis] 


Pp. 388-95. 

412%) SCHERGNA E Tumori meningei diffusi 
e hia. 

tumors and hypoglycorrhachia] p. 396-403. 


41231 MORSELLIGE 1 rpoblema delle nev- 


ment on Treatment of tori 
neurosis by B. Dise: 


p. 237-42. 


41243 KULLANDER § Studien Uber die Wir- 
kung der konservativen Behandlung von 

Graviditatstoximien mit peroral zugeflhrten Vera- 

trumalkaloiden. [Findings on the effect of 

conservative of p 

an orally administered veratrum ‘um alkaloid] p- x 

87. 


41249 LANGREDER W Der Blasensprungnach- 


41250 P, LEDERMAIR O Histologie 
und Zytologie in der gynakologischen 
F agnostik ich bei 
1132 J ey & cytology in the 
statistical com- 


of gynecol if 
gation of 11588 P. 270-6. 


4125; JENNY J Grenzen und Miglichkeiten der 
hormonalen Zytodiagnostik. [Limitations 


41252 LASAGNI F Haufigkeit und Verlauf 
her und embolischer Erkran 


h gyndikologischen Operationen (Jahre 
& progress of thrombotic 


gical surgery 
from 1952] p. 298. 304. 
41253 WILLI H, STILLHART H Physio! 
und Pathologie des Neugeb Pnys- 
ology & pathology of the newborn] p. 304-21; 
contd. 


kungen nac! 
1943- 


Gynaecologia, Basel 145(5) May 58 


41254 MULLER JH Uber die Verwendungs~ 
des 

fur die Bekam piung der M ung der Ute- 

auf dem ‘(Use of col- 


loidal radiogold for the control of metastasis of 

uterus carcinoma through the lymphatic system} 

p. 324-31. 

41255 WENNER R Urethradivertikel. p. 332- 
4. 

41256 WENNER R Uterus-Synechien nach kon- 
servativer Myomoperation. [Uterine 

a after conservative surgery of myoma] 


41257 WENNER R Drei Schwangerschaften 
nach 4usserer Uberwanderung der Eizelle. 

[Three occurrences of pregnancy after external 

transmigration of the ovum] p. 339-40. 


41250 WESPI HJ und Vita- 
min-K- P: 


341-7 


41250 SCHERER H Uber die Geburt einer ken- 
taurartigen Missbildung. [Birth of a 
centaur-like monster} p. 347-8. 


41260 BERGER M Klinische und bakteriolo- 
he 


| 27% MORICARD R, KAHN-NATHAN J Essai 

de classification du stade O des épithélio- 
mas cervicaux. [Attempted classification of the 
O stage of cervical epitheliomas}] p. 60-80. 


4'27" JaMAIN B, LEROUX ME, LETESSIER 


41274 MORIN P, HANON F, COQUOIN- 
CARNOT M, ROUX JM Sur les rela- 
tions existant entre la constitution chimique et 
histologique des membranes foeto-maternelles 
et le terme de I’ accouchement. 
between the ch 
of the feto-maternal membranes and the duration 
of pregnancy] p. 90-4, 


VOEGELI Pratique de l'extraction par 
ventouse 4 la Maternité de Genéve. 
Use of the vacuum extractor in the Maternity 

ital of Geneva] p. 95-104, 


{Relations 


41279 


GYNECOLOGIE PRATIQUE 
(Paris) 


Gyn. prat., Par. 9(1) 1958 


412080 GREEN-ARMYTAGE VB L’'avortement 
habituel. [Habitual abortion] 7-12. 

41281 BLANCHARD O Vulvovaginites dans une 

trait de la sté- 

[Val iting unit for the 


rilité. agi 
treatment of sterility] 4 13-4. 


4122 MAGNIER P Essai de synthése pratique 
des explorations endocriniennes gynéco- 
logiques | par l'hormocytogramme. [Attempt at a 
I survey of endocrine function in women 


Infektionen von Mutter und Kind. 
teriological studies on hy 
mothers & infants] p. 348-52. 


COTTIER H, HERRMANN U Zur Frage 
der medikamentisen C 


[Clinical & bac- 
tn 


Al2bi 


problem of medicinal curettage] p. ed 


using the hormocytogram] p. 15-30. 


41283 aoe C Les metrorragies par ovula- 
nquée, [{Metrorrhagias caused by 

missed ovelation] p. 31-7. 
41204 MARCEL JE Les troubles urinaires de 
la ménopause. (Urinary disorders in the 


41262 RIEBEN G Was leistet Gy 
vulvo-vaginalem Soor. [The value of 
vovaginal moniliasis] p. 360-4. 


4\263 WINZELER H Grundsitzliche Uberlegun- 

gen zur Diagnostik und Therapie des 
Soors. [Basic thoughts on diagnosis & therapy of 
moniliasis] p. 364-8. 


41264 MULLER C ber einen Fall vom Myom- 
Implantation. [A case of myoma im- 
plantation] p. 368-71. 


GLATTHAAR E, VOGEL Elektronen- 
] p. 371-2. 


41265 


41266 
tology & pathology ofthe newbor p. 372- 


Gynaecologia, Basel 145(6) June 58 


41267 DRASNAR J, LUNDOVA A Geburten 
nach erfolgreicher Behandlung der 

Genitaltuberkulose. [Pregnancy after successful 

treatment of genital tuberculosis] p. 387-408. 


4'!260 MICHALZIK K Zur Morphologie und 
Genese des Plattenepithel-Karzinomas ai. 

der Portio. [Morphology and genesis of stratified 

epithelium carcinoma of the cervix] p. 409-15. 


41269 KUBINYI J, TALLIAN F Die Zangeno- 

peration in der Geburtshilfe unserer Tage; 
Erfahrungen bei 1303 Zangenoperationen. [For- 
ceps operations in obstetrics; experiences with 1303 
forceps operations] p. 415-34. 


BOBEK K, CEPELAK v 
Anti 


41270 


antithrombotic agent] p. 434-44. 
WILLI H, STILLHART H Physiologie 


des [Phys- 
tology and pathology of the newborn} p. 444-52; 


4i27i 


GYNECOLOGIE ET OBSTETRIQUE 
(Paris) 


obst., Par. 57(1) Jan-Mar 58 
4'272 VERMELIN H, BRAYE M Pathogénie de 
I’hemorragie rétro-placentaire. [Patho- 
genesis of retro-placental hemorrhage] p. 1-18. 


41273 LEPAGE F, LEMERRE L, PIERART 
CHIBO! 


[ Patients 
— 


4'274 HELD E Considérations sur le traite- 

ment du cancer du corps de l'utérus. 
[Notes on the therapy of cancer of the uterine 
body} p. 41-7. 


41275 HERVET £ Infarctus utéro-annexiel 
-abortum. [Utero-adnexal infarct 
after abortion] p. 48-59. 


p. 39-48 


Par. 9 1958 
4128S DURANDOG, REVELLI E La réaction 
de la tuberculose génitale de la femme 
aux différents tests diagnostiques selon |' état or- 
ganique et humoral. [Reaction of female genital 
tuberculosis to various diagnostic tests according 
to organic & humoral condition] p. 75-92. 


41206 BEDOYA J M, FERNANDEZ-ORTEGA 
JM _ Le traitement oral de la trichomo- 
nase génitale humaine par le 2-amino-5-nitrothia- 
zol (trithéon) et par la trichomycine. [Oral treat- 
ment of human genital trichomoniasis with 2- 
(tritheon) & trichomycin] 
Pp. 


41287 BEDOYA JM, FERNANDEZ-ORTEGA 

IM _ Traitement curatif de la trichomo- 
nase génitale humaine: traitement local multiple. 
[Curative treatment of human genital trichomonia- 
sis; multiple local treatment] p. 97-103. 


41288 BENNOUN R Traitement des leucor- 

rhées cryptogénétiques par la neige 
carbonique et les silicones. [Treatment of crypto- 
genetic leukorrheas with liquid carbon dioxide & 
silicones] p. 105-8. 


41289 pene noth MARTY R La tétracycline 


més gynécologiques. [Tetra- 
cycline in a form of gynecological tablets] 
p. 109-14. 


HNO; BEIHEFTE ZUR ZEITSCHRIFT 
FUR HALS-, NASEN-, UND 
OHRENHEILKUNDE 
(Berlin) 


HNO, Berl. 6(12) 30 Apr 58 


BERENDES J, NIEMEYER W Zur Dif- 
ferenzierung von Anlage und Trauma bei 
der Begutachtung der Innenohrschwerhdrigkeit. 

[D & trauma in ex- 
pert evaluation of labyrinthine hearing disorders} 
p. 353-7. 


4123! 


41290 


DIEROFF HG Uber die Auswahl von 
Kindern einer SchwerhOrigenschule fur 
das Hortraining mit dem Freiburger Sprachtest. 
[Selection of children of a school for the hard-of - 
hearing for audiometric training in connection with 
the Freiburg speech test) p. 357-61. 


4/292 FENDEL K Beitrag zum Problem der 
Otomykosen. [The problem of otomyco- 
sis} p. 362-4. 


41293 GASTPAR H Zur Frage der medikamen- 

tésen Beeinflussung von Blutungszustin- 
den im Hals-, Nasen- und Ohrenbereich. [Medi- 
cinal control ‘of otorhinolaryngological hemorrhage} 
p. 364-8, 


HNO, Berl. _1(1) May $8 


4/294 GUNNEL F Zur histologischen Diagnose 
b&sartiger Neubildungen im Bereich der 
oberen Luft- und Speisewege. [Histological diag- 
nosis of malignant neoplasm: of the upper re- 
spiratory & alimentary tract) p. 1-12. 


2G 
- 
Bex. 
| A_ La thrombo-dynamographie en ob- 
stétrique. {Thrombo-dynamography in obstetrics | 
| p. 81-9, 
| 
| 
a 
My- 
onephritis klinikai és experimentalis vizsgdla- | ‘ 
| tai és a vesekdrosodds enyhe tiinetei. [Clinical | 
terio | 
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se rine | 
| 
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cal | 
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| 
41239 LABAS Z Broncholdégiai gyakorlatcse- 4 
csem6- és kisgyermekkorban. [Bron- 4 
chologic 
llo- | 
| 
mic rosc 
F | 
| 
jocita 
| 
s- 41223 TERZIAN H, FRUGONI P A proposito ‘ 
122- di un caso di meningioma parasagitale | 
epilettogeno con disturbi sessuali accessauli. | 
ero- | | 
}-32. 
logi- 
ienze 
pper- 
on- 
| 
Gyaccologin, 
ad | 
| 
langi. 
)-52. 
| 
sim- | | 4 
le. | 
A 
ated rupture of fetal membranes & its problems} } 
p. 257-70. 
| 
scosa 
rtial 
ical 
rosi; a proposito del trattato delle nevrosi, | Po 
| | 
R-439 


41295-41388 
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41295 GREINER GF, ISCH F, LAFONIJC 
Elektromyographie und Mikrophoneffekte 
bei Sti Electromyog- 
raphy & microphone effects in vocal cord vibra- 
tions] p. 12-4, 
41296 VOGEL K Weitere Erfahrungen mit der 
Tympanoplastik und der Steigbligelmo- 
bilisation. [Further experiences with tympano- 
plasty & stapes mobilization] p. 14-7. 
41297 WITTGENSTEIN N VON 
mit der Steroidnarkose bei HNO-Opera- 
tionen. [Experiences with steroid anesthesia in 
otorhinolaryngological surgery] p. 17-21. 


41298 FORSTNER J, NAKO A Uber Nachblu- 
tungen nach Mandeloperationen sowie 
Nasenblutungen und ihren Zusammenhang mit Wet- 
terschwankungen. [Postoperative hemorrhage 
y& & their con- 
nection with weather fluctuations] » 21-3. 


41316 LARIZZA P, BRUNETTI P, GRIGNANI 
F, VENTURA S Ltindividualita bio-enzi- 
matica dell'eritrocito fabico; sopra alcune anoma- 
lie biochimiche ed enzimatiche delle emazie nei 
sient affetti da favismo e nei loro familiari. 


y of the fabic ery- 
Sones some bioch anoma- 
lies of e: 'ytes in patients affected with favism 


& members of their family] p. 205-50. 


41317 MAZZA L, CASIROLA G Sopra un caso 

di eritremia acuta aneritremica con evo- 
luzione midollare. 
acute ane: 


hypo-aplasia] Pp. 251 -9, 


A case of an 
bone marrow 


Haematologica, Pavia 43(4) 1958 


41316 LOVISETTO P, CASTELLANO M La 
DL-p-bis- -(2-cloroetil) 

(sarcolisina) nella chemiot 


41299 WINKLER H Beitrag zu 
nerve injury with poliomyelitis] p. 23-5. 


41300 NESSEL E Proboscis lateralis als sel- 
tene Nasenmissbildung. [Proboscis 
lateralis as a rare nasal deformity] p. 25-6. 


4130! FLOCK H Die medianen Halsfisteln 
wie -cysten und ihre operative Therapie. 
[Median cervical fistulae & cyst & their surgical 
treatment] p. 26-8. 


HAEMATOLOGICA 
(Pavia) 


Haematologica, Pavia 43(1) 1958 


41302 PEROSA L, RAMUNNI M, BINI L, MAN- 
GANELLI G_ Su quattro casi di una sin- 
drome emopatica osservata in complessi familiari 
greci, caratterizzata da una Hb eiettroforetica- 
mente pid veloce dell’ Hb A (cosiddetta Hb H?) e da 
una spiccata ovalocitosi. [4 Cases of a hemo- 
pathic syndrome observed in a group of Greek 
families characterized by a hemoglobin with a 
greater electrophoretic velocity than hemoglobin A 
(possibly the so-called hemoglobin H) & by a per- 
ceptible ovalocytosis] p. 1-32. 

41303 GIRELLI M, CARRARA PM Modifica- 
zioni citochimiche delle cellule emopoie- 
tiche consecutive all’'impiego sperimentale di pred- 


nisone, prednisolone ed azoipriti. [Cytochemical 
in h ietic cells ‘ing experimental 
dni dnisol nitrogen mus- 


teres} p. 33-40, 


41304 SANSONE G, PIGA AM _ L'eritroblasto- 
penia acuta nel | bambino senza costituzione 

[Acute erythrob in a child 
without hemolytic component] Pp 41-50. 


41305 SAITA G, MOREO L, PERINI A Contri- 
buto allo studio delle porfirine libere eri- 
trocitarie nell'anemia di Biermer. [Free porphy- 
rins in erythrocytes in pernicious anemia] p. 51- 
64. 


FABIANI A, GHEZZI I Considerazioni 
su un caso di eosinofilia. p. 65-70. 


41306 


Haemato! Pavia 43 1958 

BOTTURA C, BUSSI L_ Studio ematologi- 
41307 co su di un caso di malattia di Niemann- 
Pick. [Hematological study of a case of Niemann- 
Pick disease] p. 73-8. 


41308 VERGA L, BEDARIDA G Anomalie del- 
l'eritropoiesi nel morbo di Werlhoff. 
[Abnormalities in erythropoiesis in Werlhoff's dis- 
ease) p. 79-90. 
41309 DI PIERO G, ARCANGELI A Anemia 
con aut pi in- 
completi a freddo in corso di mononucleosi infet- 
tiva. [Acquired hemolytic anemia with incomplete 
cold auto-antibodies appearing during infectious 
mononucleosis} p. 91-6, 


Rapporti fra resistenza osmotica e vitali- 

ta dei globuli bianchi; prime osservazioni sull'ar- 
nto. [Relation between osmotic resistence 

and of early observations] 

p. 97-1 


41311 CONSOLO F, JANNY A, GALLONE P 
Ricerche sullo stato trombofilico nelle 
sclerosi vascolari. [Research on the thrombo- 
philic state in vascular sclerosis] p. 109-33. 


41312 BIANCHINI P La forma degli eritrociti 
studio per una descrizione matematica. 
[The shape of the erythrocyte studied by 

of a mathematical formula] p. 135-47. 


Haemato! Pavia 43(3) 1958 

4131g DUCLA SOARES A, PARREIRA F As- 
trombelastogratici di alcune epato- 

patie. [Thromboelastographic aspects of certain 

liver diseases] p. 149-72. 

41314 VENTURA S, CANDURA F [Oi significato 

clinico dello zinco serico. IV. Il com- 

portamento dello Zn serico nelle anemie ferroca- 

renziali. [Clinical significance of blood zinc. 

IV. Behavior of serum zinc in iron deficiency 

anemia] p. 173-84. 


4131S CAPPELLETTI GA Proposta di un in- 
dice trombelastografico nella diagnostica 
(Suggestion of the use of a thrombolasto- 


clinica. 
graphic index in clinical diagnosis] p. 185-204. 


41310 BELLESIA L, LUSVARGHI E, MUCCI P _ 


with special to 
lymphatic blood diseases] p. 261-324. 


41319 oe V_ Teoria generale dell'emopoie- 
Il. [General theory of hemopoie- 
sis. my p. 325-32. 


41320 MUNTONI S L'indice mitotico; analisi 

dei fattori che lo influenzano, [The 
mitotic index; analysis of the factors that in- 
fluence it] p. 333-44, 


HAREFUAH 
(Tel-Aviv) 
Harefuah, Tel-Aviv 54 r 58 
41321 RACHMILEWITZ M, STEIN Y The di- 


agnostic value of the determination of 
vitamin B12 in body fluids in diseases of the blood 
and liver. p. 167-9; English abstract, p. 169-70. 


41322 VRIES ADE, LEVITUS Z, BAKST C 
Myxedema due to iodine. p. 170-3; Eng- 
lish abstract, p. 173. 

41323 ADLER E, MAGORA A, STEINER S 
The effect of short waves on the 

pituitary system in man & rat] p. 174-6. 


41324 BERLIN C, TAJAR E, MEIROWITZ K 
Ulcus cruris: a review of 100 cases. 
p. 176-7. 


SCHOSSBERGER J The present status of 
group psychotherapy in Israel. p. 177-8. 


41325 


Harefuah, Tel-Aviv 54(8) 15 Apr 58 


41326 RAKOWER J Sarcoidosis. p. 193-8; 
English abstract, p. 198. 
41327 ROMANOV H, MILWIDSKY H Early 
in the of chest in- 
juries. p. 199- 201; English abstract, p. 201. 
41328 pomp A disease due to thiami- 
nase. 1-2, 


41329 AJZENBERG C Intracranial oon 
tion of otitis media treated with antibiot 


ics. p. 203. 

41330 SEN SC Problems of the medical pro- 
fession. p. 204. 

ISRAELI publications in the foreign medi- 
cal press. p. 205. 


41331 


Tel-Aviv 9) 1 May 58 


41332 KOHN G, HORNSTEIN L, HIRSCH W 

Routine examination of secretions and 
exudates for cancer cells by Papanicolaou's meth- 
od of exfoliative cytology in a medical laboratory. 
p. 219-20; English & French abstracts, p. 221. 


41333 ABRAMOFF A Diabetes mellitus and 
myocardial infaction. p. 221-24; Eng- 
lish & French abstracts, p. 224-5. 


41334 YEKUTIEL P, MARBERG K, GOLD- 

BLUM N, LEVINE S Results of immuni- 
zation against poliomyelitis in Israel during 1957. 
p. 225-6; English & French abstracts, p. 226. 


41395 IRSHMAN H The biochemical activity 
of thrombocytes. p. 227-30. 


41336 “a Anthrax in Israel. 


Tel-Aviv 54(1 15 58 


OLITZKY Z Immunity to diphtheria 
toxin in Israel in comparison with other 
subtropical countries. I. p. 249-53; English & 
French abstracts, p. 253. 
41338 U RTZ F h to the 

of stammering 254-5, Eng- 
lish & French abstracts, p. 25' 


41339 —, U Jaundice subsequent to treat- 
with methyltestoste: 


rone. p. 256-7. 
41340 SAVIR H Shock in pneumonia due 
withdrawal of meticortene. p. 281.8. 


41341 COHEN I Epidemiology of brucellosis in 
Israel in 1957. p. 258-9. 

41342 PLASCHKES S The Museum of Medical 
History in Tel-Aviv. p. 260. 


4'343  LAPIERE Betrachtungen iiber Indika- 
tionen und Dosierung der Corticosteroide 
und ihrer Derivate in der Dermatologie. [Indica- 
tions for and dosage of corticosteroids and their 
derivatives in dermatology] p. 145-7. 


41344 ae R Zur Kenntnis der Asper- 


in fertility] p. 147-53. 


41345 PASCHOUD JM Die Lymphadenosis be- 
nigna cutis (L. 
Infektionskrankheit. 1. UWbertragung in die Kér- 


Il. 

sion to the skin of the body] p. 153-65. 

41346 LAUSSCEER Lipoidgranulomatose dew 
Subcutis. [Lipoid granulomatosis of the 

subcutis} p. 165-9, 


41347 STORDEUR K, KESSLER F Mycosig 
f 

ticulose. [Mycosis fungoides 

cides) as reticulosis} p. 169-76. 


41348 G Histochemische Be- 
funde alkalischer Phosphatasen an norma- 


Vol. 34, No. 4 
41364 LEIPOLD W Walther Schinfeld zum 70, 
Geburtstag. [To Walther Schinfeid on 


his 70th birthday] p. 238-9. 


41365 CARO MR In memoriam; Francis 
Eugene Senear; 1889-1958. p. 239-49, 


HAWAII MEDICAL JOURNAL AND 
INTER-ISLAND 


NURSES’ BULLETIN 
(Honolulu) 


Hawaii M. J. _17(5) May-June 58 
41366 KIMBROUGH RA Jr, RAdr 
placental separation. p. 411-4, 


SCHMITZ HE, SMITH CJ Newer 
trends in in obstetrics. p. 445-7. 


EVANS PJ Ocular signs of 
disease in children. p. 448-51. 


41367 


41368 


41369 JUDD CS Jr, HILL RL Some prob- 
lems in blood and plasma replacement. 
p. 452-4. 


41370 COWAN TW Warthin's tumor. p. 455; 
passim. 


HEBREW MEDICAL JOURNAL; 
HAROFE HAIVRI 
(New York) 
Hebrew M. J., N. ¥. Vol. 1 1958 


HD 


4137) The management of three 
emergencies; shock, par- 


sapepeee and refractory congestive failure. 


len und kranken Haarwurzeln. [Hist 
findings on alkaline in normal and 
diseased hair roots] p. 176-80. 


41349 RIETH H, SCHIRREN C Doppelinfektion 
durch Trichophyton rubrum und Tricho- 
phyton verrucosum. [Double infection by Tricho- 
phyton rubrum and Trichophyton verrucosum] 
p. 180-3. 
41350 SONCK CE Eine seltene Abart von Tri- 
chotillomanie (Trichomalacia et Alopecia 
ciliaris), [A rare variety of trichotillomania 
(Trichomalacia et Alopecia ciliaris)] p. 183-4. 


4135! THIES W Symposion iiber das neurove- 

getative System der Haut der Menschen in 
Wien. [Symposium on the autonomic nervous sys- 
tem of the skin in the Viennese] p. 185-6; concl. 


41352 ROTHMAN S Das Acne-Problem. 
p. 186-91. 


41359 ME A Erich Hoffmann 
zum 90. To Erich Hoff- 
mann on his 90th birthday] p. 191-2. 


Hautarzt 9(5) May 58 


WORINGER F, ALT J Allgemeine 

rsicht iber die franzésische Derma- 
tologie 1956/57. [General survey of French der- 
matology 1956/57] p. 193-5. 


41355 KINDLER W Hautkrebs an Ohrmuschel 
und Nase als Berufs- Zivi: 

krankheit. [Skin cancer of 

an occupational & civilizational disease] p. 195- 7. 


41356 GREITHER A, TRITSCH H Weitere Beo- 
bachtungen iiber den sog. Lichen Vidal 

rticatus. [Further observations on the so-called 

lichen Vidal urticatus] p. 198-203. 


41357 GOTZ H, REICHENBERGER M Seltene 
Trichophyton Schonleinii (Lebert) 
Langeron und Milochevitch (1930) und Microsporum 
canis Bodin (1902) bedingte Infektionen in Deutsch- 
land mit Bemerkungen zur Nomenklatur. [Rare 
infections caused by Trichophyton schonleinii (Le- 
bert) Langeron & Milochevitch (1930) & Micro- 
sporum canis Bodin (1902) occuring in Germany 
with remarks on their nomenclature] p. 203-9. 


41358 ZIERZ P, PAETZOLD OH ter Leber- 


41354 


p. 208-18. 
41372 KRAUS O The tuberculoma of the lungs. 
p. 202-7. 


41373  JAKOBOVITS Irrational medical be- 
liefs in Jewish law; superstitious, occult 

and scatological cures. Il. p. 187-201. 

41374 RABIN J Medicine in the Zohar and other 
Kabbala works. p. 183-6. 


KARDIMON S_ The Talmud on the safe 
period in the menstrual cycle. p. 179- 
83. 


41375 


41376 KATZENELSON JL Hemophilia; with 
special reference to the Talmud. p. 165- 
78. 


41377 GO 


LDSTEIN Judah Loeb Katzenelson, 
1847-1917. 


A 
p. 161-4. 


HERBERT LM Hebrew medical terms 
in blood diseases. p. 123-30. 
GOLDSTEIN A_ The guiding principles 
of Hebrew medical philology. p. 110-22. 


41378 


41379 


HEFTE ZUR UNFALLHEILKUNDE; 
BEIHEFTE ZUR MONATSSCHRIFT FUR 
UNFALLHEILKUNDE UND 
VERSICHERUNGSMEDIZIN 
(Berlin) 


Hefte 2. Unfallh. No. 56 _ 1958 


41380 BECK WP Erste drztliche Hilfe am 

Unfallort beim Betriebsunfall. [First 
medical aid at the place of industrial accidents] 
p. 4-8. 


41301 BAUER KH Erste 
am U 


41382 WJ Grenzen der ersten 
rztlichen Hilfe am Unfallort; Kritisches 
zum Problem: der Arzt am Unfallort. [Limita- 
tions of first medical aid at the place of accidents; 
critical remarks on the problem of the physician's 
at the place of accidents] p. 16-9; dis- 


schaden bei der 
Behandlung der kul [Liver damage 
in isoniazid treatment of cutaneous tuberculosis] 
p. 209-15. 
41359 WISKEMANN A, KOCH H 
telle und kl 
von Atebrin und Resochin 
[Experimental & 
clinical studies on the mechanism of action of 
atabrine & resochin in chronic lupus erythemato- 
sus} p. 215-8. 


41360 MEYER-ROHN J Die Pathogenitit der 

auf der Haut 
arten. 
occurring | in the skin) ~ 218-20. 
41361 SCHONFELD J Uber die Bedeutung des 

Tierversuches bei der Unterseheidung 
von Mikrosporon Audouini und Mikrosporon canis. 
[The value of the animal experiment in the "differ 
entiation of Microsporum audouini from Micro- 
sporum canis) p. 220-3. 
41362 STEIGLEDER GK Zur 

Ulcera cruris mit Cytochrom C. 
ment of leg ulcers with cytochrome c] p. 
41363 SCHIRREN C Eindriicke anlasslich einer 

Englandreise zum der 


(ito forthe problem) 


rieti 


‘Treat 


cussion, p. 19-24, 


41383 BURKLE DE LA CAMP H Strittige 
Fragen der aktiven Immunisierung gege" 
jal tions concerning 


STUTTGEN G Heutiger Stand der Be- 


handlung schwerer Ve: 
[Tue af severe burns] 
p. 28-32; discussion, p. 32-4. 
4) JONASCH E Behandlung und Behand- 
von offenen Kniegelenks- 
of open knee joint in- 


juries & ts results] p. 34-6. 


41306 KAMP W VAN DE Erfahrungen mit 

der facherférmigen Drahtosteos 
bei Oberarmkopfbriichen. [Experiences with 
like wire osteosynthesis in upper arm head 
tures] p. 37-8. 


KUPPERMANN W Die Verwendung von 
41367 Knochen bei der Osteosynthese. [Use of 
bones in osteosynthesis} p. 38-42. 


ZRUBECKY G Zum Hautproblem in der 
41368 d aan 
surgery of the hand] p. 43-5. 


HAROFE HAIVRI see HEBREW 
| 
(New York) 
HAUTARZT 
(Berlin) 
Hautarzt 9(4) Apr 58 
der Spermien fiir die Zeugungsfahigkeit. [Study 
| 
oxys 
| 
| 
Hilfe 
a8 bee [First surgical aid at the place of traffic accidents] 
p. 9-16. 
| 
2 
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ps 419¢9 WOSNIK H Die geschlossenen Bandver - 41415 JAENSCH PA Anforderungen an das 41437 JENTZER A, WEYENETH R Un pro- 41454 CAVIEZEL R, KOLLER H, WILBRANDT 
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joint] p. 45-7. 41416 KOHLHAAS M Arstliche Schwei , trait des travaux parus sur le canpro. [Progress Beziehung zu lonentransporten. [Calcium-potas- 


4/990 ZRUBECKY G Fingerauswechslung nach 
Hilgenfeldt. [Hilgenfeldt's finger 
method] p. 41-8; discussion, p. 48-50. 


41391 


DI BIASI W Die versiche: 


41393 rungsrechtliche 
Beurteilung der Silikose und Silikotuber - 

kulose vom p ap 

[Expert th as- 


pects of silicosis with regard 
to insurance compensation law] p. 54-61. 


41994 H Die versicherungsrecht- 
liche Beurteilung oor Silikose und Siliko- 


und Bron- 
chitis vom klinischen ea [Expert testi- 


mony on the clinical aspects of silicosis & silico- 
riers &b 


with regard to insurance compensation law] 
p. 62-78. 


41395 VALENTIN H_ Beitrag zum Gasstoff- 
wechsel bei der Silikose. [Gas metabo- 
lism in silicosis] p. 79-83. 

1396 VENRATH H Spezielle Fragen der Ven- 
‘ tilation bei der Silikose. [Special prob- 
lems of ventilation in silicosis] p. 84-7. 


41997 FRIEHOFF F, KARRASCH K Ventila- 
Kohlens4urespannung pH bei 
Silikose. [Venti 


lation, carbonic acid pressure & 
pilin silicosis] p. 88-91; discussion, p. 91-5. 


41399g FAULWETTER F Das Operationsrisiko 
beim Silikosekranken. [Surgical risk in 
patients with silicosis] p. 95-8. 
41399 TRAUTMANN H Eine 
krankung durch Einatmen von Hartme- 
stub Pn due to inhaltion of 
hard metal dusts] p. 99-103. 


41400 MULLER GM Statistische Auswertung 
von 1650 Klageakten bei Staublungener - 
krankungen. [Statistical evaluation of 1650 trial 


records cases) 

p. 103-7; discussion, p. 107-8. 

4/49; LOEW F Wandlungen des Commotions- 
begriffes seit Reichardt. [Changes of the 

cerebri since Reichardt] 

p. 108-1 


41402 BOHLER L_ Weitere —— bei 
der Erkennung, Behandlung und Begu- 
tachtung von 975 Gehirnerschiitterungen. [Fur- 
ther experiences concerning differential diagnosis, 
treatment & expert testimony on 975 cases of brain 
concussion} p. 119-26, discussion, p. 127-33. 


41403 STRELI R Kopf- 
verletzungen, re 
head injuries] p. 


41404 BOHLER J Operative Behandlung der 
traumatischen nasalen Liquorrhoe. 
of traumatic nasal liquorrhea} 


p. 147-51. 

“1405 BUES E Zum zeitlichen Ablauf des trau- 
matischen Hirntdems in Serien-Encepha- 

logrammen. (Course of traumatic cerebral edema 

as visualized in serial encephalograms] p. 151-5. 


41406 F L Die des Auf- 
gedeckt Bir of 
cerebral edema following severe closed intracra- 
aialtrauma}] p. 155-8. 


41407 HIRSCHMANN J, ee Die un- 


Impression. [Role of basilar impression in ac- 
cident p. 159-61. 


4i40g SCHLEGEL KF Der Atlasberstungs- 
bruch nach Jefferson. we 
bursting rupture of atlas] p. 16 


41409 BUSHE KA Beitrag zur Frage der Me- 
ningeomentstehung durch Trauma. 

of meningioma formation by trauma] 

Pp. 164-6; discussion, p. 166-8, 


41410 SCHEID W, JOCHHEIM KA Zur 

und Wiedereingliede- 
Tung Schddelverletzter. [Exercise therapy after 
& re-instatement of patients) 


W Behandlung, Prog- 
und Begutachtung hirngeschidigter 

Kinder und Ju Jugend [Tr 

& expert testimony on brain injuries on children 

al adults] p. 174-85; discussion, p. 185- 


41412 OBERDISSE K Die Eignung des Diabeti- 
kers zum Fihren von 

[Ability of diabetics to drive an automobile] 

Dp. 192-8. 

41419 VALENTIN H Die Eignung zum FUhren 
von Kraftfahrzeugen bei Herz-Kreislauf- 


Erkrankungen, [Ability to drive motor cars in 
tardiovascular diseases] p. 199-203. 


41414 GROSSJOHANN A Die Eignung sum Fiih- 


Schen Hirnsc! to drive motor 
‘ars in traumatic brain lesions] p. 203-6. 


Otfenbarungspflicht bei kranken Kraftiah- 
rern, duty for secrecy 
p. 209- 
13; discussion, p. 213-4. 


41417 DIERKES C Sozialmedizinische Begriffe 
und ihre Auswirkungen auf die Begutach- 

tung in den verschiedenen Zwiegen der Versiche- 

rung und Versorgung. pennants concepts & 

their effects on expert testimony in various 

branches of insurance & compensation] p. 214-9; 

discussion, p. 219-20. 

4141g RUTT A Die konservative Vorbehandlung 
Querschnittsgelahmter zur 

lung. [Conservative pr plegic: 

preceding exercise therapy] Pp. 


41419 BISCHOF W Die operative Vorbehand- 
Que: 


lung rschnittsgelahmter flr die 
Ubungsbehandlung. (Surgical pretreatment of 
paraplegics exercise therapy] p. 225- 


41420 ARENS W Gedanken zum Querschnitts- 
gelihmten- Problem; mit Film: 


tlchtigung nach 
Wirbelbritche. [Thoughts on the 
plegia; with a film on rehabilitation after spinal 
cord injuries due to vertebral fractures} p. 232- 
7. 


4142! 


MOHING W 


with 500 cases of expert testimony on 
& connection of injuries} p. 237-41. 


Hefte z. Unfallh. No. $7 1958 


41422 BREITENFELDER H Die Begutachtung 

des Unfallzusammenhanges der Meniscus- 
bescha [Expert testimony on the relation 
of accidents to meniscal injuries] p. 1-40. 


HELVETICA CHIRURGICA ACTA 
(Base!) 


Helvet. chir. acta 25(1) Apr 58 
41423 NISSEN R Hospitalismus. p. 1-4. 


41424 KAISER E Veriinderungen 
des normalen und des pathologischen 
Choledochus. [Postoperative changes of the nor- 

mal & pathological choledochus] p. 5-25. 


41425 BIEFER H, OTT W 


t. [Effects of metabolism 
on adrenal cortex activity] p. 26-31. 


41426 ARQUINT A Die Kirschner-Drahtfixa- 
tion jugendlicher ein 
zur tempordren p r Fe- 
en bei Ji dlich [The eociner 
wire fixation of fractures in children; a contribu- 
tion to the temporary wire fixation of femoral 
young ] p. 32-42. 


41427 BIBUS B, HOHENFELLNER R Das 
als Ni 


er. 
orders] p. 43-9. 


41423 


[Hanging cast procedure for treatment of upper 

arm fractures} p. 50-75. 

41429 MOSIMANN R, HOFSTETTER J Les 
signofdites diverticulaires et leurs com- 

plications. [Diverticula of the sigmoid & their 

complications] p. 76-91. 


Helvet. chir. acta 25(2) June 58 
41430 NAEGELI T Zur Diagnose und Behand- 

des Mammakarzinoms. 
& therapy of cancer of the breast] p. 


41431 F, HAHN C Places de 
I'hypothermie et de la circulation extra- 
corporelle dans la chirurgie cardiaque et vasculaire 


en 1958. [Places of hypothermia & extracorporeal 
circulation in cardiac & surgery in 1958] 
p. 98-123. 


41432 png R, FEHR AM Fremd- 
Eigenspan, verglichen bei der 


Op i yo hab Schulterluxation. [Het- 
erograft & homograft, comparison in surgery of 
recurrent dis] ion of the shoulder] p. 124-41. 


41433 Bakterienresistenz im Ver- 

lauf de: in der 
[Bacterial during chemotherapy in 
urology] p. 143-5. 


41434 SECRETAN M Incidences du traitement 

la tuberculose génito-urinaire par 
l'isoniazide sur les épreuves de laboratoire. 
[Incidence of isoniazid therapy of urogenital tuber- 
culosis on laboratory tests} p. 146-7. 


WEYENETH R, CUENDET A Démon- 
strations cliniques. p. 148-54. 


41436 
tion of cancer of bladder] p. oe ry 


41435 


41438 ROHRER R Perforation einer retro- 
yste in die Harn- 


blase. [Perforation of ret 
cyst in the urinary bladder] p. 167-71. 


HELVETICA MEDICA ACTA 
(Basel) 


Helvet. med. acta 1 58 


41439 JAHNKE K, SCHOLTAN W, HEINZLER 

F Die Viskositaét von Seren und isolier- 
ten Serumproteinen bei Makroglobulinamien und 
anderen Dys- und Paraproteinamien. [Viscosity 
of serum and isolated serum proteins in macro- 
& other dys- and paraproteinemias} 


41440 ‘ea JJ, WEBER R, HASSIG 


41442 KAPPELER R, KREBS A, RIVAG Kli- 
nik der Makroglobulindmie Waldenstrém; 
eibung von 21 Fallen und Ubersicht der Li- 
teratur. i. manifestations of Walden- 
strom ‘s macroglobulinemia; report of 21 cases & 
review of t the literature] p. 54-101; contd, 


Helvet. med. acta 25(2) May 58 

41443 KAPPELER R, KREBS A, RIVA G Kli- 
nik de: Makroglobulinamie Waldenstrim; 

Beschreibung von 21 Fallen und Ubersicht der Li- 

teratur. [Clinical manifestations of Walden- 

strom's macroglobulinemia; 21 case reports & re- 

view of the literature] p. 101-52; concl. 


41444 ZOLLINGER HU Die pathologische Ana- 
tomie der Makroglobulindmie Walden- 
Pathological of Waldenstrém's 
nemia] p. 153-83. 


HELVETICA PAEDIATRICA ACTA 
(Basel) 


Helvet. paediat. acta 13(2) Apr 58 


4144S HITZIG WH, ILLIG R_ Colchicumver- 

ei bei einem Kleinkind. I. Klini- 
sches Bild. [Colchicum poisoning in a child. 
Clinical picture] p. 117-30. 


Ss P, JACCOTTET M, WUIL- 


41445 
TB hémolytique | immuno- 


logique atten uti 
molytic anemia caused by auto-antibodies 
p. 131-49, 
41447 BIRO Z Wher die Eiweisserndhrung der 
[Protein diet of nephritics] 
p. 150-4. 


41448 RANKL J, BARTEL G Daten zur Sero- 
logie der Heine- -Medinschen ze 
Vorlaufige Mi data in Heine- 
Medin disease; preliminary report] p. 155-9. 


41449 GILLERT KE, KARSTEN F Poliomye- 
litiserkrankungen in einem Kinderheim 
und gleichzeitiges Auftreten von inapparenten Po- 
liomyelitisfallen mit positiver Komplementbind- 
ungsreaktion. [Poliomyelitic diseases in a home 
for children & of unapp 
poliomyelitis cases with positive complement fixa- 
tion reaction] p. 160-8. 
41450 ZIEGLER E Bésartige, familiare, friih- 
infantile Krampfkrankheit, teilweise ver- 
bunden mit familiarer B: 
familial early infantile convulsive disoders, partial 
relation with aplasia of corpus callosum] p. 169- 
84. 


41451 CHOREMIS C, YANNAKOS D, PAPADA- 
TOS C, BAROUTSOU E Osteitis defor- 

mans (Paget's disease) in an 11 year old boy. 

p. 185-8. 


HELVETICA PHYSIOLOGICA ET 
PHARMACOLOGICA ACTA 
(Basel) 
Helvet. . acta 16 1958 
BATTIG K, GRANDJEAN E Wechselbe- 
hnung einer bedingten Fluchtreaktion bei der Ratte. 
[Correlations between growth and the Pe 
of a conditioned escape reaction in rats} p. 1-11. 


41453 CAVIEZEL w Die 


wirkung von der Calciumbonsentra- 
tion wahrend der Glykosideinwirkung auf das Herz. 
[The dependence of the lasting of cardiac glycoside 
effects on potassium and calcium concentrations 
during the action of glycosides on the heart] 

p. 12-21. 


relation to ion transports} p. 22-30. 


41455 WILBRANDT W Wirkungs- und Hem- 

mungskinetik fiir die Bildung von Chelat- 
trigern als Grundlage pharmakologischer Wirkun- 
gen. [Kinetics of actions and inhibition in forma- 
tion of chelates as bases of pharmacological ac- 
tions] p. 31-43. 


41456 KUENZLE CC, WASER PG Wirkungs- 
und R en - 

carins, mit einer neuen Methode zur Differenzier- 
ung von R ‘en. of action and 
receptors of cuaanten also a new method for 

the differentiation of receptors] p. 44-57. 


41487 SINHA MP Vagal control of respiration 
as studied in the pigeon. p. 58-72. 


4145g STAMM W Probleme des Gasaustaus- 
ches in der Lunge; tber 
Gas 


die in the 
oem studies on permeation by krypton] p. 73-80. 


HIPPOKRATES 
(Stuttgart) 


*Hippokrates, Stuttg. 29(7) 15 Apr 58 


41459 GROTE LR Aufgabe und System der 
Aligemeinen Therapeutik. [The prob- 
lem and system of general therapeutics} p. 197- 
202. 
41460 A H 
-Therapie. [Functional changes of 
the diencephalon by manipulative spinal therapy) 
p. 202-4. 
41461 LACHMANN H Verinderungen des Weis- 
sen Blutbildes im Verlauf von Moorbade- 
kuren. [Changes of the leukocyte picture in the 
course of mudbath therapy] p. 204-10, 


41462 LINDNER-FISCHER F Physikalische 
Therapie in der Wiederherstellungsbe- 
handlung nach Venenerkrankungen. [ Physical 
therapy in rehabilitative treatment of diseases of 
the veins} p. 211-6. 
41463 KUMPF A Zur Frage der Mandelerkran- 
kungen und ihrer Behandlung mit der 
Symbiontentherapie. [The problem of tonsillar 
and treatment with symbiotic therapy] 
p. 216-9 


41464 =n” Uber den Lirm. [Noise] 
219. 


[The problem of 
coloring p. 222-4. 


41466 SCHULTHEBS E VON, SCHULTHEISS 
F VON Das Symptom der roten, glatten 
Zunge; ein Beitrag*zur klinischen Diagnostik der 
Leberkrankheiten. [The symptom of the red 
smooth tongue; a contribution to the clinical diag- 
nosis of liver diseases] p. 225-6. 


41467 HOENSBROECH MHGVON Erfahrun- 
gen mit der —— Proscalun- Thera- 

pie vegetativ-dyst kuléser. [Ex- 

periences with ana proscalun therapy of veg- 


etative dystonic pulmonary tuberculosis] p. 226-9. 


41463 GROSS D In Memoriam Professor Kurt 
Gutzeit. p. 229-30. 


41469 LOBE J Zur Behandlung von Alterslei- 
~ den mit Novocain. [Treatment of dis- 
ease in the aged with novocaine] p. 230-1. 


Hippokrates, Stuttg.  29(8) 30 Apr 58 


41470 STORCK H Reizhdhe-Reizschwelle. 
[The point of maximum stimulation and 
stimulation threshold} p. 241-3. 


HOFF A Atemtherapie unter besonderer 
Beriicksichtigung des Asthma bronchiale. 
[Respiration therapy with a special reference to 
asthma bronchiale}] p. 244-6. 


41471 


- 41472 FEY C Heisser Blitzguss und Blitzguss- 
bad. 


. {Hot flash shower and flash shower 
bath] p. 246-8, 


41473 Die biologische Behandlung 


treatment of the post-thrombosis syn- 
drome} p. 248-51. 


41474 AKERBLOM B Zur Wirbelsdulenhygiene 
des Mi hb Hygi 


ten yei 

aspects in protection of the spine in civilized man] 

p. 251-5. 

REINSTEIN H Mech h-phy h 

oder di Therapie 

Wirbel “[Mech -physical 

or therapy of the spinal syn- 

drome] p. 255-61. 


41476 ABELE U Der Riicken der Frau; Mas- 

sage als Pflege und Behandlung bei Pe- 
riodenstérungen. [The woman's back; massage 
as a care and treatment of menstruation disorders} 
p. 261-3. 


41477 MAMPEL E, KOEPPE HW Beitrag zur 
rkutanen Kampfertherapie. Percuta- 
neous camphor therapy] p. 263-4. 


hiech 


41475 


lo. 4 : 
m 70, 
on 
natural hormones; survey on works appearing about | 
| canpro] p. 159-64. 
(WULFF H Primitive Obungstherapie. 
| [Simplified exercise therapy] p. 50-1. 
41992 SOLTE E Plattenftrmige Lungenatelek- | 
tasen nach Brustkorbverletzungen. 
{Lamelliform pulmonary atelectasis after thorax 
lic 
line beim Morbus Waldenstrom. [Antigenic struc- 
ture of macroglobulins in Waldenstrém's disease] 
p. 25-40. 
41441 ISLIKER H Zur Chemie der Makroglobu- 
(Experiences 
causation, 
ree 
ngs. 
| 
| 
| 
other | 
e 
| 
| 
| | 
| 
| 
BLESS F Das Hingegipsverfahren zur | ee 
is; 
| 
| 
| ty 
| 
| 
| 
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CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No. 4 


41478 VIDA F, DECK J Hat die Irisdiagnose 
sina? [Value of iris-diagnosis] 
p. 265 


KIBLER M, STERZING L Hat die Iris- 
diagnose einen Sinn? Antwort an Herrn 


41479 
Dr. Vida und Herrn Deck. [Value of iris 


am an answer to Dr. Vida and Mr. Deck] p. 266- 


15 58 
GUTMANN W Wissenschaftlichkeit in 
der Medizin; Allopathie, Homéopathie. 
eopathy] p. 273-6. 


4148| MENG H Uber Entwurze! 
rootal] p. 276-7. 
41462 ; Fir 
ind wider die Statistik. (Cancer prob- 
lems; tor agaiast p. 277-9. 


41480 


41483 ANGELE K H Periphere arterielle 

Durchb ingen in der Behand- 
lung des Kneipparztes. [Peripheral arterial cir- 
culation disorders, as treated by the Kneipp meth- 
od] p. 280-5. 


41494 MEYER W Ein Beitrag zur Therapie 
neuraler und hepato-kardialer 

Storungen. [Therapy of & hepato- 

cardiac disorders} p. 285-94. 

41485 THOMAE R Kann die Zellulartherapie 

als widerlegt gelten? — we con- 

sider the cellular therapy as ly refuted?]} 


p. 294-6. 

41466 MOBIUS W Beitrag zur ambulanten Be- 
handlung des Ulcus ventriculi et duodeni. 

[Ambulant therapy of gastroduodenal ulcer] 

p. 296-8. 


Hippokrates, Stuttg. 29(10) 31 May 58 


41487 p 1 Lebensklima als 
Faktor. [Our living condi- 
tions as a factor in pathogenesis] p. 305-9. 


41489 FRICK P Das dystonische Kind. 
dystonic child] p. 310-1. 


41489 BOMMER 
der Dermatologie. 
dermatology] p. 311-5. 


41490 RF Der gegenwirtige Stand des 
uwolfia-Problems. [The present status 
of the Par problem] p. 315-9. 


4149} HENTSCHEL HD Therapeutische Mb- 

glichkeiten und Grenzen der Sauna. 
[Therapeutic possibilities and limitations of sauna] 
p. 319-24, 


41492 KOPP JA Mensch und Boden in geophy- 
sikalischer Schau. [Man and the earth in 
the geophysical sense] p. 324-8, 


41493 BOCHALLI R Die Gdtter der Heilkunst: 
Imhotep und Asklepios. [The gods of 

healing: Imhotep and Asclepius}] p. 328-9. 

41494 PENSEL F Balanitis und Interdigital 
kose; ihre wirksame Behandlung mit ein- 

fachen Mitteln. [Balanitis and interdigital myco- 

sis; effective therapy with simple measures] 

p. 330-1. 

41495 HOFFMANN KF Die stomatologische 

Anwendung von Athylalkohol; ein Sammel- 
bericht. [Stomatological application of ethyl! 
alcohol; a review] p. 331-3. 


[The 


rungsbehandlung in 
[Nutrition therapy in 


Hippokrates, Stuttg. 29(11) 15 June 58 


H and 

histology} p. 

41497 DERBOLOWSKY U_ Gibt es ps 


rkrankungen der Wirbelsdule? [Do 
err diseases of the spine exist?] p. 345- 


41494 KOFLER B Beitrag zur Therapie des 
Magen- und Z 

durch eine modifizierte Methode der Heilfasten- 

behandlung. [Therapy of gastroduodenal ulcer by 

a modified method of fasting] p. 348-50. 


41499 KUKOWKA A Balneologie in neuer 

Sicht, vom Blickfeld der modernen Physik. 
[Balneology in a new light, from the point of view 
of modern physics] p. 350-5. 


41500 HENSSGE E Th h p 

der El di ik und der 
niedertrequenten Reizstromtherapie. I. [Theo- 
retical and practical bases of e and 
of low frequency stimulation current therapy. 1. } 
p. 365-61. 


MERZ K Seelenarznei. [Psychic drugs] 
p. 361-3 


41501 


HISPALIS MEDICA 
(Sevilla) 


*Hispalis med, 15(165) Mar 58 


41502 BARRIOS GUTIERREZ J tetaheltmetrfa; 
fundamentos. [Metabolimetry; funda. 
mentals} p. 103-6; passim. 
41503 GARCEAU PENUELAS G Secuelas de la 
eclampsia. [Sequelae of eclampsia] 


p. 111-5. 
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LOPEZ BORRASCA A EI reflejo optico 
41504 optic reflex] 


vegetativo. [Autonomic 
p. 117-9; contd. 
SERRANO PEREZ E  Luzacién posterior 


del codo. [Posterior luxation of the el- 
p. 121-2. 


41505 
bow] 


41506 BALLESTER HOYS A Artropatfas han- 
con manos y pies en garra. 


41507 SERRANO PEREZ E Seudoartrosis de 
fémur. p. 125-8. 


41508 EN NORTEAMERICA hay 12 millones de 

artriticos; la artritis le cuesta al pais al- 
rededor de tres mil millones de dolares anuales. 
[North America has 12 million arthritics; arthritis 
costs this country around 3 million dollars annual- 
ly] p. 131-2. 


Hispalis med. _15(166) Apr 58 


41509 3 Las polimiositis. 


41510 DfAZ-RUBIO M, JIMENEZ ORTA M 
Dieta y estados & 
hyperthyroid conditions} p. 169-73. 


FLORIDO MUNOZ M Craneopatfa neuro- 
endocrina y s{ndrome adiposidad- Basse 
dow-distermia. [Neuroendocrine craneopathy & 
obesity-Basedow-dysthermia syndrome] p. 175-8. 


41512 MONTERO RODRIGUEZ A El problema 

del tratamiento de las diarreas en el 
lactante y nifio mayor. 
& older children] 
p. 179. 


HOJA TISIOLOGICA 
(Montevideo) 


tisiol., Montev. 1 Mar 58 
RODRIGUEZ A La radiologfa de la 
hidatidosis costal. p. 1-25. 


GInés AR_ El comportamiento de la 
tuberculos' 4 


genic concepts] p. 26-33. 


41515 CABEZAS C Consideraciones a propdsi- 
to de las bac positivas en en- 

fermos dados de alta. [Positive bacilloscopes in 

patients released from the hospital] p. 34-45. 


41516 DETENCION en el descenso de las tasas 
de por tuberculosis en algunos 
paises. 


p. 46-8. 


HOPPE-SEYLER’S ZEITSCHRIFT FUR 
PHYSIOLOGISCHE CHEMIE 
(Berlin) 


Zschr. 310(1-2) 1958 

41517 BUSSON F, PERISSE J, JAEGER P Die 
mung der Aminosauren in den Sa- 

men von Parkia b durch Ch 

an Harzsiulen. [Determination of amino acids in 

the germs of Parkia biglobosa by chromatography 

on resin columns} p. 1-3. 


FRIEDE R Uber extrem niedrigen Ge- 
41516 


ter im Hirn n neugeborener Ratten. 
The 


p. 4-7. 


41519 EICHLER O, APPEL I, WADHWANI 
TK, RITTER R_ Die Aufnahme von 45Ca 

in Zahnkeimen von Hunden in vitro. [Uptake of 

Ca45 in the tooth germ of dogs in vitro] p. 8-18. 


41520 HOHENSEE F, HUTTENRAUCH ther 
die An von Farbreaktionen zur 

Identifizierung einiger Progesteronderivate. 

[Color reactions for the identification of some pro- 

gesterone derivatives] p. 19-22. 


of the of rats} 


41521 RACKOW B, KONIG H Die Substitution 
des Magnesiums im Chlorophyll durch Ei- 
sen und aya ben The substitution of 
by and its value} 
p. 23-30. 


41522 SCHMIDT F, KLINGER W Untersuch- 
tiber Hydroxylierungen an Phenyl- 


41526 PUTTER J, DARDENNE U Der Gehalt 
an Coenzym A in jungen, alten und kata- 

raktésen Augenlinsen, (Coenzyme A content of 

young, old and cataractous lenses] p. 59-64, 


41527 ier FG, WERNER G Die Chemo- 
der Schwirm 


4152 FISCHER FG, WERNER G ther die 
Schwarmsporen wasserbewohnender Pilze. 
of 


41529 FLASCHKA H, ABD EL RAHEEM AA, 
SADEK F Erio SE als neuer Indikator 
trischen ung von Calcium 
[Erio SE as new in- 

complexometric determination of 

calcium and magnesium in serum] p. 97-102. 


41530 OTTE Histochemischer Nach 
ner 5-Nucleotidase im Ge- 
"[Histochemical determination of a 
ific 5-nucleotidase in articular cartilage} 
Pp. 108-6. 


BUNTE H, DEMLING die quan- 
4153! titative Bestimmung der Serumperoxyda- 
seaktivitat. (Quantitative determination of serum 
peroxidase activity] p. 107-13. 


SCHWERD W Die Bindung des Himatins 


41532 an Biuteiweissstoffe. [Binding of hema- 
tin by blood proteins] p. 114-9. 
41539 BLIETZ RJ Wher die Struktur der Alde- 
hyde liefernden Seitenkette im 
gen, [Structure of the aldehyde-furnishing side- 
chain of plasmalogen) p. 120-4. 


41534 HENSEKE G, NEINASS R her die de- 
rende Wirkung des Haarfettes. 
[Depilating effect of hair fat] p. 125-36. 


41535 HAMS{K A, HOFMAN M Zur Darstel- 
lung des Protoporphyrins. [Preparation 
of protoporphyrin} p. 137-8. 
41536 WEITZEL G, BUDDECKE E, KONIG H 
~essigsdure im Fettstoftwech- 
acid in fat metabolism] 
p. 139-52, 


41537 
sdls. 
ring oil 


41538 


KLENK E, BROCKERHOFF H her die 
C18 und C22-Polyensiuren des Hering- 
The =. og C22-polyenoic acids of her- 


titative composition of the vascular 
tissue; 1 dure] p. 171- 


81. 

BUDDECKE E Untersuchungen zur Che- 
41539 nie der Arterienwand. II. Arterioskle- 
rotische Veranderungen am Aortenbindegewebe des 
Menschen, (Studies on the chemistry of the arte- 
rial wall, 1. Arteriosclerotic changes in con- 
nective tissue of aorta in man] p. 182-98. 


und ausaamene des Aortenbindegewebes bei tie- 
rexperimenteller Arteriosklerose. (Studies on the 
chemistry of the arterial wall. I. Changes in 
the connective tissue of the aorta and influences in 
oo arteriosclerosis of animals] p. 199- 


HANSON H, HASCHEN RJ Zur Charak- 


41542 — H, HASCHEN RJ Die Peptida- 

vitat des Biutplasmas aus verchie- 
des Harns und der 

Galle gegenuber Leucyl-glycyl-glycin. [Leucyl- 

glycyl-glycine peptidase activity of the blood plas- 

ma from various main vascular 

and bile] p. 221-6. 

41543 


serum] p. 213-20. 


ber Leucyl-glycyl-glycin. [Protein intake and se- 
peptidase activity) 


41544 BORNIG jm By STADE K, FRUNDER H, 
RICHTER G Der Stoffwechsel gescha- 

Gewebe. IV. Blutzucker-, Leberglykogen- 

bei mit Tetra- 


alkylderivaten durch A (Hy 
of phenylalky! derivatives by ascorbic acid] 
p. 31-6. 


41523 BERNHARD das St R Weitere Un- 


halten einiger ti und h 
scher Mono- und Dicarbonsiuren. 
ies on the metaboli of som: 

and hydroaromatic mono- and acids] 
p. 37-43. 


41524 ZAHN H, MARSTALLER H Papierchro- 
matische Bestimmung von Phenylalanin 

im Serum. [Phenylalanine determination in the 

serum by paper chromatography] p. 44-9. 


[Porter stud- 


Mausen nach Glucose- 
tung. [Metabolism of damaged tissues. IV. 
Blood sugar, liver glycogen and liver glucose con- 
centrations in carbon tetrachloride poisoned mice 
after glucose loading] p. 232-4‘ 
41545 RICHTER G, FRUNDER H, BORNIG H 
> Der Stoffwechsel geschadigter Gewebe. V. 
Das Verhalten von Nucleinsauren und Lipoid- -P in 
der Leber nach T hh 
{Metabolism of damaged tissues. V. Behavior of 
nucleic acids and lipid phosphorus in the liver after 
carbon tetrachloride poisoning) p. 249-56. 


41545 LOSSE G Racematspaltung des Leucyl- 
glycyl-glycin-dthylesters. [Racemic 
ne of the leucyl-glycyl-glycine ethyl ester) 


41547 WISS O, GLOOR U Verteil 


tionation chromatograph ter 
— A and other fat-soluble vitamins] p, 269. 


KUNZ W, FRIEDEL W, MULLER F 

41940 VAN, STRACK E Uber die 

Effect of 

tetraacetic acid on isolated liver mitochondria} 

p. 265-74. 


EL-RDI MS ABDEL KADER M 


of nicotinamide in tubereulotics) 
311(1-3) 1958 


r Zschr. 


41550 WALDSCHMIDT-LEITZ E, BRUTSCHECE 
H_ Uber Samenproteine. Uber die 
ng der elektrop unter- 
P des Hord (Seed 
P ot 
diff Pp of hordein] p. 1-5. 
4155! Ww, Uber or- 
lysen mit Amy! 
[Organic catalysts. ath 
41552 FINK H, HEROLD E Case 


quus. [Protein quality of monocellular green algae 
and their protective effect in liver necrosis. Il. 
Influence 


H, FRIES G Die 
on Perjodsaure auf Prokollagen. 


41554 SCHLEYER M Messungen des Zeta- 

Potentials an Tragermaterialien fiir 
Zonenelektrophorese ment of zeta- 
potentials on carriers in zone electrophoresis] 
p. 29-40. 


s, STEGEMANN H Mikrobestimmung von 
Hydroxyprolin mit Chloramin-T und p- 
ldehvd 


with chi T and p-di- 
dehyde] p. 41-5. 
41556 GRANZER E Eine Methode zur Verbes- 


serung der elektrophoretischen Trennung 
von Proteinen und ke eel [A method for the 
of the tion of 


proteins and Pp. 46-53. 
41557 HELFERICH B, JUNG KH Zur Spezifi- 
tat von Glykosid: di der 


8-D-Glucosidase und der 8-D-Galaktosidase des 
Sissmandelemulsins bei durch Poly- 
ficity of gly- 
cosidases; ‘differences between | the 6-D-glucosidase 
and §-D-gaalactosidase of sweet almond emulsin 


1 
on by poly ysty ey 


p. 54-62. 

41558 HANNIG K Eine Apparatur zur kon- 

auf Filtrierkarton bei gleich iger A di 

hoher Feldstarken. [An apparatus for continuous 
h on filter carton with 

simultaneous application of high field intensity] 

p. 63-78. 


41559 er A, REMBOLD H ber den 
eiselzellenfuttersaft der Honigbiene. 
von 2-Amino-4-hydroxy -6-{1. 2-di- 
royal jelly of the 
- Isolation of 2-amino-4-hydroxy 
y yprop 


idine] 
41560 DANNENBERG H, DOERING C H De- 
hydrierung von Steroiden. Il. Ring A- 
benzoide Steroide; Vorliufige Mitteilung. [De- 
hydration of steroids. II. Ring-A benzoid 
steroids; preliminary report] p. 84-6. 


4156! JIRSA M, VECEREK B Neue Bilirubin- 
derivate. I. thr Vergleich mit Gallen- 
und Serum-Bilirubin. [New bilirubin derivatives. 
I. Their comparison and serum 
p. 87-92. 
41562 JIRSA M, LEDVINA M, VECEREK B 
Neue Bilirubinderivate. 1. Chromato- 
graphie der Azofarbstoffe des direkten Bilirubins 
und des Taurobilirubins mit inversen Phasen. 
[New bilirubin derivatives. 1. Inverse-phase 
chromatography of azo dyes of plain bilirubin and 
taurobilirubins} p. 93-5. 


41563 EGGER E, LORENZ F Zur chemischen 
Bestimm 


von Adrenalin und Noradren- 
alin. I. Zur 
von Adrenalin 


iodine] p. 96-100. 


41564 LW Das identische proteolytis- 

he Verhalten von Pepsin und 
Herkunft. [Identical proteolytic be- 
havior of pepsin and gastric juices of various ori- 
gins} p. 101-7. 


9 
41525 ‘TISCHER J Carotinoide der Siisswasse- | cschrom,. - 
FB ie q ralgen. X. Uber die Carotinoide aus tographie mit umgekehrten Phasen fiir Vi- ‘ 
Beas Cladophora fracta. ———— of fresh water tamin A und weitere fettlisliche Vj 
algae. X. from Cladophora fracta} 
p. 50-8. 
diagno 
spores of water inhabiting fungi (salprolegniaceae)} 
© 
inhabiting fungi] p. 92-6. 
| 
| 
| 
| 
> Lebernekrose verhiitende Wirkung. III. Uber des 
4 Einfluss des Trocknens auf das didtetische Ver- 
; 
monocellular cultivated alga Scenedesmus obliquus] 
| | 
Perjodsaureaufnahme, Hexosen, Hydroxylysin. 
of periodic acid. on procollagen. I. 
‘eriodic acid uptake, hexoses and hydroxylysine} 
4151 p. 19-28. 
a eae ~ Po sis de los conceptos patogénicos de Edgar M. 
Medlar. [Behavior of pulmonary tuberculosis in 
| } 
| 
| | 
| 
ieee ay rate caused by tuberculosis in various countries] mie der Arterienwand. 1. Quantitative 
Zusammensetzung des Gefiissbindegewebes; Analy- | 
Be ee sengang. [Studies on the chemistry of the arterial | 
wall. 
connective 
| 
| ngen zur Che- 
| 
| 
41541 teristix der Aminopeptidasen des Blutse- 
of the aminopeptidases of 
the biood | 
| 
| 
fuhr und Serumpeptidaseakt it gegenii- 
| 
chen nach Oxydation mit Jod. [Chemical determ!- 
| a nation of adrenalin and noradrenalin. 1. Spectro- 
Seam photometric determination of adrenalin and nor- 
i Sats adrenalin in solution mixtures after oxidation by 
| 
— 
vie 
~ 


© 
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41565 —, H, RICHTER G, FRUNDER H 


Gewebe. 
rungen des Glykogen- und Gucosespiegels 
oe mit Cortison vorbehandelter und allo- 
sandiabetischer Mause nach Glucosebelastung. 
[Metabolism of injured tissues. VI. Changes in 
the glycogen and on of the liver in cor- 


-diabetic mice after 
gucose loading) 108-14. 
41566 BIESOLD D, STRACK E Die Bestim- 
mung von Glycerin im Blut. [Determina- 
tion of glycerin in blood) p. 115-20. 
> SCHUTTE E, KRISCH K Uber die Dar- 
4156 stellung und Eigenachaften des eogenann- 
ten Lysozym-Substrates. [Preparation and 
properties of the so-called lysozyme substrates} 
p. 121-30. 


basic 
p. 131-5. 
1569 THIELE OW Eline Methode zur Bestim- 
4 mung von Totallipiden in Organen. [A 
method for the determination of total lipids in 
organs} p. 136-9. 
.. TISCHER J C de der Si 
41570 igen. XI. 
Oscillatoria amoena. [Carotenoids of fresh water 
Xi. The ds of Oscill 


(OSS). 


Oss 11 1958 


4157; LEVINE R, GOLDSTEIN MS On the 
mechanism of action of insulin. p. 2-22. 


41572 HULST LA In the pharmacological and 
dietetic 


maze of diabetes mellitus therapy. 
p. 23-31. 


HOSPITAL MANAGEMENT 
(Chicago) 
Hosp. Management _86(1) July 58 
HASENBURG H (Mrs) Small hospitals’ 
clinic; rehearsal for disaster. p. 6-7; 
passim. 


41574 — Hospital accounting. 
p. 14. 


41873 


41575 ALFORD M Changing social and health 
create changing demands on nurs- 
ing. p. 31; passim. 


41576 GOATES LB Press relations on 
celebrity admission. p. 


41577 FOX CW The administrator. p. 38-9; 
passim. 


41578 TIESSELINCK J The director of nursing. 


p. 40-1; passim. 
41579 STARK SB (Mrs) The patient's view- 
point. p. 42-3. 
418890 DEUTSCHER I Keep nurses in nursing. 
I. p. 44-5; passim. 
415g; LETOURNEAU C U The nurse's duty 
to the hospital. p. 46; passim. 


THEOBALD HE Professional liability 
insurance for hospitals. p. 52-3; passim. 


41589 CHRISTINA, SISTER 
and records. I. p. 72; 


p. 74. 

415@5 PREY L Housekeeping is big business. 
a. , 

41586 DARDARIAN L ee a 

brief into the mythology of hot 
food. p. 79-81. 
41587 ss Psychiatric nursing. 


83; passim. 
41588 The ethical pharmaceutical 
manufacturer and the hospital pharmacy. 
Dp. 86; passim. 


41589 PASCH J F A look at hospital purchasing 
ethics. p. 94-5; passim. 
41590 yxy HE Testing materials. 
4159) Nonwoven fabrics; disposables. 
P. 103-4, 


HOSPITAL PROGRESS 
(St. Louis) 


Hosp. Progr. 39(6) June 58 


41992 KELLY G Elective induction of labor. 
64-6. 


Catholic hospitals. p. 70-1; passim. 
41595 CAIRO AA The impact of the medical 
library on medical education. p. 72-3; 


41596 JAMES JT Men in nursing. p. 78-9. 


41597 LUSK RD An editor appraises nursing 
ve education. p. 82-3. 


41598 MICHAELEEN, SISTER The nursing 
service p. 84-7; passim. 


41599 F Improved employee morale 
improves puble relations Pp. 89; pas- 


REGAN WA The of privacy. 
legal right 


41600 


4160| MARIE MICHAEL, SISTER A sister's 
health service program. p. 93-4. 
41602 R_ New food service trends 


WILLETT 
in hospitals. p. 101; passim. 
41603 jae SISTER Portable unit solves 


donor problems. p. 120-1. 
41604 VESTAL A The housekeeper's respon- 
sibility in the battle against infections. 
Pp. 126; passim. 


41605 JOHNSON JE Accreditation: what 

it mean in your hospital? p. 131, 
41606 FAIR EW Spot employee troubles be- 
fore they start. p. 143-4. 


HOSPITALS 
(Chicago) 


“Hospitals 32(12) 16 June 58. 


THE MEDICAL records department: a 

look ahead. p. 28-33; passim. 

41608 EVERHART DL, HOWELL JT, CHAM- 
BERLAIN J Medical record department 

functionalized; how Henry Ford Hospital provides 

more and better medical record service. p. 34- 

6; passim. 

41609 LORETTA, SISTER How group super- 
vision works in the medical record de- 

partment. p. 37-41. 

41610 SKARUPA J, HAYS T How this medical 

record does its work in rec- 


41607 


ord time. p. 42-5. 
41611 HOOD MW Can medical records be 
standardized? p. 46-8. 


41612 KURTZ DL _ FDA drug reaction report- 
ing program. p. 49-52 

41613 UNSWORTH AC, PARKINSON JE Oxy- 
gen administration to premature infants. 
p. 56; passim. 

41614 WALLERICH GM _ Selection and care of 
surgical instruments, 1. Look for the 

best quality, then protectit. p. 65-7. 

41615 RAVENHOLT OH, BAKER E F Jr, WYS- 
HAM DN, GIEDT WR El 

blankets as an infection source. p. 75-6; passim. 


Hospitals 32(13) 1 July 58 


41616 SUDDUTH JN, WHITTEN L These long- 
term care units meet a growing communi- 
ty need in Alabama. p. 32-4. 
41617 BRISTOL LF, PADEREWSKI, MIT- 
CHELL, DEAN These long-term care 
a growing community need in California. 
p. 33-4. 
41618 — C D, SCHAEFFER, WILSON, 
EVA This surgical-diagnostic addition 
solved two ee problems. p. 35-6. 
41619 WADE HW, COOPER, ROBINSON, 
CARLSON, O'BRIEN This modernization 
program made the old part of the new. p. 37-8; 
passim. 


P SISSON W H, SHERWOOD, MILLS, 
'620 SMITH This difficult site became an as- 
set. p. 39-41. 


4162! CLAYPOOL W E, DARBY, BOGNER 
This bomb shelter is designed for every- 

day use. p. 42-3. 

41622 McINTYRE LD, WHITEHOUSE, PRICE, 
DENEFF, DEEBLE An added room 

meant added efficiency for this central supply de- 

partment. p. 44-5. 

41623 reas LN, BRADLEY L L, HIBBARD 


bed hospital is being built for $18 
p. 46-7. 


per square hey og 

41624 YARBROUGH R F, TURNER, SMITH, 
BATSON Turnabout design adapts to 

changing patient load. p. 53-6. 

TERENZIO P B, TERENZIO JV Court 

removes tax barrier to hospital group 

purchasing. p. 59-60. 

41626 JOHNSON RM _ Remodeling on 2 shoe- 
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p. 95-103. 


41760 TSUCHIYA T, FUKAZAWA Y, SATO I, 

AMEMIYA S, MURATA T Further 
studies on the classification of the genus Hansenula. 
p. 105-14, 


4176) TAKAOKA T, KATSUTA H Establish- 
ment of cell strains of rat ascites hepa- 
toma a... in tissue culture. p. 115-27. 


Apr 58 


JAPANESE JOURNAL OF 
MICROBIOLOGY 
(Tokyo) 


Jap. J. Microb, 1(2) Apr 57 


41762 YAOI H, TAKE! M, TSUJI Y Biological 
studies on Mycobacterium ulcerans (Mac- 
callum). I. On catalase activity. p. 79-84. 


41763 wy M, KIKUCHI K, KOBAYASHI 
, MATSUMOTO K, CHIBA T, MATSU- 

URA Y Studies on antiviral antibi- 

otics from streptomyces. V. A new antiviral 

antibiotic, myxoviromycin; preliminary report. 
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42159 THREADGOLD LT, GRESSON RA An 

electron microscope study of the cells 
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Linn, p. 342-4, 


42160 SATIR PG, PEACHEY LD Thin sec- 
tions. I, A simple method for reducing 
compression artifacts. p. 345-8. 
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42228 FREEDMAN AM Treatment of autistic 


children with marsilid. 
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JOURNAL OF EXPERIMENTAL 
BIOLOGICAL AND EXPERIMENTAL 
MEDICAL RESEARCH ON AGEING 

see GERONTOLOGIA 
(Basel) 


JOURNAL OF EXPERIMENTAL 


MEDICINE 
(Baltimore) 
J. . M. 108 1 58 
42284 by WD, HAWKINS W B, WHIPPLE 
Vitamin B12C060 distribution in dog 
tiseues se months; red cell stroma with 
labeled B12 in a. p. 1-8. 
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stenosis of the middle lobe caused by a probable 
Besnier-Boech disease: case surviving 32 years 
after cutaneous sarcoidosis] p. 81-6. 


42303 nOvLaT A, BARRIE J, REYNES V A 
l'ombre d'une suppuration pleuro-pulmo- 
pleuropulmonary sup- 


42304 = P, WITZ J P, RUEBSAMEN G, 
ISS A G Remarques concernant le 

di oa let du cancer des bronches. 
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adenine and related compounds on the pro- 
liferation of Toxoplasma gondii in tissue culture. 
p. 274-9. 


42669 COOK MK, JACOBS L In vitro investi- 
gations on the action of 
against Toxoplasma gondii. p. 280-8. 


42670 HUSSEY L K, CORT WW, AMEEL DJ 
production of cercariae by a strigeid 
mother sporocyst. p. 289-91. 
4267; McGUIRE WC, MOREHOUSE NF 
Blood-induced blackhead. p. 292-6. 


42672 LUND EE Growth and development of 

Heterakis gallinae in turkeys and chickens 
infected with Histomonas meleagridis. p. 297- 
301. 


42673 LEE RP, ARMOUR J A note on 

Eimeria braziliensis Torres and Ramos 
1939 and its relationship to Eimeria bohmi 
Supperer 1952. p. 302-4. 


42674 MARTIN WE The life histories of some 
Hawaiian heterophyid trematodes. 
p. 305-23. 


42675 McKEEVER S Observations on Para- 
gonimus kellicotti Ward from Georgia. 
p. 324-7. 


42676 NUTTING WB, RAUCH H Demodex 
criceti n. sp. (Acarina: Demodicidae) 
with notes on its biology. p. 328-33. 


42677 DENCE WA Studies on ligula-infected 
common shiners (Notropis cornutus 
frontalis Agassiz) in the Adirondacks. p. 334-8. 


42678 WILLIAMS RW A study of the summer 
tilth fly population of the Bermuda Islands. 
p. 339-42. 


JOURNAL OF PEDIATRICS 
(Saint Louis) 


J. Pediat., 8. Louis 52(6) June 58 


42679 FRIEDMAN 5S, ASH R Glycogen storage 
disease of the heart; clinical observations 
in five infants. p. 635-48. 


42680 DUPUIS C, DUPUIS B, ADAMS F H, 
LIND J , PELTONEN T Further studies 
on the cardiovascular status of normal newborn in- 
fants. IV. Effect of ad 
10 per cent oxygen, and 100 per cent oxygen on the 
electrocardiogram. p. 649-61. 


4268! HUGHES W, ERICKSON C C, FLEISCH- 
MANN W , ETTELDORF JN True 
hermaphroditism; ‘report ofacase. p. 662-9 


42662 HOLOWACH J, THURSTON DL, 
QOLEARY J Jacksonian seizures in in- 
fancy and childhood. p. 670-86. 


42683 C E, GEPPERT TV Vomiting 
in infancy and early childhood; treatment 
with prochlorperazine. p. 687-9. 


42664 MIJER F, OLSEN RN Transplacental 
passage of the L. E. factor. p. 690-3. 


42685 TAYLOR WC, GRMDALE LC, STEW- 


change . 694-700. 


42686 HALBRECHT I, TIQUA P, BRZOZA M, 

LAHAV M Studies on fetal liver func- 
tions in homo- and h 
with special reference to the icterus praecox of 
the newborn. _p. 701-7. 


42687 HOYNE AL, METRICK 8S, SAKUMA T 
Pseudomonas 


42666 UINK JK, ROLDAN EC Mental defici- 
ency, spasticity, and congenital ichthyo- 
sis; report of acase. p. 712-4. 


42689 BAIRD HWT A reliable paper-strip 
method for the di of p 
ria. p. 715-7. 


42690 SOUTHARD SC, STEWART WB, MAT- 

THEWS W F The mechanics of estab- 
lishing a poison control center in a community 
hospital. p. 718-22. 


42691 CLINICAL pathological conference; the 
Child Boston, Mas- 

sachusetts. p. 723-33. 

42692 FRASER FC Recent advan:es in genetics 
in relation to pediatrics. p. 734-57. 


42699 BLATTNER RJ Chelating agents in the 
treatment of degeneration 
p. 758-61. 


J. Person., Durham 26 June 58 
42694 GOLLIN ES Organizational characteris- 
tics of 


social judgment: a developmental 
p. 138-54. 

42695 SHAW ME Some motivational factors in 

cooperation and competition. p. 155-69. 


42696 SMITH HP, ROSEN EW Some psycho- 
correlates of worldmindedness 
and authoritarianism. p. 170-83. 


42697 MUNDY-CASTLE AC Electrophysiolo- 
of intelligence. 
Pp. - 99. 


9g STRICKLAND LH Surveillance and 
= trust. p. 200-15. 


42699 ERIKSEN C W, KUETHE J W, SULLIVAN 
DF _ Some personality correlates of 
learning without verbal awareness. p. 216-28. 


42700 STEINER ID, PETERS SC Conformity 
and the A-B-X model. p. 229-42. 


4270| SCHRODER HM, HUNT DE Disposi- 
tional effects upon conformity at different 
levels of discrepancy. p. 243-58. 


42702 MACCOBY E E, WILSON WC, BURTON 
RV Differential movie-viewing behavior 
of male and female viewers. p. 259-67. 


42703 — MO, PHILLIPS L The cogni- 
of R hach develop- 
p. 268-90. 


mental 


scores and decontextualiza- 
tion: a developmental view. p. 290-302. 


42704 LIPTON H, KADEN S&S, PHILLIPS L 
Rorschach 


JOURNAL DE PHARMACIE DE 
BELGIQUE 
(Bruxelles) 


J. . Belgique 13(3-4) Mar- 58 


42705 FABRE R_ Les substances étrangtres 

ajoutées aux aliments; réflexions d'un 
toxicologue. [Addition of foreign substances to 
food; toxicological findings} p. 99-116. 


42706 GLOESENER do 


De- 
termination of geneserine in n pharmaceutical solu- 
tions} p. 117-20. 


42707 L'HOEST B Enquéte sur la stabilité des 
onguents et suppositoires au chloramphé- 

nicol. [Investigations on the stability of chloram- 

phenicol & jes} p. 121-9. 


42703 WACHSMUTH H, CORNELIS K Réac- 

tions colorimétrique et fluorimétrique de 
la papavérine. (Colorimetric & fluorimetric re- 
actions of papaverine) p. 130-4 


JOURNAL OF PHARMACOLOGY AND 
EXPERIMENTAL THERAPEUTICS 
(Baltimore) 


J. Pharm. Exp. Ther. 123(2) June 58 


42709 Nree By, KRUCK F, LOZANO R, 

TAYLOR DW, HEIDENREICH 0 P, 
KESSLER RH Studies on the mechanism of diu- 
retic action of chlorothiazide. p. 89-97. 


42710 TABACHNICK II, ROTH F E, MER- 
SHON J, RUBIN AA, ECKHARDT ET, 


etyicholine with two related 
and dihydr 


| 
as) 
| 
= 
ment | 
lection Washington | 
4264; HILLMAN RW, ROSNER MC Effects 
of tu- of exercise on blood (plasma) concentra- 42665 Si 
J. Nat. Cancer Inst. 20(6) June 58 
p. 605-13, 
8 des 42616 TOSTESON T R, FERGUSON SA, 
1 DAVIDSON E, RUTMAN RJ The car- 42642 HERNDON JF, RICE EG, TUCKER 
RG, VAN LOON E J, GREENBERG S M 
Iron absorption and metabolism. I. The en- 
hancement of iron absorption in rats by D-sorbitol. 
> p. 615-23, 
mas- | 
ant 
Effect of age, sex and feeding regimen on fat di- 
gestibility in individual rats as determined by a . 
of human leukemic lymphocytes to x-rays rapid extraction procedure. p. 625-34. JOURNAL OF PERSONALITY : 
| chemotherapeutic agents. p. 1037-50. ( N. C) 
ary to cortisone and development of cortisone 
ases itive lymphosarcoma 
can | 
velopment of tumor damage and body tremors in a 
series of phenazines and relat ed compounds. 
1113-22. 
2622 DAY ED, BARNES G W, PLANINSEK E 
JA, PRESSMAN D Improved methods for ’ 
torial the purification of tumor-localizing antibodies. 
p. 1123-39. 
ad 1. ma-irr products. I. Frozen stored 
| 
| 4 
| 
| 
m- 
| 
| 
| | 
| 
Criteria, p. 503-11. | 
42632 KAUNITZ H, SLANETZ C A, JOHNSON 
ro RE, BABAYAN VK, BARSKY | 
. tion of saturated, medium- and long-chain tri- 
sai @ycerides to growth, appetite, thirst and weight 
rom ex- 
tion 
4 COHEN H P, CHOITZ HC, BERG C P GOVIER WM Enzymic a m- } 
| | 
tine and related compounds. p. 555-69. wo patents with men 8. p. Ue-11, choline esters, 
p. 98-103. 
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4271; RUBIN AA, MERSHON J, TABACHNICK 

11, GOVIER WM The action of pyridyl- 
acetylcholine on neuromuscular and ganglionic 
transmission. p. 104-7. 


42712 HOFSTEE BH A homologous series of 
soluble n-fatty acid esters (C2-C10) as 
substrates for serum cholinesterase. p. 108-13. 


42713 SCHAUMANN W, JOB C  Ditiereatial 


effects 
“and its tertiary analogue, 
pave 217-AO, on central control of respira- 
tion and on neuromuscular transmission: the an- 
ae by 217-AO of the respiratory arrest 
by morphine. p. 114-20. 


42714 LANDS AM, HOPPE J O, ARNOLD A, 
KIRCHNER F K An investigation of the 


42715 MAXWELL RA, ROSS SD, PLUMMER 
AJ Pharmacology of hexahydro-1- 


4029). p. 128-39. 


42716 HILLYARD IW, PROCITA L The 
pharmacol logical action of ryanodine on 

rhythmically contracting mammalian smooth 

muscle. p. 140-4. 

42717 KRAYER O, FUENTES J Changes of 
heart rate caused by direct cardiac ac- 

tion of reserpine. p. 145-52. 


42718 Bech KRAYER O The re- 
lease of nor norepinephrine from the mam- 
malian heart by reserpine. p. 153-60, 


42719 SAUNDERS PR, SANYAL PN Effect 
of temperature upon the positive inotropic 
action of ouabain. p. 161-3. 


42720 re LE, CERVONI P, ‘BERTINO 
JR, MONTELEONE F Action of zox- 

azolamine upon spinal segmental reflexes. 

p. 164-70. 


JOURNAL OF PHARMACY AND 
PHARMACOLOGY 
(London) 


J. Pharm., Lond. 10(6) June 58 


42721 CROWTHER AF The chemotherapy of 
malaria. p. 337-47, 


42722 HERMAN L, SHAW F H, ROSENBLUM 
EI The of 


atro- 
pine methyl nitrate. p. 348-55. 


42723 HERMAN L, SHAW FH The action of 
yl atropine methyl nitrate on gas- 

tric function. p. 356-62, 
42724 JAMES KC The hydrolysis of acetyl- 
salicylic suspension. 


acid from aqueous 
p. 363-9, 


HOLBROOK A The determination of 
small quantities of chlorhexidine in phar- 
p. 370-4. 


#2725 


prep 


42726 LU FC, LAVALLEE A, ALLMARK 
MG, HOSSAIN MA A comparative study 

on some pharmacological effects of digitoxin, ace- 

ec and gitalin (amorphous) in cats, 

p. 375-9. 


42727 EVANS W C, TREASE GE 
distribution of alkaloids in Rauwolfia 
cudian and related species. p. 380-3. 


42728 po The physi- 

of lysolecithin and its sols. 
L Sollee, surface and interfacial tensions. 
p. 384-91, 


JOURNAL DE PHYSIOLOGIE 
(Paris) 


Par. Mar 58 

42729 rirgenvd BC, AUBERT X, FESSARD A 
oduction de chaleur associée ala 

[The 


La pr 

décharge du tissu électrique | de la —— 
of heat d with the discharge of 

the electric tissue of the electric eel] p. 99-102. 


42730 AGID R, MIALHE P Les glucides du 
foie chez le rat pancréatectomisé totale- 

ment. [Liver carbohydrates in totally pancrea- 
tectomized rats} p. 102-5. 

4273\| ALBE-FESSARD D, OSWALDO-CRUZ E, 

ROCHA-MARANDA CE Convergences 

vers le noyau caudé de signaux d’origines corticale 

et hétérosensorielle; étude unitaire de leurs inter- 


42733 ANDJUS RK La résistance du rat ap- 
it mort aux cor- 
porelles inférieures & zéro et & la : ; ap- 
plication des ultrasons et de différents modes de 
diathermie dans la réanimation. [The resistance 
of apparently-dead rats to subzero body tempera- 
tures and to super-cooling; use of and 
of diathermy in their reanima- 


different methods 

tion} p. 111-2. 
42734 ARNOULD P, PELLERIN P, KOVACEV 

V_ Action des rayons X en irradiation 

e le du sang circulant chez le rat 

anesthésié. [The effect of extracorporeal x-ir- 
a of circulating blood on anesthetized rats] 
Pp. 


42735 PETIT J, KOVACEV V 

L'entrafnement électrique du coeur isolé 
de cobaye. [Electric stimulation of the isolated 
heart of a guinea pig] p. 115-8. 


42736 ARON M Probleme des 
chez les mammiftres. [The 
homografts in mammals] p. 119-20. 


42737 ARON C, ASCH L, GANDAR R Mise en 
évidence, chez la ratte adulte, de varia- 
tions du seuil de la réponse de l'ovaire & la gona- 


problem of 


42752 BORENSTEIN P, BRUNER J, BUSER P 
Etude du syst®me thalamocortical d'as- 


small ruminants; 
thoracic approach] p. 170-4. 
42754 BOST J Sur les phénoménes mécaniques 
rumination, [Mechanical phenomena 
of rumination] p. 174-9. 


4275S 
of the reflex acts of rumination] p. 


42756 BOUISSET S, SOULAC Sur certaines 


the ovary to 
phins during the estrus cycle] p. 121-2. 


42738 ARVANITAKI A, CHALAZONITIS N 
Configurations modales de l'activité, pro- 
4 différents neurones d'un méme centre. 
Moda! configurations of the activity of different 
neurons emanating from a common center 
p. 122-5, 


42739 ARVANITAKI A, CHALAZONITIS N Ré- 
actions é lectriques distinctes de deux neu- 


same modifier] p. 125-8. 


42740 ASCHER P, BUSER P Modalités de 
mise en jeu de la vole pyramidale chez le 
chat anesthésié au chloralose. [Methods of ac- 
tivation of the tract in the cat anesthe- 
tized by chloralose] p. 129-32. 


4274| ASCHKENASY A Effets du chlorure de 
sodium et de la désoxycorticostérone sur 
la réponse éosinopénique du rat a la cortisone. 
[Effects of sodium chloride & desoxycorticosterone 
on the eosinopenic response of the rat to cortisone} 
5. 


42742 M, NAVARRO J, 
NAUD M Activités adrénol: et nor- 
adrénolytique chez le chien, de dérivés de la N- 
[Adrenolytic 
& noradrenolytic activities of derivatives of N- 
opy in the dog} 


Pp. 136-9. 


42743 AUROUSSEAU M, NAVARRO J, BRU- 
NAUD M Activités adrénolytique et nor- 
adrénolytique chez le lapin de dérivés de la N- 
[Adrenolytic 
& noradrenolytic activities in the rabbit of deriva- 
tives of N 
p. 139-41, 


PY 


42744 AUVERGNAT R, COMMANAY L, GUI- 

RAUD R Effets immédiats du travail 
musculaire sur la teneur en potassium et en sod- 
ium du plasma sanguin. [Immediate effects of 
muscular work on the potassium & sodium content 
of blood plasma] p. 142-5. 


42745 AUVERGNAT R, COMMANAY L, 
OUSTRIN J Modif! ‘ications de la tension 
superficielle et de la viscosité du plasma sanguin 
au cours du travail musculaire. [Changes of sur- 
face tension & viscosity of blood ima during 
muscular work] p. 145-8. 


42746 BARGETON D, DURAND J, MENSCH- 

DECHENE J, DECAUD J Echanges de 
chaleur de la main, [Heat of the hand] 
p. 148-52. 


42747 BENOIT O Etude des variations de l'ac- 

tivation corticale provoquée par des sti- 
mulations réticulaires en expérience chronique. 
[Research on variations of cortical activation in- 
duced by reticular stimulations in chronic ex- 
periment] p. 153-5. 


42748 BIZARD G, VANLERENBERGHE J, 
GUERR 
lanhydrase carbonique dans 


155-6. 


42749 BIZARD G, VANLERENBERGHE J, 
GUERRIN F, ROBELET A, MILBLED G 
Sécrétion de bile par le foie de rat. IV. Action 
de la meralluride. [Bile secretion by the rat 
liver. IV. Effect of meralluride) p. 157-9. 
42750 BOELES J T, CATE J TEN, VISSER P 
L'activil eptifs 


actions. [Convergence of cortical and h 
sorial impulses toward the caudate nucleus; uni- 
tary study of their interactions} p. 105-8. 

42732 ALBE-FESSARD D, GILLETT E Inter- 

actions au niveau du centre médian entre 

des influx d'origine somesthésique et d'origine 
corticale; activités unitaires. [Interaction of af- 
ferent L of origin and of 
cortical origin at the level of the median center; 
unitary activities} p. 108-11. 


the spinal cord of mammals] p. 159-63. 
4275| BONNET V Mé des ré 
des dendrites superficiels de l'écorce 


of reactions of the superficial dendrites of the 
cerebral cortex to various stimuli] p. 163-6. 


stances modifying calcium ionization on active 


42758 BRAVENY P, KRUTA V Aspects quan- 
titatifs de la jula- 
tive du myocarde, 
p. 192-4. 
42759 BUCHEL L, LEVY J Etude de la poten- 
tialisation des hypnotiques par la réser- 
pine. p. 195-9. 


42760 CAHN T, HOUGET J Régulation glycé- 
mique; aiff 


7 


érence de sensibilité & une hor- 
mone ou différence dans la réponse du syst?me 


sponse of antagonist system] p. 199-201. 


4276! Analyse de l'effet d'éveil ex- 

rcé par l'adrénaline et la noradrénaline 
sur du lapin non narcotisé. 
[Analysis of om effect of arousal by adrenaline and 
in unanes- 


thetized rabbits} Pp. p. 201-4. 
42762 CARMELIET E Modification de la durée 
du p action 


excitants} p. 204-7. 


42763 oa 3 A, KOKETSU K, NISHIS Ac- 
électrique de la cellule ganglion- 

naire ont de grenouille en milieux dépourvus 
de sodium. [Electric activity of spinal ganglion 
42764 CHALOPIN H, SODIGNE G, NIGEON- 

DUREUIL M Action de l'ion sodium du 
salicylate de sodium sur le rat normal ou surrén- 
alectomisé soumis au froid et & l'inanition. [Ac- 
mal or adr ibjected to cold and 
inanition] p. 209-12. 


42765 pyrene G, BRIVE J J, BONNET D 
A propos 
[Action 


p. 212-5. 


42766 BOCQUET P, JAYOT R Ac- 
tions des compoate 


histamine] p. 215-9. 


42767 CHAUCHARD P, MAZOUE H, LECOQ R 
Modifications excitabilite, nerveuse dans 
les états de faim. [Modifications of nervous ex- 
citability in hunger states] p. M021 


42768 CIER J F, PAULET G, KLEPPING J 
Sur l'effet excito-sécrétoire médullo-sur- 


rénal de l'histamine, p. 221-3. 
42769 G, CLEMENT J Influence 
différents sels sur la pte ape pan- 


salts on pancr 


42770 CORDIER D, PERES G Action des cor- 

ticostérofdes sur la protidémie du rat. 
[Effect of corticosteroids on blood proteins in rats} 
p. 229-32. 


4277) CORDIER D, BARNOUD R, CHANEL J 
Les substances non 


42772 CORDIER D, BARNOUD R Influence du 
passage de l'eau douce & l'eau salée sur la 
of transfer of Tinca vulgaris L. from fresh 
water to sea water on blood proteins} p. 235-7. 


42773 DEJOURS P, GIRARD F, LABROUSSE 
Y, TEILLAC A Stimulus de la 
ventilation hez l'homme & l’altitude 
(3613 m). [Oxygen stimulus of ventilation in man 
acclimatized to 3,613 m altitude) p. 237-8, 


42774 DEJOURS P, LABROUSSE Y, RAYNAUD 
J, FLANDROIS Btude du 


‘hemical 
changes of adrenocortical lipids in mice treated by 
adrenalin and cortigone] p. 246-50. 


42777 DELPHAUT J, LANZA M ae 
quelques médicaments ataraxiques 
l'agitation chez la souris par 
V'amphétamine et la cocafhe. [Effect of certain 
ataraxic drugs on agitations induced with 
tamine and cocaine in white mice] p. 250-1. 


42778 — Z, DUFLO G (Mme) L’élec- 
me du cerveau chez I'en- 


p. 251-5. 


427739 DROHOCKI Z, SOUSSEN G Les modi- 
fications de l'électrochronogramme du 

cerveau de l'homme sous influence de I"hyper- 

ventilation contrélée. of cerebral 
man by lied hyper: 


ventilation} 255- 
42780 ney Z, GOLDSTEIN L Les modi- 


42781 DUMONT S, DELL P Facilitations spé- 
cifiques et non-spécifiques des réponses 
visuelles corticales. [Specific & non-specific 
facilitations of cortical visual responses} p. 261- 
4. 


42782 DUSSARDIER M_ La commande motrice 
de l'estomac étudiée chez le mouton, par 


42783 FABRE R_ Contribution 4 
I'étude du rapport systolo- diastolique. 


42784 FAURE J, FRICONNEAU C De !'influ- 
ence de I'hormone thyrofdienne 3:5:3' tri- 
tedethyronias sur les centres sous-corticaux et sur 
le cortex de la lapine. [Effect of thyroid hormone 
3,3", 5-triiodothyronine on subcortical centers & 
cortex of rabbit] p. 272-5. 


42765, FESSARD A, SZABO T Décharges sen- 

sorielles obtenues par stimulation mécani- 
que, de la vésicule de Savi chez Torpedo marmora- 
ta. [Sensory discharges obtained by mechanical 
stimulation of the Savi vesicle in Torpedo marmo- 
rata] p. 276-7. 


42786 oo TAUC L Effets de répéti- 


of 
tials of a neuronic soma] p. 277-81. 


42787 FONTAINE YA Quelques caractéristi- 
ques de 
ire d'un 
comparée celle d'un Teléosté Té 
(Several characteristics of pituitary ————. 
activity of a Dipnoan Protopterus annectens Owen 
p. 281-4. 
4278@ FRANCK C, LAMARCHE M, KOCAREV 
R L'action du chlorure de cobalt sur 
l'appareil cardio-vasculaire du cobaye anesthésié. 
[Effect of cobalt chloride on cardiovascular ap- 
paratus of anesthetized guinea pig] p. 284-5. 
42789 GARY-BOBO C, LINDENBERG AB Ré- 
partition globulo-plasmatique de lurée et 
de l'ion chlore; d'action 
de l'urée. [Erythrocyte-plasma distribution of 
urea & chloride ion; hemolytic mechanism of ac- 
tion of urea] p. 286-8. 
42790 rng H, NAQUET R, VAN LEEU- 
WEN WS, YOSHI N Analyse automati- 
que de fréquence, simultanée et continue, des ef- 
fets c et sous-corticaux de la stimulation 
lumineuse intermittente chez le chat non anes! 
et libre de ses [Aut tic analysis 
of the simult & d frequency of corti- 
cal & subcortical effects of intermittent light stimu- 
non-anesthetized, free-moving cat] 
92. 


42791 GOTHIE S Contribution a l'étude de la 
membrane pellucide de l'oeuf de lapine & 
Vaide du 358, [Study of the zona re of the 
ovum using radiosulfur] p. 


4 
| 
sociation visuelle et auditive chez le chat sous 
chloralose; controle réticulaire des syst?mes as- 
sociatifs. of the thalamo-cortical system 
Paes of visual and auditory association in chloralose- - 
ey | treated cats; reticular control of the associative 
| carbonique de la ventilation chez l'homme. 
ae ws 42753 BOST J Fistule permanente du reticu- [Studies on carbon dioxide stimulus of ventilation 
<* ine } lum chez les petits ruminants; technique in man] p. 239-43. 
nouvelle par voie thoracique. [Permanent fistula 
aes 42775 DELOST P, CARTERET P Inhibition 
par l'adrénaline de la fonction thyréotrope 
hypophysaire chez la souris. [Inhibition by ad- 
te } renalin of pituitary thyrotropic function in mice} 
— 
| 
i Pat structure-activity correlations within a series of in des actes 42776 DELOST P, CHIRVAN-NIA P Modifica. 
ambenonium analogs. p. 121-7. tions histochimiques des lipides au niveau 
= 3 is | 80-4. des zones du cortex surrénal de la souris traitée 
dihydrochloride (SU- caractéristiques biomécaniques du mou- 
vement volontaire. [Certain biomechanical cha- 
Re. ed racteristics of voluntary movement] p. 184-8. 
42757 BOURGUET J, ROSSUM W VAN In- 
OT ali timuline, au cours du cycle oestral. m- fuence sur le transport actif du sodium 
a onstration in the adult female rat of variations in par la peau de grenouille isolée, de substances 
modifiant l'ionisation du calcium. [Effect of sub- 
sere ks fant normal et ses modifications sous | influence de 
in a normal child and its modification by hyperpnea] 
| 
rones définis, un m@éme modificateur. tinct | 
electrical reactions of two definite neurons to the 
ae ae cerveau du lapin sous l'influence de substances 
Piet Same antagoniste. [Blood sugar regulation; difference tranquillisante tra 
of sensitivity to a hormone or difference in re- on 
rabbits] p. 258-60. 
Bence Gen cation que. [Motor control of stomach studies in sheep 
e wee tion of cardiac action potential under the effect of by ere suture technic] 
| 
| 
maceutic| | 
| 
| 
| 
es synaptiques d'un soma neuronique [Effects of 
| 
| tion & l'acét line et & I'histamine. [Action 
ee 3 pounds on bronchial muscle 
Aaya) zation to acetylcholine and 
$ 
bile. 
anhydrase in the formation of 
ry 
lipolysis} p. 224-9. 
| | 
roce S apres ranssection de moelie 
épinibre de mammiferes. (Exteroceptive and 
tee proprioceptive reflex activity after transsection of téiniques du sérum des poissons; influence des cor- 
vara by biuret in fish serum; effect of cortico- 
steroids} p. 232-5. 
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he | 
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sion continue. 
42793 pg R, SENELAR R, LOU- 


I’hyperoxie. [ Physiopathological mecha- 
nisms in the onset of local lesions induced by hy- 
peroxia] p. 299-301. 

GRIFFIE R A, BRUNEL A Stimulation 
aa79s électronique de la dent et du périodonte. 
[Electronic stimulation of the teeth & periodontium] 


GROSS A Le rapport d’élimination uréi- 
42795 que, test d’appréciation de la valeur fonc- 
Fete ches rat [Urea excre- 


tice ratio as a kidney function test in the white rat] 

p. 305-9. 

42796 HAVA M, JANKU I Sur l'action broncho- 
dilatatrice de l'apiigénine. p. 309-10. 


42797 HAZARD R, CHEYMOL J, CHABRIER P, 
CARAYON-GENTIL A De quelques effets 

anticholinergiques des monophény!- et diphényl- 

phosphoryicholines. p. 310-3. 


22798 HEDON L, MACABIES J, BASSERES F, 
QORSETTI A Action de la tri-iodo- 

nine sur la glycémie du chien incomplétement dé- 

. [Effect of triiodothyronine on blood 


42799 LEMARCHANDS H, TAN- 

CHE M Influence d'une obstruction par- 
tielle de la veine porte sur le débit urinaire. 
[Effect of partial obstruction of the portal vein on 
winary debit] p. 316-8. 


42800 HUGELIN A, BONVALLET M Effets 
moteurs de stimulations sensorielies 
@eillantes. [Motor effects of waking sensory 
stimulation] p. 319-20. 
42801 HURYNOWICZ J, JANISZEWSKI L, KAD- 
dy Lieftet de Schisandra chinensis 
sur la ch i e du 
1- 


42802 Données théoriques et expéri- 


hap 
gie rey larynx humain. theoretical 
and data concerning the 
physiology of human larynx] p. 325-8. 


42803 HUSSON R Probiémes acoustiques et 


problems posed by the formation of chanted vowels] 


p. 328-31. 
42804 JACQUOT R_ Glycémies maternelles et 
foetales chez la ratte gravide dans diver- 
8es conditions expérimentales et leurs rapports 
avec le glycogtne hépatique foetal. [Maternal and 
fetal glycemia in pregnant rats in various experi- 
mental conditions and their relations to fetal liver 
Glycogen] p. 331-4. 


la thyroldectomie 


du foetus de 
la teneur de son foie 
n lipides et en glycogtne. [Effects of thyroidec- 


tomy in rabbit fetus on its growth and on the lipid 
and glycogen content of its liver] p. 335-8. 


42806 = 4, RIPPLINGER J, CARDOT J 
lation de la teneur en ions Nat , K+ et 
Helix pomatia, 


de 
potassium and calcium ion 
Helix pomatia follow- 
solutions] p. 338- 


ie JULLIEN A, RIPPLINGER J, CARDOT J, 
M Les variations ‘du rapport 
K/Ca dans les solutions salines de concentration 
Constante et leurs relations avec la survie chez la 
fanche. [Variations of potassium-calcium ratio in 
saline solutions of constant concentration and their 
relations with survival of tench] p. 342-5. 
42806 KARLI P Hormones stéroldes et com- 
portement d'agression interspéc ifique rat- 
interspecific ag- 
wior of rats and mice] p. 346-7. 
42809 KOVARIKOVA A, CAPEK F  L'action des 
toxines sur l'activité des adénosine-tri- 
phosphatases. [Action of toxins noe the activity of 
adenosine triphosphatases] p. 347-8. 
42810 ae J Cycle Pons de ventilation 


4281| LACROIX E, LEUSEN I Réchauffement 
apres ts hypothermie et fonction 

Revarming after hypothermia & cardiac function] 

42812 LAPORTE Y, BESSOU P Modifications 


ivés de 


consécutives & l'étirement de muscles 
de grand diametre. 


of | musc les deprived at —— 
fibers of large diameter] p. 354-5. 

42813 LAPORTE Y, BESSOU P, VOORHOEVE 
ipsilatéraux a’ origine exclu- 
Sivement amyélinique chez le chat. [Ipsilateral 
lusively amyelinic origin in the cat) 


42814 LECOMTE J, BEAUMARIAGE ML Choc 
libération de 


cheek the 
rabott & beration of p. 356-9. 


42815 — R_ Sels de calcium et équilibre 

basique; observations concernant 
les ettets 4 de Pee nouveaux sels de calcium, 
sur la réserve alcaline du sang. [Calcium salts & 
acid-base equilibrium; observations c the 
effects of several new calcium salts on the alkaline 
reserve of the blood] p. 359-61. 


42816 LEFEBVRES-BOSSELOT J, DUPUB R 
Importance: 


amniotic fluid in fetuses of rats deficient in panto- 
thenic acid] p. 362-4. 


3 JP Etude du fonctionnement 
qeir len@tres ronde et ovale au moyen de 


endocochlear stimulations] p. 364-7. 


42818 Sur la répartition 

et 
tritodothyroaine) entre les hématies et le plasma du 
sang de quelques poissons (Dipneuste et Téléosté- 
ens). [Distribution of thyroid homrones (thyroxin 
& 3,5,3'-triiodothyronine) between erythrocytes & 
plasma of the blood of several fishes (Dipneusti & 
Teleostei)] p. 368-70. 


42819 MAGNEN J Apparition de l’'alcool- 
chez le rat blanc & la cessation d'un 
par la d-amphétamine. [Ap- 
of prolonged treatment by d-amphetamine] 
p. 


42520 LEMAIRE R, BOURA M, QUENUM A 
Liactivité sécrétoire des glandes sudo- 

ripares chez le chien. [Secretory activity of the 

sudoriparous glands in the dog] p. 374-8. 


4282| LEROY P Note sur les variations de ré- 
du 


response of the genital tract of male chicks to treat- 
ment with cortisone] p. 378-80. 


426822 LIBOUBAN 8S, OSWALDO-CRUZ E Quel- 


and spontaneous 
tivities of the brain of white rats] p. 380-3. 


42823 LOUBATIERES A, 
A, FRUTEAU DE LACLOS C Le méca- 
nisme et les conditions du maintien de la guérison 
du diabéte sucré méta-alloxanique provoquée par 
les sulfamides hypoglycémiants et antidiabétiques. 
[The mechanism and the conditions for maintaining 
a cure in alloxan diabetes by blood sugar-lowering 
sulfonamides and antidiabetics] p. 383-6. 


42824 MAC LEOD P Le délai dans la conduction 

de influx dans la ganglion rachidien. 
[Delay in the conduction of afferent impulses in the 
spinal ganglion] p. 386-7. 


42825 mente J, NEVERRE G, BIANCHI 
Sur les modifications 


tivity of the adrenal medulla in 
p. 387-9. 


42826 3, NEVERRE G, BIANCHI 
M, MA JAC C, FREDENUCCI R 
Epuisement de la glande médullo-surrénale et sé- 
line. 


crétion de noradr b of the ad- 
renal medulla and the a di lin} 
p. 389-92. 


426827 MAMO H, LAGET P, SUGAYA E, MON- 
NIER 


A M L'effet du gaz carbonique sur 
les réflexes polysynaptiques antidromiques (sensi- 
tivo-sensitifs). [The effect of carbon dioxide on 
reflexes (s 


the p 
sitive)} p. 392-4. 


42828 MANDEL P, QUARANTA CA Etude sur 
Vactivité hexokinasique du cristallin de 

lapins rendus diabétiques par la diphénylthiocar - 

bazone et le probléme de la cataracte diabétique. 


* [Study of the hexokinase activity of the crystalline- 


in rabbits made diabetic by dithizone and the 
problem of diabetic cataract] p. 394-8. 


42829 EL P, SCHMITT M L, RENAUDIN 
tude sur I'adé 


de cristallins de bovidés. Study on the adenosine 
of the crysta lens of cattle] 


p. 398-401, 


42830 MANDEL L, WINTZERITH M, MANDEL 

P Action d'un hépatome ascitique sur les 
acides 
fect of an ascitic hepatoma on the adrenal ribonu- 
cleic acids in the rat] p. 401-3. 


42631 MARECHAL G, AUBERT X Composantes 


isolated muscle demonstrated 
thermal analysis of contraction] p. 404-6. 


42832 MASSIN M, LINDENBERG AB Mode de 
fixation de la tyrosine par le cellule de 
€; aminoacides compétitifs et autres facteurs 


d'infh 


a [Mi of fixation of tyrosine by 
yeast cells; competitive amino acid and other in- 
fluencing factors} p. 407-10. 

42833 MAUPIN B Silicones et techniques d'hy- 
drofugation dans la pratique phys: 
yet and hydrofugation technics in physiologi- 

cal practice] p. 410-1. 


| 


de 


p. 411-2. 


42835 METZ B, SIGWALT D, LAMBERT G 
Effets du travail musculnire et de la cha 

leur, sur le rythme nycth 

rectale, chez I"homme uormal 

cular work and heat on the nyctohemeral rhythm 

rectal temperature in normal men] p. 412-5. 


42836 MONNIER A M, MONNIER A Les esters 
oléiques partiels du glycérol comme con- 
stituants supposés des membres cellulaires. 
[Partial oleic esters of glycerol as supposed com- 
ponents of cell membranes] p. 416-7. 


42837 MONOD H, SAINT-SAENS M, SCHER- 
RER J, SOULA C Teneur en oxygtne 
du sang efférent d'un muscle effectuant un travail 
Oxygen content of efferent blood 
performing dynamic work] p. 417- 


MORICARD R, GUILLAUD N Physio- 


observée en microscopie électronique 
[Physiology of ovular maturation and structure of 
the membrane of the ovule of mammals 


studied by electron microscope] p. 421-3. 


42839 MYSLIVECEK J L’influence de I'hépa- 

rine sur le syst®me nerveux central. 
P- 


42840 NAHAS GG Réactions vaso-motrices de 
la circulation e chez le chien 

spinal. [Vasomotor reactions of the 

circulation in spinal dogs] p. 425-8. 


42841 JUET R, REGIS H, GASTAUT H 

comparative de activité électrique 
strychnique et tét studies 
the brain stem in strychnine & toxin induced 
tetanus] p. 428-31. 


42842 NAREBSKI J Stude électroencéphalogra- 
phique 


tardifs chez le lapin. [El 
studies in late anaphylactic states in rabbit) — 
p. 431-5. 
42049 PANROT 31, LABONDE C, MONDS- 
LET-DAMBRINE M L' histaminopexie 
innée ou acquise du plasma sanguin; caractéres 
acquired 


42844 PAULET G Intoxication cyanhydrique et 
chélates de cobalt. intoxi- 
cation and cobalt chelates] p. 438-42. 


42645 PAULET G Sur le mécanisme de la 
perte de l'action hypertensive de l'adré- 
naline au cours de l'anoxie cyanhydrique. [The 
mechanism of lose of hypertensive activity of 
adrenalin in p-agaiomenay p. 442-3. 


4 vents 3 1 dans 
es du 3e ordre 
chez ae. [Chronological relations in circu- 
latory of the third order in man] 

p. 443-6. 


42847 = A, KAYSER C Variations 
sonnitres du seuil réactionnel de la 
thyroide on la thyréostimuline chez le hamster 
(Cricetus cricetus). [Seasonal variations of re- 
action threshold of the to thyrostimuline in 
hamster (Cricetus cricetus)] p. 446-50. 


les 

of castration induced by x-rays on turtles] p. 450- 


42849 PHILIPPOT E, GEREBTZOFF MA 
Premiers résultats de analyse du pig- 
ment olfactif. [Preliminary results of analysis 
of olfactory pigment] p. 451-2. 
42850 PITTELOUD JJ, FLEISCH A Détermi- 
nation de l'espace mort par variations de 
la fréquence respiratoire. of 
P. 


42851 POCIDALO JJ, TARDIEU G, TARDIEU 
FIN 


42852 PORA EA, PRECUP O Relation entre 
le volume d'eau ambiant et I'excretion 
azote chen quelques poise [Rela- 
tion between ambient water volume & nitrogen 
excretion in various freshwater fish] p. 459-62. 
42853 Considérations sur équili- 


42855 QUEVAUVILLER A, BLANPIN O 
e de la funtumine, alca- 
loide des feuilles de Funtumia latifolia Stapf 


Stapf (Apocynacées)] p. 469-71. 
RAOUL Y, MARNAY C Role des cap- 


de la 
calcémie chez le rat. [Role of adrenal capsules 
in maintenance of blood calcium in rat] p. 471-5. 


42857 RAPAPORT A Accéleration par la pyri- 
doxine de la rapidité de compréhension 
d'un tiche par le rat blanc. [Pyridoxine acclera- 
tion of the rapidity of comprehension of a task by 
the white rat] p. 475-7. 


Action intracérébrale la streptoly- 
p. 4 


42859 RATSIMAMANGA A R, RAHANDRAHA 


42860 REMOND A 
évoqués 


et de 
(Progressive integration o evoked potentials & 
their temporal variations in man] p. 484-6. 


progr 


42662 ROSSIGNOL P, FRECHETTE R Utili- 
sation ion de la stimulation et de la polarisa- 


42863 ROUGEUL A Observations électro- 

au cours du conditionnement 
e chez le chat. [Electro- 
encephalographic observations during instrumen. 
tal digestive conditioning in cats] p. 494-6. 


42864 ROUX H, JACQUET- 
RINALDI R Sur les courants d'action 


loli tat 


thiamine] p. 497-500. 


42865 ROWINSKI P, CHAUMONTET M, 
RADOUCO-THOMAS C, MOUTON RF 
Augmentation du temps d'endormissement au dial 
chez le rat par une alimentation au lait de femme. 
[Increase in the sleeping time from dial in the rat 
by feeding with buman milk] p. 500-2. 
42866 SERFATY A, Past P Réactions 
la carpe (Cyprinus carpio 
prolongée. [Cardiac 


longed emersion] p. 

42867 SIOU G Induction chez le rat d'un état 
d'agressivité utilisable pour l'étude de 

drogues duction in the rat of 

a state of aggressivity for study of tranquiliz- 

ing drugs] p. 504-7. 


42868 SIOU G, BRUNAUD M Etude chez le 
rat de quelques substances dites tran- 
llisantes 4 l'aide d'un test d'agressivité. 
Study in the rat of some so-called tranquilizing 
substance with the aid of a test of aggressivity} 
p. 507-9. 
42869 sopek V_ L'action de I'endotoxine ty- 
que sur le systéme nerveux végé- 
tatif. [Action of typhoid endotoxin on the auto- 
nomic nervous system] p. 510-2. 


42870 SOULAIRAC A, SOULAIRAC ML 
ications de la consommation alimen- 
taire et du seuil gustatif pour le glucose, 4 la 
suite de lésions du cortex cérébrai, chez le rat. 
of food and gustatory 
= for glucose following cerebral cortex 
lesions in the rat] p. 513-20. 


4287| STAMPFLI R La perméabilité au 

potassium de la membrane excitable de 
l'étranglement de Ranvier. [Permeability of the 
membrane of Ranvier's node to potassium follow- 
ing excitation] p. 520-3. 


42872 STOLKOWSKI J, REINBERG A Com- 
position du milieu et action des corti- 

sur le p cellulaire. [Com- 
position of the medium & the effect of corticoste- 
roids on cellular potassium] p. 523-4. 


42873 STRUMZA MV, VERMOT M influence 
du gli 


chez la ratte. [Role of the posterior pituitary in 
the liberation of prolactin in the female rat} 
p. 527-9. 


42875 — E, LAGET P La suppiéance 
l'lon 


p. 529-30. 


= 
No. 4 72792 GRANDPIERRE R, BOUVEROT P, FLAN- 
DROS R, BOURDARIAS J P Ajustements | 
SE au cours de la respiration en surpres- ard An quet, Lacépéde. [Studies of the = 
ie la Anolis roquet La- (Apocynacées). [Pharmacodynamics of funtumine, 
fe | alkaloid from the leaves of Funtumia latifolia 
man 
gaz | 
tion | 
| 
on amniotique chez les foetus de rattes déficientes en = 
d- | 
| 
| function of the round & oval windows by means of 
| T, NIGEON-DUREUIL M, RABINOWICZ 
M Présence de l'hormone de survie type surréna- 
| 62030 Men dans la graisse interscapulaire du rat sur- 
| logie de la maturation ovulaire et struc- rénaloprive. [Presence of an adrenal-type sur- 
| ture de la membrane pellucide de I'ovule des mam- vival hormone in interscapular fat of adrenalec- 
| 4286; IJLANT P_ Electrographie vectorielle 
et vectographie directes du coeur ex- is 
posé. [Direct vector electrocardiography and ’ 
traité & la cortisone. [Note on variations in the | | Stimulation and polarization of smooth muscle for fs 
| 
| 
| 
| provoqués par les esters amides polyphosphori- 
| ques de la thiamine. [Currents of muscular ac- 
| tion induced by polyphosphoric amide esters of 
ee af the blood plasma; differential characteristics] a. 
physiologiques posés par la formation des p. 435-8. See 
voyelles chantées. [ Physiological and acoustic } 
| 
| 
rea pro- 
jifications in the ac- 
hypothermia] 
| 
| | 
| 
| 
| | 
| 
| 
ti- | 
sa- 
des. 
en | 
ne 
pet | médullaire totale; effet vaso-moteur sympathique a 
e et modifications hémodynamiques. spinal 
7 tilation and diffusion} p. 349-51 anesthesia; sympathetic vasomotor effect & hemo- 4 
| 
be multiples de la fatigue du muscle isolé 
contraction. [Multiple componente Tatigue 
{- la contraction. [Multiple components of fatigue of “ 
land anoxiques. p. 524-6. 
esié { | 42874 STUTINSKY F Role de la neurohypo- < 
sis physe dans la libération de la prolactine ; 
rti- * 
p. 462-4. 
42654 PROOSDIJ-HARTZEMA EGVAN Le : 
hg niques dans l'activité du nerf de mammifére. 
: mouse; its statistical analysis & use in pharmaco- [Substitution of various orgaaic cations for the 7 
, sodium ion in the activity of the mammalian nerve] 
logical practice] p. 464-9. — 
R-455 
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42876 ‘TAESCHLER M, CERLETTI A 
ques et phar- 


macolog'ques entre des réaction conditionnelles 
de fuite et d’abreuvement chez le rat. [Various 
physiological & pharmacological differences be- 
twee: ditioned da & thirst 


n 
the rat] p. 530-4. 


ar 
tions thermorégulatrices au froid. 

heat-inducing activity imposed upon the organism 
(by muscular effort) on thermoregulatory reactions 
to cold) p. 534-7. 


42878 TANCHE M, LEMARCHANDS H Un 
mécanisme possible de l'arrét de la 
diurése consécutif 4 l' interruption de la circula- 


42879 TAUC L Anal 
synaptiques chez la 
mise en jeu de neurones intermédiaires dans le 
ganglion abdominal. [Unit analysis of synaptic 
activity in the mollusk Aplysia demonstrating the 
diate neurons in the celiac 
ganglion] p. 541-4, 


42880 THISBLOT L, DUCHENE-MARULLAZ P, 
LAVARENNE 8 Action des 


extraits p hyp 
rénale. pesterter tary extracts 
on the vasomotor activity of the kidney] p. 544-6. 


42861 pag V, WITTENBERGER C L'action 
lextrai 

chez la effect of a thymus ex- 

tract on reflex time in the frog] p. 546-9. 


effets de la chéla- 
tion du calcium par I' éthyléne diamine tétracétate 
de sodium sur les réponses vaso-motrices & 
I'histamine chez le chien. [Calcium and hista- 
mine: the effects of chelation of calcium by sodium 


42882 are G, COHEN Y, HUIDOBRO H 
Calcium et histamine: 


on the 
42883 DRIESSCHE J VAN DEN, CORDIER G 
Influence du passage de l'eau de mer & 

l'eau de mer lée sur les éch respira- 
toires et l'absorption intestinale du g' glucose chez 
la rascasse (Scorpaena porcus L.). [Influence 
of passage from sea water to super-salted sea 
water on respiratory exchange and intestinal ab- 
sorption of eo os the hog-fish (Scorpaena 
porcus L.)] p. 55 


42864 VAN EYCK M Effets de la stimulation 
sur le vestibulaire 


[effect of light etinulation on vestibu- 
lar nystagmus in the pigeon] p. 554-5. 


42885 F, SENELAR R Les 


nary vascular lesions caused by explosive decom- 

pression in the dog] p. 556-7. 

42886 VISSER P, CATE J TEN, BOELES JT 
L' électromyelographie aprés la trans- 

section de la moelle épini@re du chat, du chien et 

du lapin. [Electromyelography after transsection 

of the spinal cord in the cat, dog and rabbit] 

p. 557-60. 


42887 VIVIEN JH, SCHOTT J Contribution & 
tude des corrélations 


bypothalamo- 
chez les batraciens; le contréle de l'ac- 
hypothalamo- 


tivité [Study of the 

pituitary interrelations in frogs and toads; control 

of gonadotropic activity] p. 561-3. 

42888 VOTAVA Z, BENESOVA O, METYSOVA 
J L'action potentialisatrice de certains 

dérivés de la phénothiazine sur la Gupte et la | Pro- 

fondeur de la narcose au thi 

action of certain phenothiazine on the 


42889 WELLERS G_ Un dispositif simple en 
vue de I’ étude du bilan du soufre chez le 

rat. [A simple method for studying sulfur balance 

in the rat] p. 565-7. 

42890 WELLERS G, ASCHKENASY A Syn- 
thése e du glutathion hépatique et surréna- 

les. 

of glutathione] p. 568-71. 

4289! BENELLI C, DUPUY G, ROUGIER G 
Sur les effets ets circulatoires c 

de I'hypoxémie chez le lapin. [The effects of 

p. 571-' 


J. physiol., Par. 50(3) Apr-May 58 
42892 DONNET V, ARDISSON JL Données 


récentes sur la circulation pulmonaire. 
p. 587- 


42893 SOULAIRAC A_ Les régulations psycho- 
physiologiques de la faim. —— 
physiological regulation of hunger] p. 663-783. 


JOURNAL OF PHYSIOLOGY 
(London) 


42694 OFFERIJNS G J, WESTERINK D, 
WILLEBRANDS AF The relation of po- 
by insulin. 


42895 ABBOTT BC, LOWY J Contraction in 
molluscan smooth muscle. p. 385-97. 


42896 ABBOTT BC, LOWY J age 
perties of Helix 


42898 BIGLAND B, ZAIMIS E Factors influen- 
cing limb temperature during experiments 

on skeletal muscle. p. 420-4. 

42899 BIGLAND B, GOETZEE B, MACLAGAN 
J, ZAIMIS E The effect of lowered mus- 

cle temperature on the action of neuromuscular 

blocking drugs. p. 425-34. 


42900 CURTIS DR, ECCLES RM The excita- 
tion of cells 
agents applied p. 435-45. 


42901 CURTIS DR, ECCLES RM The effect 

of diffusional barriers upon the pharma- 
cology of cells within the central nervous system. 
p. 446-63. 


42902 HOLMAN ME Membrane potentials re- 
corded with -resistance micro-elec- 


1 and activity of 
the smooth muscle of the taenia coli of the guinea- 
pig. p. 464-88. 

42903 DOWNMAN C B, HUSSAIN A Spinal 
tracts and supraspinal centres influenc- 

P. |-99. 


42904 PEISS CN Cardiovascular responses 
to electrical stimulation of the brain stem 
500-8. 


and 
mast cells of the mouse and rat. p. 510-9. 
42906 BURN JH, DAY M The action of 
tubocurarine and acetylcholine on 
ciliary movement. p. 520-6. 


42907 VC, PICKFORD M The 


42908 BEXWLAK L Henry A. Murray: an appre- 
ciition. p. 143. 


42909 rey A, ROSENBLATT D Use of the 


in assessment of the personality syn- 
drome of ai‘enation. p. 145-52. 


42910 HENRY WE, SHLIEN JM Affective 

con:p' some com- 
parisons of ime-limited and unlimited treatment. 
p. 153-62. 


429); RR_ Formal aspects of the TAT; 
a neglected resource. p. 163-72. 


LINDZEY G Thematic apperception test: 


4291 
2st2 the strategy of research. p. 173-80. 


42913 SCHAFER R How was this story told? 
p. 181-210, 


42914 SHNEIDMAN ES, FARBEROW NL TAT 
heroes of suicidal and non-suicidal sub- 
jects. p. 211-28, 


42919 LEGRE J Les malformations con- 


42920 MARQUES P, BRU A, DSLPLA M Ir- 
par 


du sinus maxillaire. (lr ion 


STROHL A, GUIHARD R, VALEYRE J 
Les constantes physiques du nerf; étude 
statistique et critique. [Physical constant con- 
Pp. 


42922 PALMIERI GG, MONETTI C L'emploi 
des révélateurs dans la radiothérapie 

des tumeurs. (Use of indicators in the radiother- 

apy of tumors] p. 144-7. 

FRITSCH A, -HARSTROM I, 


42923 
COURSAGET J sur la tenour en 
produits radio-actifs des eaux et des gaz des 
de 


42921 


Doré & Royat] p. 148-51. 


42924 ROUSSEL J, SCHOUMACHER P, PER- 
NOT, POIRE R_ La technique d'agrandis 
sement direct appliquée a I’ radiograpli- 
que du trou déchiré ‘postérieur sur le sujet vivant. 
nt 


42925 ANTOINE M, KERSAUSON M C DE 
Images radiologiques de céphalhém 
p. 163-6. 

42926 ANTOINE M, GRIMAUD R, WAYOFF M, 
MOLEY B de choles- 


téatome. [False pictures of cholesteatomas] 
p. 167-8. 
ANTOINE M, GRIMAUD R, WAYOFF 
42927 KERSAUSON MC DE Volumineux 
de Killian 4 prolongement pharyngé chez une enfant 
de 9 ans. [Giant Killian-type polyp extending into 
the pharynx in a 9-year old girl] p. 168-9. 
42928 ANTOINE M, GROSDIDIER J, DORNIER 
R, STEHLIN. 


HP Pseudo-tumeurs et 
tumeurs duodénales. p. 170-3. 


42929 ANTOINE M, PIERSON M, 
MC DE Les images 

l'oesophage infantile dans 

aortiques. p. 174-80. 

42930 CHATELAIN A Avantages du radiodiag- 
nostic & haute tension. 

high-frequency radiodiagnosis] p. 180-1. 


42931 GROSDIDIER J, STEHLIN H, MICHON J 


lands of Langerhans} p. 181-3. 
42932 WAYOFF M, TENENBAUM J, TENEN- 
BAUM P 


42943 LEFEBVRE J, ERRERA A, CHAUREY y 
Note préliminaire sur la mesure des dis. 

tances interpédiculaires vertébrales chez |' enfant 

[Preliminary note on the measurement of inter- 


of the vertebrae in hildren} 
p. 229-31. 


42944 BRENTANO, PERROY A, THIER. 
l'emploi du cortancyl dans les oedémes post-radio- 
thérapiques. [Therapeutic note on the use of 
cortancyl in post-radiotherapy edemas] p. 231-2, 


J. radiol. électr. 39(4) May 58 


42945 BUSY J, LOTE J, 

Hodgkin's disease localized in bones} p. :. 


42946 ROBERT FW, MAZABRAUD A, LOTE 
J La valeur diagnostique de la réaction 


malignant tumors of bones] p. 248-54. 


42947 LEDOUX-LEBARD G, RENSONNET 
PALLARDY G, VIREY C, LOTE J 
radio 


42949 F L'incertitude du diagnos- 
tic en cas de tumeurs 


42950 VANDENDORP F, LEMAITRE G Granu- 
lome éosinophile. p. 268-9. 

4295! VANDENDORP F, DU BOIS R 

lome osseux. [Myeloma of bone} 

p. 270-1. 


42952 POPESCO V, FAUR AS Considérations 
sur le diagnostic radiologique des tumeurs 

myéloplanes du massif facial. "Radiological 

the face} 

p. 271-6 


42953 BETOULIERES P, PALEIRAC R, 
PICARD J J, GIRAUD C Tumeur & 
loplaxes du rachis; difficulté du diagnostic radio- 
logique. [Myeloplaxic tumors of the spine; radio- 
logical diagnostic difficulties} p. 277-80. 
42954 DEVOIS A, ey R, DESANTI A 
Quelques cas osseuses 
rares de divers southttionsns. [Some cases of 
rare osseous of various epitheliomas] 
p. 280-4. 


DESGREZ H, GUERIN R A, GUERIN 
Intérét diagnostique et 


42933 
if facial en traumatologie. 
raphy ofthe facial mae in traumatalogy] 184- 


GOSSEREZ MALRAISON TREHEUX 
. 194-6. 


GOSSEREZ M, ANTOINE M, TREHEUX 
Hémangiomes osseux de la pyramide 
p. 196-8. 
42936 ANTOINE, TREHEUX, BOURREL Cho- 
lécystite glandulaire diffuse: aspects 
radiologiques. p. 198-201. 
J, SCHOUMACHER P, PER- 


La radiosensibilité des 
4 l'effet de diverses radiations ionisantes. [Radio- 


42935. 
nasale. 


WYATT F A principle for the 
42915 of fantasy. p. 229-48. 


42916 NICHOLS RC The problem of interjudge 


JOURNAL DE RADIOLOGIE 
IE ET DE MEDECINE 
NUCLEAIRE 
(Paris) 


*J. radiol. électr. 3) Mar-Apr 58 


42917 DARGENT M, MONTBAR- 
ON JF, COSTAZ R 
du cancer du col utérin traité par 


radi: 


apy & excision of lymph nodes} p. 109-16. 


4291g PETTINARI V, BACCAGLINI M, CAS- 

TIGLIONI GC Opacification des forma- 
tions pathologiques privées de contraste naturel. 
[Opacification of pathological formation not posses- 
sing natural contrast] p. 117-23. 


y of yeasts to the effect of various ionizing 
radiations] p. 202-3. 


tes. [Incomplete study of the function of the adre- 
nal cortex in cancer patients treated with ionizing 
radiations} p. 203-13. 
42939 LEFEBVRE J, CHAUMONT P Résultats 
de l'examen électrique et électromyogra- 
. [Results of electri- 
myographic examination in arthro- 
gryposis) p. 214-6. 
42940 vauné C, TAVERNIER C, VERSPYCK R 
n modificateur de de comportement de rou- 


4294) BUSY 3, LESOBRE R, LOTE J, S1BOU- 
Considérations sur 350 cas de 
Pp. 


42942 DJIAN A, MINOT G, CALOP B PUCHOT 
H, P Ampii-té' 
P. -9. 


and 
in bone tumors] p. 285-8. 


429) PAPILLON J, MONTBARBON J F, 

CHOLLAT La roentgentherapie des 
tumeurs a mye! rapy of 
myeloplaxic tumors} p. 288-99. 


42957 PAPILLON J, MONTBARBON J F, AR- 

CADIO F a dag cas de 

[Statisti- 

of bones] p. 299-303. 


42958 GROS C M, KEILING R_ Roentgenthéra- 
pie des sarcomes osseux. 
therapy of sarcomas of bone] p. 303-9. 


42959 BRU A, BELOSSI J Radiothérapie des 
ostéo: évolution radiologique 


Hal as- 


[Radiotherapy of 4 
pects of development] p. 310-1. 
42960 BACLESSE F, E A, 
G Etude é 
tenus dans le traitement des 


s réti 
(type tumeurs count. [Comparative study of 
the results obtained in the treatment of osteosar- 
comas (osteogenic sarcoma type) and of 
sarcomas (Ewing tumor type)] p. 311-21. 
42961 SICHEL D, BLUM E, WALTER J P, 

WOLFF R et 

peo de I'hypertrophie et du cancer de 

and 


seuauae hypertrophy and cancer} p. 321-2. 
42962 VULPIAN P DE Sur le centrage en cy- 

clothérapie pendulaire et pendulaire con- 
vergente. 
therapy] p. 322." 


42363 HUMBERT R, DEHOUVE A, LAGET P 
électromyographique de la contrac- 


tion lente du muscle en régénération. [Electro- 

myographic study of slow contractions in muscles 

during regeneration} p. 323-4 

42964 BARD GROSSIORD A, BOURDON R 
en neurologie. 


Togical cases] 


[Para-articul 


p. 324-5. 


pit: charniére cranio-cervicale. [Congenital deformi- 
HN ties & fracture-dislocations of the craniocervical 
p. 398-407. 
eciing 42677 TANCHE M, CHATONNET J Sur 42897 SHEPHARD RJ Breath-holding measure- 
ne ROS l'influence d'un apport calorifique imposé ment of carbon monoxide diffusing capa- 
a Wa city; comparison of a field test with steady-state 
Reig ee. and other methods of measurement, p. 408-19. 
= 
i Pee tion porte. [Possible mechanism of the arrest | 
co aha of diuresis following interruption of portal circu- 
lation] p. 538-40. | 
| 
périostée au cours des tumeurs osseuses malignes. 
rag ae ré tic value of the periosteal reaction in 
rt et de Royat. [Radioactive content of waters & 
Te digs gases from thermal springs at La Bourboule, Mont- 
meurs osseuses. fadiologica of some 
fod | trodes; and the effects of changes in 101 iron- 4294g DESGREZ H, LEDOUX-LEBARD G, 
fenere. 4 X-ray examination of the jugular foramen in the WACHTEL L, BARGY P Tumeurs os- 
living subject] p. 160-3. seuses rares ou a localisations exceptionnelles, 
oA, [Rare bone tumors or tumors in exceptional loca- 
is tions] p. 259-65. 
ea tne uncertainty of the diagnosis in cases of bone tu- 
mors} p. 266-8, 
| 
| 
| 
| 
BY: 
pia ee composition of urine of conscious dogs. p. 527-34. 
TECHNIQUES | 
aes * tion d'un flot pancréatique aberrant. [Abscess of 
ips Sea J. Proje-«. Tech 22 June 58 the stomach wall as a complication of aberrant is- 
value of radioisotopes 
externe objectivee par la radiographie. [Fistula 
SENS ere of the external semicircular canal demonstrated 
radiographically] p. 183-4. 
| 
tes 
| 
| 
interpreta- 
42938 ROUSSEL J, SCHOUMACHER P, MAR- 
ee” TIN J, GERMAIN F Etude partielle du 
[ae se fonctionnement de la glande cortico-surrénale chez 
SP le malade cancéreux traité par radiations ionisan- 
DE] 
so eae baryte glace. [Modification of a routine procedure 
in gastroduodenal radiology: the chilied barium 
cervical cancer treated with combined radium ther- 
bot - J. Physiol., Lond. 141(3) 28 May 58 
osteomas in neuro 
a 
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42965 TRUCHOT P, ‘NOK M, FABRE R Té- 
que sans amplifi- 
lectron te 
p. 325-7. 


cateur de brillance. 
without brilliance 


42966 FEY B, TRUCHOT P, NOIX M Etude 
radiocinématographique de l'urettre nor- 


walt of the normal and the pathological ureter] 
p, 328-9. 


42983 COURTY L, WIART P, BARBRY A, LA- 
MORIL P Perforation d'ulcére gastrique 
rovoqué par un traumatisme externe. [External 
trauma causing perforation of gastric ulcer} 
Pp 


Stemetil 
soning in 13-year old cnitd} p. 123-5; passim. 


42995 LANGERON P, PREVOST AG Amoebo- 
me du colon transverse. [Ameboma of 


42967 E Les possibilités 
en 16 mm. 
for 16 mm 
BERCY A, DELFERRIERE A Pour une 
42968 ssartition géométrique judicieuse des 
geometric distribution of radiogold par- 
ticles in interstitial aurotherapy (Au198)) p. 330- 
3. 


DEVOIS A, _DECKER R, SIBOULET 
42969 Lad 
tion d'un appareil de reproduction spatiale 


ton ofan appratua or spatial reprodction of 

the punctures] Pp. 333-5. 

42970 HELLE P Mesure par compteur 4 scin- 
tillations, de l'émission d'un tube & ra- 

yons X dans le domaine de 60 4 200 kV. [Scintil- 

lation counter measurement of the emission from 

an x-ray tube in the range from 60 to 200 kV) 

p. 335-9. 

42971 ALLISY A, ASTIER A (Mme) Détermi- 
nation du 


dose -absorbée/dose 
@exposition dans l'os et le muscle par la méthode 
des gaz équivalents; principe de la méthode et 
[Determination of dose 
absorption/dose exposure ratio in bone and muscle 


JOURNAL POUR LA RECHERCHE 
EXPERIMENTALE-BIOLOGIQUE ET 
EXPERIMENTALE-MEDICALE DU 
VIEILLISSEMENT see GERONTOLOGIA 
(Basel) 


JOURNAL OF THE ROYAL 
INSTITUTE OF PUBLIC HEALTH 
AND HYGIENE 
(London) 


J. R. Inst. Pub. Health 21(6) June 58 


42972 COLLIGAN JC Rehabilitation, 
and employment of the blind. p. 151-8, 


42973 TYSER PA Food hygiene. p. 159-63. 


JOURNAL OF THE ROYAL NAVAL 
MEDICAL SERVICE 
(London) 


J. R. Nav. M. Serv. 44 58 


42974 CLEAVE HL Some encouragements 

from medical and surgical work carried 
out as a P.O.W. in the Far East from 25. 12.41 
‘til the end of August, 1945. p. 77-96. 


42975 PUGH PD The Christmas Island story. 
p. 97-110. 

42976 pensom 3 Nelson and the surgeons. 

42977 The influenza 


the t. colon} p. 128-31. 


42986 M Un cas d'arrhenoblas- 
possible 


J. sc. méd. Lille 76(4) Apr 58 


42987 L_ Sur I'hypertension arté- 
ie pulmonaire. p. 141-4; passim. 
42988 VINCENT G, J, VAN- 
DENHA stostomie 


UTE A Action de la cy: 
sur la dil voies urinaires 
périeures chez les prostatiques. [Effect of pro- 
the dilatation of the upper 


longed cystostomy on 
urinary tract in prostatics] p. 163-6. 


429e9 VINCENT G, PAYELLEVILLE J, VAN- 

DENHAUTE A Diverticule de la vessie 
et maladie du col traités par diverticulectomie et 
résection endoscopique. [Diverticula of the blad- 
der & disease of the bladder neck treated by diver- 
p. 166-71. 


UP 


42990 VINCENT G, DELATTRE A, PAYELLE- 
VILLE J Cancer infiltrant sous trigonal 

de structure glandulaire traité d'abord par uré- 
térostomie vesicale bilatérale puis par cystecto- 
mie totale. [Infiltrating subtrigonal cancer of 

structure treated first by bilateral ves- 

ical ureterostomy followed by total cystectomy] 

p. 171-6. 


42991 GAUDEFROY M Importance et gravité 
de la tube: dans la 


ty] p. 176-81; passim. 


2. 8c. méd. Lille 76(5) May 58 
42392 COURTY L, WIART P, LAMORIL P 

et therapeutiq 
sur les hernies hiatales de l'adulte: & propos d'un 


cas récent. [Clinical & therapeutic 
adults: report of a recent case} 


p. 191-4; passim. 
42993 oo L, LANGERON P, LAMORIL P 
ion aigué du grand epiploon. 
passim. 


42994 LANGERON L, CROCCEL L, CHOTEAU 
P Thrombose des cavités droites au 
cussion 
of the right « cavity pas an influenza ghee 
disease: diagnostic & pathogenic discussion] 


monary 
p. 205-10. 


42995 LANGERON L, ROUTIER Anémie hypo- 
chrome-achylique de Hayem Faber: 
rison rapide par le traitement martial. 
-Faber hypochromic-achylic anemia: rapid 
recovery after iron therapy] p. 211-3. 


42996 PREVOST AG, LANGERON P Cancer 
ulceriforme de l'estomac evoluant depuis 

neuf ans. [Ulcer-like cancer of the stomach 

developing over a period of nine years] p. 214- 

passim. 

42997 CORNAVIN JM, ROUSSEL A A propos 
d'un cas de délire de grandeur consécutif 


chest complications in a localized 
118-24. 


42978 MILES S An unusual diving accident. 
p. 124-7. 


42979 THOMPSON HL The management of 
acute appendicitis. p. 127-32. 


JOURNAL DES SCIENCES MEDICALES 
DE LILLE 


J. sc. méd. Lille 76(3) Mar 58 


42980 LANGERON L Sur les endocardites ma- 
lignes; a propos de 44 cas personnels. 
endocarditis; 44 personal cases] p. 94- 


passim. 
4298) L, GRAS D L'intérét de 
ely rovog de la chole- 
sucré par les sulfamides hypogly- 
oprmed [Evaluation of induced hyperglycemia, 
el sugar & ia in the treatment 
diabetes with hypoglycemia- inducing sul- 
fonamides} p. 109-15. 


42982 s.aERON L, PAGET M, CROCCEL L, 


4 un traitement par la D. cyclosérine. [Case of 
grandeur foll ‘with D 
cycloserine] p. 221-9. 


42998 Les indications 
Cc 


in the treatment of skin disorders} p. 230-1; 
passim. 


JOURNAL OF THE SOUTH CAROLINA 
MEDICAL ASSOCIATION 
Florence 


J. 8. Carolina M. Ass. 54(6) June 58 


COMMON problems in premalignant and 
malignant disease. 


42999 193-206. 


43000 PARKER EF Observations on carcino- 
ma of the lung. p. 207-12. 


4300! WALLACE FT, WILSON RS Thyroid- 
itis. p. 213-5, 


43002 GROOM D Nodal tachycardia, p. 216- 


43003 one Be Ectopic pregnancy; a diag- 
nostic problem: a case report. ee 


JOURNAL OF TROPICAL MEDICINE 
AND HYGIENE 
(London) 


June 58 


J. Trop. M. Hyg., Lond. 61 


43004 PENDALL NR, LAKE BM Poliomyeli- 
tis in Kenya. p. 135-44. 


and the p in 


tase women at Mwanza, Tanganyika. p. 144- 

43006 MORGAN H Onchocerciasis in the 
p. 145-7. 

43007 SCHULZ KH The diet and food prepara- 


tion for labourers in heavy industry on 
p. 148-56; contd. 


JOURNAL OF ULTRASTRUCTURE 
RESEARCH 
(New York) 


Ultrastruct Res., N.Y. _1(3) Apr 56_ 


43008 WISCHNITZER § An electron micro- 
scope study of the nuclear envelope of 


43009 ROTH LE A filamentous component of 
protozoan fibrillar systems. p. 223-34. 


’ LEVER JD A comment on the fine 
43010 of the d gland 


p. 235-7. 

43011 EKHOLM R Remark on J. D. Lever's 
note; A Comment on the Fine Structure of 

the Parathyroid Gland. p. 238. 


43012 BAKER RF Fixation 


ing-drying for electron micros- 
copy of By cells. p. 239-46. 


43013 KREGER DR X-ray diffraction of stop- 
per cork. p. 247-58. 


43014 YASUZUMI G, DEGUCHI N Submicro- 
of 


the 
d by elect opy. p. 259-70. 

43015 SJOSTRAND F S, ANDERSSON-CEDER- 
GREN E, DEWEY MM The ultrastruc- 


ture of the intercalated discs of frog, mouse and 


JOURNAL D’UROLOGIE MEDICALE 
ET CHIRURGICALE 
(Paris) 


J. urol. méd., Par. 64(1-2) Jan-Feb 58 


43016 DARGENT M, MAYER M, COLON 3, 
CHAPUIS Le choix des opérations de 
dérivation urinaire; temps préalable a l'exentéra- 
tion pelvienne dans les cancers pee a 
un stade avancé avec 
[Choice of operation for urinary diversion: stage 


43017 G, PUSCARIU V, BONACHI 
Les indications du greffon 


urology] p. 1 


43018 v triple opération dans 
le traitement de l'incontinence d'urine & 
l'effort chez la femme. [Triple operation in the 
treatment of urinary stress incontinence in wom- 
en] p. 23-9. 
43019 PUIGVERT A Polykystose rénale et 
cancer bilatéral. p. 30-6. 
43020 CIBERT J, BARBIER J, REVOL M Le 
deuxiéme rein dans I’ hydronéphrose; pro- 
blémes diagnostiques et thérapeutiques posés par 
les grandes cavites excrétrices. [The 2d kidney 
‘is; & 


in hydronephrosis; diagnostic & therapeutic prob- 
lems in severe contra- excretory cavities} 
p. 37-47. 

43021 


HEBRARD, ROUFFILANGE Sur une 
statistique de tumeurs du testicule. 
[Statistics on testicular tumors] p. 48-58. 


43022 PORTELA ALG, LOPEZ O, BOADO F, 
PEREIRO MIGUENS R Hémorragie lom- 
baire tardive aprés néphrectomie pour tubercu- 
lose; traitement chirurgical de deux cas. [Late 
lumbar hemorrhage after nephrectomy for tuber- 
culosis; surgical treatment in 2 cases} p. 59-61. 


43023 GENTIN G, LARCAN A, GUILLEMIN P . 
Place. 


[Role, importance & value of Sternheimer-Malbin 
cells in urinary sediment] p. 62-8, 


43025 AUVERT J Un cas de sarcome lipo- et 

fibroblastique du rein chez l'adulte. [A 
case of & fibroblastic sarcoma of the kidney 
in an adult] p. 78-82; discussion, p. 82-3. 


43026 VIGNERON A Une observation d'opéra- 
tion de Boari bilatérale pour fistule et 

sténose uréterale. [A case of Boari's bilateral 

operation for urethral fistula & stenosis] p. 84-7. 


43027 WOLFROMM G Des opérations conser- 

vatrices dans le traitement du cancer du 

rein. [Conservative surgery in the treatment of 
renal cancer] p. 89-91. 


43020 CIBERT J, DURAND L, REVOL M Dis- 
parition spontanée d’ de métasta- 
ses pulmonaires hypernéphrome de- 
puis deux ans. [ from 
x-rays of pulmonary metastases of a hypernephro- 
ma 2 years p. 91-5. 


43029 VINCENT MA Tuberculose urinaire et 
lithiase de la voie excrétrice; & 

(Urinary tuber- 

urinary tract; case report 

with 5-year follow up] p. 96-9. 


43030 BAUCHART J A 
sur un rein en fer & cheval. [Report of 
a tumor on a horseshoe kidney] p. 99-102. 


4303! J Les nodosités vénérien- 

& type de lésion épithéliale hyperpia- 
sique Corigine sur la du 
gland. [Venereal nodules of the hyperplastic 
epithelial type lesions of mycotic origin on the mu- 
cosa of the penis] p. 102-4. 


KEKKAKU 
(Tokyo) 


43032 ——s Clinical studies on the diag- 
nostic value of photofluorography, stand- 

ost & special 

Tl. Value of qual at 

tuberculosis mainly by photofluorography. p. 255- 

9; English abstract, p. 299-300. 


43033 KUSAMA H 

ment of drug 
um; cells cf 
Mycobacterium 607 under shaking & stationary 
conditions. p. 260-3; English abstract, p. 300. 


43034 MAEDA M, MUROHASHI T Compara- 
tive studies on tuberculin reactions in- 


43036 MSHI K 
termination of ee p. 272- 


43037 Antagonistic action of 

L-a-alanine for the antimicrobial ac- 
L. Effects of DL-a-alanine 
on the growth inhibitory effects on various bac- 
— p. 274-7; English abstract, 
Pp. 


43038 KOBARA Y Studies on the filled-in 

cavity. 1. Histological studies on the 
So p. 278-82; English abstract, 
Pp. - 


43039 MATSUMOTO T Effects of several anti- 

tuberculous drugs on amino acid metabo- 
lism. I. Amiro acid metabolism of rats admin- 
istered doses of isonicotinic acid hydrazide 
(INH). p. 283-7; English abstract, p. 302. 


43040 — Y Atypical acid-fast bacilli 
rom sputum & resected lung tissues of 

patients oun pulmonary tuberculosis. 1. Cul- 

tural studies. p. 288-92; English abstract, 


43041 MUROHASHI T, YOSHIDA K An esti- 
mation method of the number of colonies 
recovered from sputum based on the calculation 
of the number of tubercle bacilli detected on the 
eames I. p. 293-7; English abstract, p. 302- 


ic value of raphy, stand- 
Ree... raphy and special roentgenography. 
HI. The value of fluorophotography in the determi- 
nation of the course of pulmonary 

p. 325-8; English abstract, p. 371-2. 


43042 —— K Clinical studies on the diag- 


& 
No. 4 : 
42965-4304 
dis. 
enfant 43024 GIARD R Le traitement de la colique x 
er- néphrétique par le largactil. [Treatment : ; 
on,  BUISINE A Intoxication par le stemetil 
| 
prnant 
Etude pseudo-hermaphrodisme et arrhenoblastome. | 
ses [Case of infantile arrhenoblastoma and possible 
idy of misdiagnosis of pseudohermaphrodism for arrheno- 
9-47. blastoma} p. 132-5. 
OTE 
ction 
lignes, 
senta- 
ls 
} 
tu. r 
3 
| 
amphibian oocytes. p. 201-22. 
nos - 
he 
u- 
method and preliminary results} p. 340-4. } 
tions 
neurs stérilit minine. mportance & severity , 
1 tuberculosis af the endometrium in female sterili- Kekkaku 33 58 
| | 
duced by old tuberculin & purified protein deriva- 2 
tive on inhabitants of Amami-Island. p. 264-8; 
English abstract, p. 300. = 
various drugs on Koch's phenomenon 
after BCG inoculations. II. Effects of quercetin : 
& cortisone. p. 269-71; English abstract, p. 300- 
1. 
de 
sti- 
ors 
cal cancer in advanced stages with urological com- 
plications} p. 1-12. 
dy 
p. 302. 
Kekkaku 33(5) May 58 
tons biologiques et physiopathologiques. [Case 
of ictero-hemorrhagic spirochetosis; biological 
R-457 
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43043 MIZOBATA H The antagonistic action 
of DL-a-alanine for the antimicrobial 
action of cycloserine. 2. The influence of DL-a- 
alanine on the inhibition of cycloserine for indole 
formation by Escherichia coli. p. 329-32; 
English abstract, p. 372. 


43044 KOBARA Y Studies on the "filled-in 
cavity". 2, The formation process of 

— cavity". p. 333-7; English 


43045 MATSUMOTO T The influence of several 
antitubercul: 


of cyclose- 
rine. p. 338-40; p. 372-3. 


43046 MUROHASHI T, YOSHIDA K Method 

of estimation of the number of colonies 
recovered from sputum based on the caiculation 
of the number of tubercle bacilli detected in the 
smears. II. Stochastical examination of the con- 
fidence interval of the estimation values. p. 341- 
4; English abstract, p. 373. 


43047 ITO F, NASU Y, MIZOBATA H, 
YUASA 


copper sulfate 
abstract, p. 373-4. 
43040 


MIY OSHI OKANO G The effect of 
acid h (INAH) on 


cavities and caseous lesicas, especially the effect 
on caseous material. p. 348-52; English ab- 
stract, p. 374. 


43049 ITO Y Changes in morphology and 
mode of development in tubercle bacilli 


caused by 
English abstract, p. 374-5. 
43050 The retarded tuberculin reac- 


4305! 


p. 363-9; English abstract, p. 375. 


KHIRURGIIA 
(Moskva) 


Khirurgiia, Moskva 34(2) Feb 58 


43052 BALAKINA VS, KVITKEVICH KV 

Khirurgicheskoe lechenie lozhnykh sustavov 
v Leningradskom institute travmatologii i ortopedii 
za poslednie piat' let (1951-1956). [Surgical treat- 
ment of at the Leningrad Institute 
of Tra pedics for the past five 
years (1951- p. 11. 


43053 VAINSHTEIN VG 0 prichinakh neuda- 
chnykh i lec 


pr: henti 
perelomov. [Causes of unsuccessful ~~ in the 
surgical treatment of fractures] p. 


43054 pro GA Z heh 

kh defektov diafiza bedrennoi kosti kost- 
noi v eksperimente. [Experimental re- 
placement of defects of the diaphysis of the femur 
with bone chips] p. 19-28. 


43055 VOLKOV LF Pervichnyi shov ognestrel' 


43056 SHELIAKHOVSKII M V, PUTERMAN-LIP- 
PERT FE Lechenie ozhogoy sviazi s 


43057 ASTRAKHAN VI _ K voprosu o teorii le- 
cheniia ran (0 vzgliadakh I. V. Davydov- 

skogo). [Theory of wound treatment (theories of 

LV. Davydovskii)} p. 43-51. 

43058 


9. 51-8. 


[Course of operative ears 
complications in vitamin C deficiency] 


43059 Funktsional'nye rezul'taty le- 

ia povrezhdeniia sukhozhilii i nervov 
v PER... nizhnei treti predlech'ia, ladoni i pal’ 
tsev. [Functional results of treatment of tendon 
and nerve injuries of the distal third of the fore- 
arm, palm and fingers] p. 58-66, 


43060 IAS Neiartroz sheiki bedra 

metod vosstanovleniia dvizhenii pri 
ankiloze tazobedrennogo sustava. 
[Neuroarthrosis of the neck of the femur as a meth- 
od of restoration of movement in bilateral ankylosis 
of the hip joint] p. 66-71. 


43061 
ic fractures} p. 71-7. 


MEDVEDEVA NI Otdalennye rezul'taty 
khirurgicheskogo lecheniia zastarelykh i 
nevpravimykh vyvikhov v loktevom sustave. ([Re- 
mote results of surgical treatment of long 
dislocations of the elbow joint] 


43063 KOROBKO LT Iskrivieniia pal'tsev 
hallux valgus). [Deformities of 
the toes (except hallux vaigus)] p. 82-90. 


43064 SIPOVSKI PV O morfogenezu i pato- 
genezu edinichnykh ekzostozov. [Mor- 

43065 LYTKIN MI K voprosu o reimplantatsii 
kozhi pri obrabotke ran. 


khirurgicheskoi 
[Skin reimplantation in surgical treatment of 
wounds] p. 


43066 KIIASHOV AP Vliianie 3% rastvora ser- 

nokis logo tsinka na patogennuiu floru per- 
chatochnogo soka. [Effect of a 3% solution of zinc 
p. 107-11 


43067 SIL'CHENKO VS tuliaremii v 
khirurgicheskoi 
nin in ical p 


43068 BS 
organov 


cavity in agricultural workers and prevention] 
p. 117-9, 


43069 KRASOVSKAIA Dinamika otlozheniia 
mineral'nyth fosforaykh solei v prizhivai- 

b pri luchevoi bolezni. 

(Dymamics of deposition of mineral phosphorus salts 

bone transplantate 


43070 a BM Rany i ioniziruiushchaia 

iia; obzor literatury. [Wounds and 
review of the literature} 
p. 125-32. 


43071 BS Kozhnaia plastika posle 

iia pigmentnogo piatna bol'shikh 
surgery ofthe ein after re- 
moval of a large pigmented area] p. 133-4 


43072 eee LN K voprosu o razrezakh 
k kozhnoi plastike pri ope- 


43073 TATEOSOVA EK Khirurgicheskoe le 

cal treatment of partial gigantism] 

43074 IMAMALIEV A Lechenie ukusov iadovi- 
tykh 


snake 
by the antisnake serum antigiurz] p. 139-42. 


43075 GRIGORIAN RM _ Sluchai povtornoi re- 
zektsii tonkogo kishechnika po povodu 
hnykh sosudov. [Secondary re- 
section of the small intestine in thrombosis of the 
mesenteric vessels) p. 142. 


43076 DOBYCHIN DB Vasilii Gerasimovich 
Shipachev. p. 143. 


*Khirur; Moskva 3) Mar 58 
43077 problemy khirurgii porokov 
Fundamental problems in 
ects} p. 3-6. 


43078 BAKULEV AN, SAVEL'EV VS, 
TSUKERMAN GI Diagnostika i 


43079 OSIPOV BK Materialy k khirurgii opu- 
kholei i kist sredosteniia. ay 
p. 12-7, 


43080 STRUCHKOV VI_ Nekotorye voprosy 
techeniia i khronicheskikh 

nagnoeii legkikh. [Treatment and classification of 

chronic purulent infections of the lungs] p. 18-25. 


43081 

klassifikatsiia bron- 
° 

and pathogenetic c of bronchiectatic 

diseases} p. 26-31. 


ogo ROLIK LK Klinikai 
43062 


ANTIPOVA AP Kliniko 
i eskaia 


43083 SOLOV'EV GM, 


43085 SHEKHTER IA Angiografiia ee klini- 
cheskoe znachenie. [Angiography and its 
clinical significance] p. 52- 


stopy 


in radiation sickness) p. 121- 


43086 POPOLCZY A Diagnoz raka legkogo v 
let. 


[Data on pathogenesis of 
p. 66-71. 


43088 ey LK, SHIFMAN N D, KAGALOV- 
raphy) p. 72-7. 


43089 Bronkhografiia pri nag- 

p. 77-81. 


43090 PARFENOV AP Elektrokardiografi- 
cheskie izmeneniia vo vremia operatsii na 

legkikh. [Elec' changes during 

lung surgery] p. 81-6. 

POTEMKINA E V, LEVINA LA Nash 


[Experience with pneu- 
practice] p. 87- 


43091 
v khirurgicheskoi klinike. 
momediastinography in 
90, 


43092 DOLETSKI SIA Travmaticheskie dia- 
diaphragmatic hernias in children] p. 90-5. 


BEREZOVSKII P P Zazhivlenie kul'’ti 
na nozhke. [Healing of bronchial 


leskutom 
by its obturation with a muscle pedicle flap} 
p. 96-9, 


43094 GIA Vnezapnaia smert' vo 
kh operatsii. 
den death on surgery] p. 99-105. 


[Sud- 


43095 KUKOSH VI, DYNNIK IB Rentgenosko- 
cheskaia i bronkhograficheskaia 


pi i 
nostika bronkhoplevral'nykh svishchei posle pnev- 
moektomii po povodu legochnykh nagnoenil. 
of 


suppurations}] p. 106-9. 


43096 MAKARENKO T P, KLIMKOVICH IG 
tannaia anevrizma loktevoi arterii kak 


plication of rheumatic vasculitis] p. 109-11. 


43097 BETANELI AM znachenie 

sosudov legkogo. [Clinical 
ee of accessory blood vessels in the lungs} 
p. 1 le 


KARAVANOV GG Ranenie 
43098 wounds of the heart] p. 114-6. 
430399 NA Nash ranorasshiritel’ i 
shoi variant shva pri nalozhenii 
dno-ki [A wound- 
esophago-enteric anastomosis] p. 117-8. 


43100 YI CB, Yu KD Khirurgiia v 


ublike i 


Surgery in the Korean 
and prospects of 


perspektivy ee 

People's Democratic 

development] p. 119-23. 

43101 Khirurgicheskoe le- 
chenie stenoza aortal'nogo otverstiia; 

obzor literatury. [Surgical treatment of stenosis 

of the aortic valve; review of the literature] 

p. 123-31. 


43102 BRZHESKII VCH Uchastie sovetskikh 


gastric and duodenal ulcer] p. 132-5. 


43103 LUBENSKI IU M Aleksandr Mikhai- 
lovich Dykhno. p. 140-1. 


KHIRURGIIA 
(Sofia) 


Khirurgiia, Sofia wae 1958 


43105 BOICHEV B Prinosi na nashite khirurzi 

v operativnata tekhnika. [Contributions 
of Bulgar geons to the ope technics] 
p. 11-6, 


43106 IANKOV G Razvitieto na bulgarskata 
rino-laringologiia, 


_ Garian otorhinolaryngology as depicted on the 

pages of the periodical Khirurgiia] p. 17-9. 

43107 VASILEV I Razvitieto na bulgarskata 
oftalmo 


as depicted 
periodical Khirurgiia] p. 19-23. 


43106 PLOSKOV D, ANDREEV T, BELMER 
, GINEV 1. KALEV N, KIM G, KIM 
cM, LCs, LI ZI, PETROV X, SIMEONOV 
khirurgichno lechenie na 


linata 1. P. Pavlov 
na nal. P. Pavlov. [E 


with various localizations in tn the light of P. 
Paviov's theory] p. 23-7; contd. 


43109 BOICHEV B Uduizhavshcha artrodeza 
na kolianoto. 
the knee] p. 28-32. 


43119 TENCHOV G, SAKHATCHIEV A 
uvreshfaniia sled 


(Delayed bone lesions caused by radiotherapy] 
p. 32-40. 


43iti 


43113 TODOROV N Tonzilek- 


Tonsillectomy 
in patients with 


na bolni s tonzilit. 
after physiotherapeutic 
chronic tonsillitis} p. 57-62. 


43114 KOEN E, KALEV N Vurkhu klinikata na 

mastnata emboliia na mozuka i retinata. 
[Clinical aspects of fat embolism of the brain & of 
retina] p. 63-8. 


43115 KONSTANTINOVA B Vrodeni malfor- 

matsii na surtseto i golemite kruvonosni 
sudove. [Congenital abnormalities of the heart 
and large vessels] p. 69-82. 


43116 Sluchai na pulno oprozracha- 
sled tezhko izgariane 
ous cate Case of cornea opaca caused 
by severe burns caustic soda] p. 83-4, 
43117 Myositis circum- 
ripta neurotica. p. 84-8. 
GINEV B Izolirana ruptura vesicae 
felleae pri zakrita travma na korema. 
[Isolated rupture of the gallbladder in hidden in- 
jury of the stomach} p. 88-9. 


4311g BOICHEV B Dr Boris Todorov Se- 
merdzhiev; 19, XL 1900 - 21. XL 1957g. 
p. 90-1. 


KARCHINOV K Za vrodenoto izkulch- 


Kinderiratl. Prax. 26(4) Apr 58 


43121 LORENZ C Mitteilung iber eine Salmo- 
le 


[ ofa 
ic in premature infants} p. 145-9. 


43122 RICHTER R Zur Ernahrung mit Saure- 
Zweidrittelmilch. [Acid two-thirds milk 
in infant nutrition] p. 150-3. 


43123 HENNIG HD Ein kasuistischer Beitrag 

zur Adiponecrosis subcutanea neonatorum. 
[A case report on adiponecrosis subcutanea neo- 
natorum] p. 153-5. 


SACHTLEBEN P Ergiebigere Blutabnah- 
— men durch silikonisierte Punktionsnadein. 
[Plentiful blood withdrawal by means of siliconized 
acupuncture needles} p. 155-7. 


63125 KLINKE K Umfrage iiber die Behandl 

von Ernahrungsstorungen bei Sauglingen. 
[Inquiries concerning therapy of infant nutrition 
disorders] p. 157-82. 


*Kinderarztl. Prax. 26(5) May 58 


43126 REICHELT W Der Einfluss der Vakuum- 
walzentrocknung auf rohe und ste 
Frauenmilch. [Effect of vacuum rotary drying 00 

raw and sterilized human milk] p. 193-5. 


42127 SANDMANN H, SPAHN U Zum Krank- 
heitsbild der . [Clinical 
picture of pulmonary agenesis] p. 195-204. 


:312y FISCHER G Zur Diffe 
der Chondrodystrophie. p. 204-8. 


BISCHOFF G Die Gewichtskurven nach 
Emmet Holt fiir Friihgeborene; ein Wink 
zu deren praktischer Anwendung. [Weight curves 
according to Emmet Holt for premature infants; 
a hint for its practical application] p. 209-10. 


43130 STRAHL M Die Darstellung des Myo- 
kardschadens 


4 
| 
| 
metabolism 2. Amino acid metabolism in rats 
ASILEV I =Transplantatsiia na rogo- 
vitsa. (Corneal transplantation] 
| p. 40-7. 
43112 KRUSTINOV G, DRAGOICHEV CH 
Khirurgichno lechenie na vrodenata ste- 
Fase! noza na belodrabnata arteriia. [Surgical treat- 
the p. 48-57. 
ae metabolic fate of isonicotinic acid hydrazide (INH) 
fc ieee by means of azotometry. 4. Method of determi- 
te : nation of INH metabolites in urine by means of 
i polosti pri sel ati 
skokhoziaistvennykh rabotakh i ikh profilaktika. 
ee et. tg [Subcutaneous injuries of organs of the abdominal 
and other mycobacteria caused by antituberculous 5. 
et agents. 1. The changes in the initial minute 
English abstract, p. 375. | 
| 
dt (MIROTANI F The effects of antituber- 
vine UM: culous drygs on the morphology of tu- pleural fistulas after pneumonectomy for pulmonary 
4 » ee bercle bacilli stuaied by the slide culture method. PF 
| 
oslozhnenie revmaticheskogo vaskulita. |Spon- 
ou, ae [Indications for plastic skin surgery in Dupuytren's taneous aneu: ‘sm of the ulnar artery as a com- 
69120 
| vane na tazobedrenata stava v toplite 
KINDERARZTLICHE PRAXIS 
(Leipzig) 
noi rany sustava pri primenenii antibio- 
pene? cal tikov. [Primary suturing and antibiotic therapy of 
wounds ofthe joint). 28-26. 
gicheskoe lechenie aortal’nogo stenoza. [Diagno- 
7-12. 
rosov khirurgii iazvennoi bolezni zheludka i 
eee poverkhnostei k antibiotikam. [Treatment of burns dvenadtsatiperstnoi kishki. [Participation of 
- ore in connection with changes of sensitivity of micro- Soviet physicians in development of surgery in 
burned surfaces to antibiotics) 36-43. 
Fostoperative 
na sp. Khirurgiia. [10 Years of the 
tele lennykh opukholei i periodical Khirurgiia] p. 5-11. 
kist sredosteniia. [Clinical picture and surgical 
ae by treatment of benign tumors and cysts of the medi- 
astinum] p. 32-8. 
sis} p. 39-46, 
43084 ZHMUR VA, IVANITSKAIA MA Diag- 
RE nostika i khirurgicheskoe lechenie per- 
vichnykh opukholei serdechnoi sumki. [Diagnosis 
ae ae 73 and surgical treatment of primary tumors of the 
pericardium] p. 46-52. 
makh. [Problem of chron- dial damage in 
Ba spisanie Khirurgiia Development of Bulgarian gramm. [Demonstration of myocardia 210-8. 
the 
R-458 
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43131-43216 


43131 BUGYI B 


‘Uber der Hand- 

wur bei g den Schul- 
kindern. [Development of ‘carpal bone nucleus of 

eration in healthy school children] p. 218-21. 


Kinderirztl. Prax. 26(6) June 58 


43132 LADSTATTER L, SUFFERT £, HANS P 
b Brunn 


LUBKE R Ein Beitrag zur Klinik der 
F i di Clinical 
dica] p. 247-58. 


49134 KREPLER P Dynamischer Subileus bei 
toxischer 111:B4-Coli-Enteritis. - 

namic subileus in toxic 111:B4-coli enteritis 

p. 259-61. 


43135 PLANER-FRIEDRICH H Oxyurenbe- 
handlung mit Daucarysat. [Treatment of 
oxyuriasis with daucarysate] p. 261-3. 


43136 LEYEN UEV. D. Unfille im Kinde- 
salter. [Accidents in childhood] p. 263- 
9. 


49137 TIETZ H Distensionsluxationen bei 
hen Arthritiden. [Distention 
juxations in arthritis in children] p. 269-72. 


KISERLETES ORVOSTUDOMANY 
(Budapest) 
Kisérletes orvostud. Oct-Dec 57 


43138 ARATO-SUGAR E Normal és szilik6ti- 
kus vérszérumok ultraibolya abszorbciés 

szinképének Gsszehasonlité vizsgdlata. [Compar- 

ative examination of the ultraviolet absorption 

spectrum of normal and silicotic blood sera] 

p. 449-54. 


43199 WALES E, BALLA L Immunsavék 


43153 KENDREY G, BALO J, JUHASZ J Az 
tt acetat) 


t acetat 
tOUhatdésa, [Carci effect of androf 
tosterone acetate)} p. 531-6, 


43154 JUHASZ J, BALO J, KENDREYG A 
Na-am ytal daganatkelt hatésa. [Car- 
cinogenic effect of sodium amytal] p. 537-45. 


43155 BIRO J, ota 2, DENES I, KOVACH A 
tébb patkényon végezhet& k{sériet 


ditioned reflex method for experiments to be per- 


43156 KISS I, TIGYI A A London- 


[Modification of London's method for angiostomy] 
p. 550-3, 
49157 LAJOS L, CSABA I, DOMANY SZE- 
KELY J, BREILA A choriongonado- 
tropin termelés feltételeinek kfsérletes vizsgdlata. 
[Experimental studies on the conditions of the se- 
cretion of chorionic gonadotropins] p. 554-63. 


43158 LAMPE L Vércso- 

immunisatiés hdazi nyu- 
lakon. {Blood grow immunization studies in do- 
mestic rabbits] 


43159 SOs J, CSALAY L, GATI T, KEMENY 
T, KERTAI P, NAGY E, PERENYI L, 

SZABO G Vizsgélatok antitirozin 


ds] p. 570-4, 


43160 KERTAI P, CSUZI S, NAGY J, SOS J 

Tirozin antimetabo! 
rigy J131 xétésére. 
tabolites on iodine-131 binding of the thyroid] 
p. 575-80. 


43161 SZILAGYI T, KOCSAR L, SZATAIIT A 

cobalto-ion hatdsa az adrenalin reactidi- 
ra. [Effect of the cobaltous ion on the reactions 
of adrenalin] p. 581-5. 


43162 KOCSAR L, SZALAY 8S, UJHELYI C, 
KESZTYUS L Adatok a cobalto-ion ad- 
hanizmusdhoz. 


tis és szerolégiai prédbdk kombindlt alkalmazds4- 
val. [Comparative examination of immune sera 
by the combination of electrophoresis and serolog- 
ical tests] p. 455-62. 


43140 peaees 2, MEREI G, CSILLAG A, 
NDAS'M Kisérletes 

perimental studies on the surgical use of fibrin 

tubes] p. 462-5. 

4314) SZPORNY L 
A new method for the 

determination of hyaluronidase in vivo] p. 465-8. 

43142 TAKACS L Végtaganyagcsere hypoxids 

Metabolism of the ex- 
tremities in hypoxic states] p. 468-75. 


43143 SEPP J, FEKETE M, KERENYI T, 
MARTONOSI A 


of adenosine 
acid in isolated frog heart] p. 476-81. 
43144 BIRO L, NEUWIRTH M Ada- 


stabilitd- 
of antibiotic resistance] 
p. 481-8, 
43145 ANDIKI A légids 
a lelvétel 


izerepe 
[The role a he 
sugar in the regulation of 
food intake] p. 489-94. 
Hypothalamuslaesidk hatésa a 


tdépldléxvdlogatds. 
[Effect of hypothalamic lesions on food intake 
and choice] p. 494-8. 


43147 KOVACS K Cortison hatésa az antidiure- 
tikus hormon “(Effect of 
cortisone on the hor- 


43148 SZABO E Cukor- 
hatdsa a fosz- 
foriléz és glukéz-6-foszfataz [Ef- 
fects of glucose loading and adrenalin on liver 
and glucose-6-phosphatase activi- 


43149 NOVAK R A sugérhatés latentia ideje. 
Pe. 


43150 DONATH T Kisérletes adatok a melléx- 
vese vénds Lao 


43151 BOT G, A foszforiléz-a kép- 
z6désének 6: 


rine antagonism] p. 585-8. 


43163 POSALAKY Z, RADITZ M, TORG 1, 
BARKA T Chorio-allantois hértyara 
transplantdlt nukleinsav [Nu- 
cleic acid metabolism in livers transplanted on 
chorioallantoic membrane} p. 589-95. 


43164 TAMAS G, RONTOG Az 
vizsgalata hardntcs{kolt izmokon. [Ef- 
cross. 


4316S KUTAS F, STUTZEL M A vordsvérte- 
ikus, savoldékony foszfdttar- 


uble 

with age in dogs and rabbits] p. 600-6. 

43166 TRANYI M, KOVACH A, ROHEIM P 
ischaemids shockban. 


[Choice of fluids and salt in ischemic shock] 
p. 607-10, 


43!167 SZOLD E, VAJNA WEBZ P, 
Toncse: rél6vel végzett extrac: 

zelés hatésa urémids vér éséra, al 

letekben, [Effect of extracorporeatl treatment 

with ion exchangers on the toxicity of uremic blood 

in animal experiments} p. 611-3. 


te 


43168 I Thyroxinkezelés és 

gyeltd4volftds hatdsa a patkdny tdpldlé« 
felvételére tépldlék vdlogatdsdra. [Effects of 
thyroxin therapy and thyroidectomy on choice and 
intake of food by rats} p. 613-5. 


43169 ANDIKKI A eltdvolitdsdnak 
hatdsa a patkdny tdpldiékfelvételére és 

[Effect of hypophysectomy 

on choice and intake of food in rats] p. 616-8. 


43170 ANDIKI A kornyezeti hémérséxlet ha- 
tdsa normdlis, pajzsmirigynélkili és 
thyroxintoxicosisos patkdny téplatékfelvételére és 
[Effect of environmental 
temperature on the choice and intake of food in 
normal, thyroidectomized and thyroxin treated 
rats} p. 618-21. 


ldléxfelvétele és vdlogatdsa. [Choice and 

p. 6 


43172 ape ZUBOR L A 
texék pdros mikidésér6l 


renal pelvis), "624-8. 


43173 4, MENYHART J, 


shock stddium aban adott dibenamin 
tdsa a kutydk tilélésére és a sértett a 
jara. [Effects of dib 


given 
jured extremity and survival of dogs} p. 629-35. 


43174 sSZAZADOS I, TISZAVOLYI G, ZAJTA A 

Az interferometrids 02- és CO2-megha- 
tdrozds szisztematikus hibdja és annak kikiiszobo- 
lése. [Systematic failures of interferometric 
molecular oxygen and carbon dioxide determina- 
tions and their elimination] p. 636-9. 


43175 RAK K, K, BENED 6 


véralvadisl and blood coagu- 
lation in methylcellulose treated rats} p. 639-44. 


by paper disk method] p. 645-54. 
43177 KAHAN-LASZLO 1 Urobilin és sterkobi- 
lin m vizeletbfl. [Urobilin 
and stercobilin determination in urine] p. 654-8. 


43174 LASZLO I, NEUWIRTH M, BIRO L Im- 


43179 BAKO G Glycerines eljérés médositésa 
sz4raz anatémiai praeparatumok kész{té- 
sére, [Modification of the glycerin method for the 
preparation of dry anatomical material] p. 661-2. 
SAGI T Aortabillenty® daganata. [Tu- 
mor of the aortic valve] p. 663-5. 
43181 INCZE F Jr Kétoldali phaechromocyto- 
ma hat éves fitigyermekben. [Bilateral 
pheochromocytoma in 6 year old boy] p. 665-9. 
3162 HORVATH N, SCHOLZ M, KIRALY F 
Ismeretlen vékonybélf 
nesség. [Unknown abnormality of the small in- 
testine] p. 670-6. 


Kisérietes orvostud. 10(1) Feb 58 
43183 DOSA A Ujsziiléttex légutainak és gyo- 
morbélh 


uzamdnak mykoldgiai viszgdlata 
orvosi szempontbdl. 


43180 


point of view] p. 1-10. 


43184 BRAUN P, FOLDI M, KISFALUDY 5, 


G et nyi 
rokban. [Amino acid determination in lymph] 


p. 11-4. 


4318S KERTAI P Adatok a kisérietes leukopé- 
nidk és leukocitézisok mechanizmusdhoz. 
leukope - 


[Data on the mech of 
nias and leukocytoses} p. 15-25. 


43186 aig B, STENSZKY E, CZOLL- 
F, MESZAROS Zz, SZLAVIK L Az 


43196 BATA G, ENDROCZI E, MARTIN J 

Vizsgdlatok a melléxvesekéreg hormonok 
szekrécidjdhoz. [Studies on the secretion of ad- 
renal cortex hormones} p. 84-91. 


43197 MATKOVICS B, KOVACS E Gyors tor- 


Rapid method for the determination of horse rad- 
sh peroxidase activity] p. 92-3. 


43198 BALOGH J, HORVATH G Egyszeré 
moédszer mesterséges ascites eldidézésé- 
Simple method for the induction of experi- 
ascites} p. 94-5. 


43199 BARA A A chol ghatdérozd 


tijabb New 
methodical possibilities in cholesterol determina- 
tion] p. 96-9. 


SERENY Quantitat{v vizeletcukor 


(Quantitative determination of urinary 
Photometric method] p. 100-1. 


DEzS6 1, FULOP T A réz meghatéro- 


vérserumban dlomdietildi tiokarba- 


mattal. determination in blood serum 
with lead diethyidithiocarbamate] p. 101-3. 


B, SZEGEDI B Vér ammonia- 
43202 
nation of ‘oe ammonia content of the blood] 
p. 103-8, 


43203 GORACZ G, SZEKER J A bélfal idege- 
congeni- 

tum esetén. 

the 

p. 108-12. 


(Changes of the 1 nervous elements of 
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43204 EPSHTEIN FG Sovremennoe uchenie o 


grippe i ostrykh katarakh dykhatel’ nykh 
putei virusnoi etiologii. [Modern teaching on in- 
fluenza and acute catarrhs of the respiratory 
tract of virus etiology] p. 3-12. 


TRUTNEV V K, SAKHAROV PP Opro- 

Prevention and treatment of angina and complica- 
ons} p. 13-23. 


43206 GA, AV Pri- 
menenie zakisi azota p 
ques of Pp. 24-9. 
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stékkel. [New method for the detection of incom- 
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p. 35-40, 


431/63 KROMPECHER I, PAP K, BERENYI P 
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4319u GERO S, PERENYI L, JAKAB M, GACS 
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mechanizmusa. [Mechanism of the of 
heparin clearance} p. 52-5. 


43191 MOLNAR L A labyrinth-ingerlés hatasa 
az izomtevéxenységre. [Effects of stim- 
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p. 55-66. 
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p. 66-70. 
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loids} p. 70-7. 


GYERGYAI F, HADNAGY C, KINDA K. 
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aktivitésdban. [Role of tetanus toxin and endotox- 
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nedostatochnosti. [Daucarin- a new native prepa- 
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and merkuzal on the prothrombin level] p. 34-8. 
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43213 SOROKIN P A, GADZHIEV SA, MITRO- 
POL'SKIL AN Nekotorye voprosy diag- 

nostiki mitral'nogo stenoza v v sviazi s khirurgiche- 
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treatment] p. 60-7. 


ZARETSKD V V 
43214 topicheskoi 
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sis of constrictive pericarditis] p. 67-72. 
43215 SERGEL’ EV Lechenie AKTG i kortizo- 
nom bol'nykh khr 
cheskim infektsionnym poliartritom. 


with ACTH and cortisone} p. 73-7. 
43216 IANOVSKI. GV Funktsional'noe sostoia- 
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43217 SIL'VESTROV VP Ob elasticheskikh 
-svoistvakh i tonuse sosudov arterial'- 

noi gipotonii. [Effect of cordiamine and phenam- 

ine on the tonus of striated muscle] p. 85-91. 


43216 VITENSHTEINAS GA K voprosuo 
Classification of ballistocardiographic 
data} p. 


43219 MASLIUK VI Pi 
elektr 


43220 KHAZANOV AT Kliniko- 
cheskoi bolezni. 
cal-anatomical variations of hypertension] 
p. 104-11. 


NK _ K voprosu o septiche- 


[Septic endocarditis 


[Clint- 


43221 


ditis] p. 111-6. 


ellar endocarditis} 
p. 


ISAEVA AL, VOLGAREVA N P, PE- 
43223 TROVA AN, TURITOVA LV 
endarteriitom i 
endokarditom posle operatsii po povodu tetrady 
Fallo. [Protracted septic endarteritis and endo- 
carditis after surgical treatment of tetralogy of 
Fallot] p. 121-7. 


43224 ROZENBLAT F IA, GORBUNOVA ZV 
. [Pulmonary ry 
heart disease] p. 127-32. 


43225 IVANOV-NEZNAMOV VI Lechenie vi- 
taminom B1 bol’ iazvennoi bolezn‘iu 
zheludka i rstnoi kishki. 
P. 


43226 OSTAPIUK FE Oneustoichivom (migri- 
ruiushchem) ochage vozbuzhdeniia pri 
entrikuliarnom ritme. 
time) focus of stimulation in 
p. 140-2. 


43227 KAEVITSERIM K metodike opredele- 
niia skorosti pul'sovoi volny. [Determi 
nation of velocity of the pulse wave] p. 142-4. 


Vitamin 


43228 PANCHENKO S M, SUBORA L V, KU- 
RAKOVA EI, TITOVA VV 

pasty v elektrokardiografii. [Electrode paste in 

electrocardiography] p. 144-7. 


43229 ANISIMOV VE Odeistvii vitamina E na 
azy krovi bol'nykh 

aterosklerozom. [Effect of vitamin E on activity 

of blood cholinesterase in atherosclerosis} 

p. 147-8. 

43230 ERMOL'EVA ZV, VAISBERG G Lui 
(1822—1895). [Louis Pasteur 

(1822—1895)] p. 149-53. 


43231 —— 2 K. K. Zeidlits kak klini- 
K. Zeidlits, as a clinician} 
Pp. 
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43232 KAMPEL'MAKHER IA A Patogenez i 

operativnoe lechenie portal'noi gipertonii. 
[Pathogenesis and operative treatment of portal hy- 
pertension] p. 3-14. 


43233 ZARUBIN SA Sakhar krovi i gipoglike- 
micheskii sindrom u bol'nykh iazvannoi 
bolezn'iu v otdalennye sroki posle rezektsii zhelud- 
ka. [Blood sugar and hypoglycemic syndrome in 
- ulcer some time after gastrectomy] p. 15- 


43234 GORDON OL, MARKOVA G F, OLENE- 
VA V A, TARNOPOL'SKAIA PD Rol’ 
penitsillinoterapii v kompleksnom lechenii bol'nykh 
iazvennoi bolezn'iu. [Role of penicillin in the 
combined therapy of peptic ulcer] p. 22-6. 


43235 BELIAEVA ZV Khimicheskie faktory 
vozbuzhdentia i ikh sviaz' s 
ii u bol'nykh iazvennoi 
bolezn'iu. [Chemical factors of nervous excita- 
tion and their relation to disorders in 
peptic ulcer] p. 26-32. 


42236 SEMENOVA KN, BELIAEVA ZV Srav- 
nitel'nye dannye effektivnosti lecheniia 
nym sonnym tor bol'nykh 
heskoi i iazvennoi bolezn'iu. [Compar- 
ative results of therapeutic efficacy of sleep-in- 
in hypertension and peptic ulcer] 
p. 33-40. 


23237 SAMSONOV VA Oklinike probodnoi 
iazvy zheludka i dvenadtsatiperstnoi 

duodenal ulcers} p. 


4323@ NIKULIN PS Funktsional’naia deiatel’- 
nost' zheludka u lits s neirotsirkuliatornoi 
kog: [Functional gas- 
¢ type of y 


43239" VIA_ K voprosu ob 
evakuatornoi funktsii zheludka posle re- 
zektsii ego distal’ —- otdelov. [Evacuation func- 
-tion of the stomach after resection of its distal 
Segment] p. 52-6. 


43240 NOSOV SD, KUZNETSOVA RV Odif- 
p. 57-61. 

43241 LEVENSON VI, VOLGAREV MN, RAI- 

KHLIN NT Ps yi kolit 

pri lechenii biomitsinom. [ Pseudome: 

colitis in biomycin therapy] p. 61-7. 


43242 MIKHLIN SIA, LEVITSKIIT LM Oso0- 

stoianii fermentativnoi funktsii tonkoi 
kishki v otdalennom periode posle rezektsii zhelud 
ka po povodu raka. [Remote effect of gastric re- 
section in cancer on enzymatic function of the 
small intestine] p. 67-70. 


43243 SUDAKOVA SA Vilianie riboflavina na 
antitoksicheskuiu funktsiiu pecheni. [Ef- 
fect of riboflavin on the antitoxic function of the 
liver] p. 71-5. 
43244 DORONIN FN K voprosu o khirurgiche- 
skom lechenii kholetsistita. [The prob- 
= of surgical treatment of cholecystitis} p. 75- 


43245 SEDLOVETS MP Znachenie efirora- 
stvorimogo bilirubina. [Significance of 
ether-soluble bilirubin} p. 84-8. 
43246 ARAPOVA EP K voprosu o tsitodiag- 
nostike raka zheludka; predvaritel'noe 
(The problem of cytodiagnosis in 
bh cancer; prel y report] p. 88-91. 


ami 
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43248 TUSHINSKAIA M M, ZHURAVLEVA TB 
Sluchai pervichnogo sistemnogo amiloido- 

za. [A case of primary systemic amyloidosis} 

p. 95-101. 

43249 ———— KH L, LEVIN GL, ADO 

MA Pervichnyi amiloidoz s preimu- 
iazyka i serdtsa. 
(primary amyloidosis with predominant lesions of 
the tongue & heart] p. 101-4. 


43250 SHAMESOVA LG Pervichnyi amiloidoz 
8 rasprostranennym porazheniem sosudov. 

aan amyloidosis with disseminated vascular 

ons} p. 104-7. 

4325: KUKLINA AA Sluchai pervichnogo ami 

pg [A case of primary amyloidosis] 

Pp. 


43252 LAPAEV II Opyt lecheniia bol'nykh 
khronicheskim gastritom dal'nevostoch- 

nym limonnikom. [Result of treatment of chronic 

gastritis with Schizandra chinensis] p. 109-12. 


43253 GLEZER GI, TRESKUNOV K A Iazven- 
naia bolezn' u lits molodogo vozrasta. 
[Peptic ulcer in young adults] p. 113-7. 


43254 DIACHENKO VN, ALFIONOV IU M 

i po Kassil'-Grashchenkovu 
bol'nykkh bolezn'iu. of Kassil- 
af peptic ul- 


cer] p. 118-9. 


49255 GORODETSKM EO Opredelenie inten- 
sivnosti emigratsii leikotsitov dlia diag- 


43256 NEKRASOV V P, ORLOVA MV Semei- 


ostrym pankr 
[Family epidemic of acute pancreatitis] p. 124-7. 
43257 AL'TSHUL' A 8 Sluctiai 
dokri 


duodenal'noi neprokhodimost'iu. fA case of cere- 
bral endocrine cachexia with spastic duodenal ob- 
struction] p. 127-9. 


43258 SHUR MS Lechenie bol'nykh khroniche- 
Bl. 


‘a with biomycin 
and ekmolin per rectum in combination with vita- 
min Bl} p. 130-3. 


43263 RYSS SM, SMAGIN VG 


ich 
— clinical picture 
p. 20-7. 


Khronic 


13264 MS Sravnitel'naia 


[Comparati 
dicoumarin and fenilin] p. 29-32. 


43265 RI Uroven' 


echenii zlokachestvennoi gipe: 

tension] p. 38-45. 


LESHC HINSKI LA, TRET'IAKOVA 


[Result of combined in- 


43267 


binirovannogo (vnutriv 

vvedeniia penitsillina. 
and P 

tion in pneumonia therapy] p. 45-8. 

43268 DUBILEI VV Opyt lecheniia nagnoitel'- 


43269 CHERNOMORDIK AB Sinegnoinaia i 
infektsiia kak sledstvie nera- 

tsional'noi terapii antibiotika 

Proteus infection as a sequel of irrational antibi- 

otic therapy] p. 52- 


43270 SIGAL NN Lechenie dibazolom pri 

cheskoi bolezni. [Treatment of coronary insuf 

ficiency and hypertension with dibazol] p. 55-8. 


43271 KOLOSOV AV, BELIAEVA NK, BITKO- 
VA SI Dlitel'noe lechenie rezerpinom 
bol'nykh gipertonicheskoi bolezn'iu 
usloviiakh polikliniki. [Prolonged treatment of 
ion in polyclinical conditions with reser- 
pine (erpasil)] p. 58-65. 


43272 GLEZERGA Primenenie rezerpina v 
ambulatornykh usloviiakh pri gipertoni- 


43273 GUSEVA NI Lechenie bol'nykh giper- 
tonicheskoi bolezn'iu rezerpinom. 
eee of hypertension with reserpine] p. 68- 


43274 ZBOROVSKII AB K klinicheskomu pri- 

meneniiu novogo otechestvennogo prepara- 
ta nitranola. [Clinical use of a new Russian prepa- 
ration nitranol] p. 71-5. 


43275 pom AT, BUNATIAN V P, 


43276 DOTSENKO IAN 0 viiianii atropina na 
chastotu serdechnykh sokrashchenii. 
[Effect of atropine on the heart rate] p. 81-4. 
43277 STRYGINA TA 
skogo deistviia pe: kaliia pri 
tireotoksikozakh. [atady of the therapeutic action 


43278 SHURYGIN DIA Lechenie bol'nykh 


perkhloratom kaliia. 
[Treatment of thyrotoxicosis with potassium per- 
chlorate] p. 87-93. 
43279 MILEVSKAIA IU L 0 tseiesoobraznosti 
bol'shikh doz vitamina B12. 
Expediency of the use of large doses of vitamin 
12] p. 93-7. 


43280 VP Nekotorye itogi 


heniia dykhatel' nykh 
pettemtcttte. [Some results of treatment of 
respiratory disorders in poliomyelitis} p. 97-103. 
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43259 — AF 
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43260 NM voennyi gospital’ 
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letiiu so Prin- 
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“Klin. med., Moskva 36(3) Mar 58 
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predstavitel' sovetskoi 
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Soviet 


p. 3-7. 


[Use of ultra-sound in treatment of een non- 
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process] p. 112-8. 
43284 SHNIREL'MAN AI, CHEPRAKOV + 


fection] p. 119-21. 


43285 ZVONAREVA VV 

vremia pru nekotorykh infektsionnykh 
bolezniakh. time in some infec- 
tious diseases} p. 121-4. 


43286 SEMENOVA EI Kolichestvennye 
eniia sutochnogo vydeleniia bilirubina 5 
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pishchi. [Quantitative changes in twenty-four 
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ease under the influence of food intake] p. 124-9, 
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43288 BADACHKORIIA M K, KALININA RY 
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terii. [Changes in the blood in various forms of 
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course of Flexner's dysentery] p. 138-40, 


43230 MD Effektivnost' 


of 
reactions of various etiologies] p. 140-3. 
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43292 REINBERG SA Problema bezopasnosti 
rentgenologicheskikh issledovanii. 
[Problem of safety in roentgenological examina- 
tions] p. 3-14. 


43293 UGLOV FG Profilaktika i ranniaia 
diagnostika — prichiny pozdne- 


43294 AV  Primenenie radioaktivny- 
kh izotopov v klinicheskoi meditsine. 

isotopes in clinical medicine] 

P. 5 


43295 MATS DI, MIZIAK LE Nekotorye dan- 
nye po statistike raka legkikh. 
on p. 36- 


43296 SADOF'EV AI O dal'neishem razvitii 
funktsii yneshnego dykhaniia. [Further develop- 


ment of the roentgenological method of study of the 
function of external respiration] p. 41-5. 


43297 LEVINA LA K voprosu ob odnostoron- 
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physema of the lung] p. 45-8. 


43298 PI Oklinicheskom 


raspoz- 
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stomach into the free abdominal cavity] p. 75-80. 


43904 BRAITSEVA NN, GINZBURG Zio- 


lezy i ikh diay Malig 
creatic cysts and x-ray ual p. 81-5. 


43305 DORONIN FN 0 vnedrenii toshchei 
kishki v zheludok cherez gastroenteroan- 
astomoz. [Invagination of the small intestine into 


p. 85-8, 


43306 FRANKENBERG BE, Al 
K voprosu ° 
yoma of the b] 


43307 KOZLOVA EK O porazhenii kostei i 
sustavov pri sakharnom diabete. 
[Lesions of the bones and joints in diabetes melli- 
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49310 elenie skorosti krovotoka 
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phorus} p. 104-7. 
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method study tempera- 
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49914 NESIS Al, PORTNOV RA Sluchai raka 
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. [Treatment of severe burns] 
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43319 GREBENSHCHIKOVA VG, TSINZER- 
LING A Sluchai razryva serdtsa s 

neobychnym techeniem. [A case of cardiac rup- 

ture with unusual course] p. 129-31. 


4399290 RUBAKIN AN V. V. Veresaev, vrach- 
pisatel'; k 90-letiiu so dnia rozhdeniia. 
|. V. Veresaev; physician and author, on his 90th 
iy] p. 132-8, 
43921 SYSAK NS Vazgiiady Rudol'fa Virkhova 
na problemu lokal' nogo i oe v 
| k 100-letiiu Tselliuliarnoi 
Virthova. [Viewpoints 
problem of the local and general in medicine, 
the centenary of Cellular Pathology of Virehow]. 
p. 139-43, 
43322 RAFES U O 
pol'skogo vracha-' filosota Vv. 
li i aforismy o vrachebnoi etike. 
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43323 Al Voprosy etiologii, le- 

i profilaktiki revmatizma. [Prob- 

ne ot eons, therapy and prevention of rheuma- 
Pp. 


43324 ZHDANOV VM Profilaktika i lechenie 
grippa; nekotorye uroki pandemii 1957 g. 

[Prevention and therapy of influenza; certain as- 

pects of the pandemia of 1957] p. 18-21. 


43325 KUSHELEVSKII BP, SHMIDT ED 

znachenii trombozov’ i embolii v obshche- 
bol’nichnoi letal'nosti i roli antikoagu!iantov v ikh 
preduprezhdenii. [Significance of thrombosis and 
embolism in general hospital mortality and pre- 
ventive role of anticoagulants} p. 22-8. 


43326 F Z Ocznachenii koordina- 
funktsii b 


v kompensatsii porokov serdtsa. (Sig- 
nificance of the decrease of circulatory function 
coordination in compensation in cardiac defects] 
Dp. 29-34, 
43327 EPSHTEIN F G, SERGEEV N Vv, SORO- 
KINA E IU Klinicheskoe techenie grippa 
4-Azlia 57 u vzroslykh. {Clinical course of Asi- 
atic influenza A 57 in adults} p. 35-42. 


43326 TUSHINSKII MD, STAVSKAIA V V, 
IAROSHEVSKII a lA, DAVIDENKOVA 
ae SKARLATO E S, KANE L, SKRIABINA E A 
K klinike pandemii grippa 1957 g. [Clinical as- 
pects of pandemia of influenza in 1957] p. 43-8. 


43329 GAL’PERIN EA Klinika grippa i voz- 


] p. 48-56 


43330 RITOVA VV Btio! 

nost' epidemicheskoi vspyshki gri 
1957. [Etiological characteristics of 
Ological outbreak of influenza in 1957] p. 56-62. 


43331 TEODORI MI, ALEKSEEV GK O khi- 


. [Surgical intervention in 
myocardial infarct] p. 62-73. 


43333 TROFIMOVA TM Belkovye fraktsii 
syvorotki krovi pri revmaticheskikh i in- 
fekt. ificheskikh poliartritakh. 
[Protein fractions in the blood serum in rheuma- 
infectious non-specific polyarthritis} 
Pp. 


43334 LUR'E IAL K voprosu o sostoianii 
vysshei nervnoi deiatel'nosti u bol'nykh 


revmatizmom. 
matism] p. 84- 
43335 IONKOV I, MATEV M, TOSHKOV A, 


GRIGOROVA M Ispol’ zovanie antistrep- 
tolizinovoi i ea reaktsii pri 


hol 


drugi 
rheumatic and other joint diseases} 

p. 88-93. 


43336 VESEL'NIKOV LV ob"em 
brashch doi 
mitral'noi komissurotomii. eee and 


postoperative minute volume in commissurotomy] 
p. 93-103. 


43337 — MD Opr kh 
kta miokarda. [Processes of heal- 
ing in infarct] p. 103-10. 


4333g GOL'DBERG G A, DEMIDOVA NI K 
stoikom atrioventrikuliarnom 


ritme serdtsa. [ atrioventricular car- 


diac rhythm] p. 110-4, 
43339 AGADZHANIAN GI Lechenie digipure- 
s 
nost'iu krovoobrashcheniia IJ i Ill stepeni. 
degrees chronic cardiac 


insufficiency} p. 114-20. 


43340 SHTRAIKHER A P, IVANOVA AA Slu- 
chai prekrashcheniia mertsaniia predser- 
dii u bol'nogo posle operatsii po povodu raka zhe- 
ludka, [Interruption of a case of auricular flutter 
following surgery of gastric cancer] p. 120-1, 


4334! APTEKAR' SG, LORIE KM Vliianie 
askorbinovoi kisloty na svertyvaemost' 
krovi, [Effect of ascorbic acid on blood coagula- 
tion] p. 121-7. 


43342 EMEL'IANOVA NN Metod elektromio- 

grafii v diagnostike poliartritov. [Meth- 
od of electromyography in diagnosis of polyarthri- 
tis) p. 128-34, 


43343 ZAGORSKAIA E D, SHASKOL’SKAIA 

NG _ Ob odnoi rasprostranennoi oshibke 
statisticheskogo analiza v klinicheskikh rabotakh. 
[A frequent error in statistical analysis in clinical 
work] p. 134-7. 


43344 MITEREV IUG Lechenie khronicheskoi 
koronarnoi nedostatochnosti aprofenom. 
[Treatment of coronary insufficiency with apro- 
phen] p. 138-9, 


43345 SHADIN MIA Novaia metodika oprede- 
leniia 


43346 FETISOV NS datchik 
dlia zapisi 
counter for registration of pu’ se] p. 145-6. 


43347 MASIK M MG Sluchai sen.einoi gemor- 


patii (bolezni Ville- 
branda- lurgensa). [Case of familial hemorrhagic 
capillaropathy, Willebrand-Jurgen's disease} 


p. 146-8, 
RUBTSOVA N F, SHISHOVA AA Dva 
43348 


ykh izmenenii elek- 
trokardiogrammy. [Two cases of specific elec- 


trocardiographic changes} p. 148-51. 


43349 wed professora Borisa 
Aleksandrovicha Chernogubova. [Life 
and activities of Prof. Boris Aleksandrovich 
Chernogubov}] p. 156-7. 


43350 PAMIATI Leonida Filippovicha Dmitrenko. 
In memoriam: Leonid Filippovich Dmi- 
trenko] p. 158-9. 
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SOBANSKI J Wszczepienie soczewki 


4335! akrylowej do przedniej komory oka dla 


acrylic lens in the anterior chamber of the eye to 
prevent astereoscopy in cases of unilateral apha- 
kia] p. 1-4, 


43352 RUSZKOWSKI M, SEGAL P 
biakek 


tion experiments with crystalline lens proteins} 
p. 5-10. 


ORZOWSKI W J, WEKKA Z, BARTOSIE- 
43353 WwiCz W, NOWAKOWSKI W Zachowanie 


43332 GOLUBEV IS 0 techenii skryto prote- wem promieni X w warunkach 
kaiushec! revmokardita u bol'nykh v 

otdalennom*periode posle 

mui. -commissurotomy latent rheu- experimental x-irradiation. 


tovels} p. 11-8, 


43354 ALTENBERGEK §S W sprawie usuwania 
magnetycznych cial obcych 2 galki oczne}. 

[The removal of foreign bodies from the 

eyeball} p. 19-24, 

4335S RUDOBIELSKI R Leukergia w chorobach 
zapalnych galki ocznej. [Leukergy in in- 

flammatory diseases of the eye] p. 25-30. 

43356 — 


chorych af theed ta 
retina of diabetic patients] p. 31-7. 


43357 BERNARDCZYKOWA A Przypadek zato- 
ru y Srodkowej siatkéwki. [A case 
of embolism of the central retinal artery] p. 39- 


43356 OSTERCZY H Rozszczepienie siatkdéwki 
45-7 
p. 45-7. 


43359 


4336) OMULECKA D , Przyczynek do statystyki 
(morbus — 

pel-Lindau). [Contribution to the 
of the retina (Hippel-Lindau disease) 


p. 67-70. 
43362 MADROSZKIEWICZ M _Dwubiegunowa 
w leczeniu twienia siat- 
kéwki. [Bipolar el lysis in the tr of 
retinal detachment) p. 71-80, 
43363 MIS M Nasadka 


[An ophthal pe-mi 
ter] p. 81-6. 


43364 MIS M Prototyp adaptometru prostej 
konstrukcji ze skala do wykresu krzywej 
daptacji. [Ap ype of a simply-constructed 
adaptometer with a scale for marking the adapta- 
tion curve] p. 87-94. 


43365 MIS M Uproszczony aparat do wykresu 
krzywe}j przystosowania narzadu wzroku 
do ci pr ym przez 
wykorzystanie objawu 
[A simplified instrument for m oe the darkness 
adaptation curve by means of an objective method 
optokinetic nystagmus symptom | 


43366 MELANOWSKI WH Dr. Janina Bukow- 
ska-Frankowska (12. 11. 1890-20. 8. 1957). 
p. 119-20. 
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43367 MAJEWSKI KW Przypadek rzgs niez- 
@fugoéci, [A case of uncommonly 
long eyelashes] p. 121-4, 


43365 WILCZEK M koniecznoéci stosowania 
specjalnych lekkich szkiet u malych dzie- 


removing 
the vitreous body] p. 127-8. 


43370 J Spostrzezenia nad przypadka- 
mi zeschniecia spojéwki i rogéwki, pota- 
czonymi z rogéwki obnizeniem czucia 
d corneal 
sensitivity ‘in infants with ith xerophthalmia and kera- 
tomalacia] p. 129-38. 


BULANDA M Zastosowanie furacyny w 
[Use of furacin in ophthal- 


43371 
mology] p. 139-42. 
43372 GERGOVICH H Analiza zezéw leczonych 

operacyjnie w Klinice Choréb Ocgu A. M. 
w Krakowie w latach 950-1908. 
strabismus cases treated 
thalmological Clinic of the Academy of Medicine of 

, during the years 1950-1955] p. 143-9. 


4 MAZUR Ropiet [Abscess 
3379 of the sclera] p. 151-3. 
43374 J Nowotwory 
. [Neoplasms of the lacri- 


mal sac} p. 188-8. 


43375 BULANDA M Samouszkodzenia oczu. 
[Self-inflicted injuries of the eyes} 
p. 159-63. 
43376 SRZEDNICKA-CHRZANOWSKA K Przy- 
padek uszkodzenia oka fioletem metylo- 
wym. 
olet] p. 165-8. 
43377 J, MAZUR J Mechanizm { sku- 
przem urazow oczu. [Mech- 
anism and q of i l eye injuries) 
p. 169-78, 
43378 ZIOBROWSKI S Spostrzetenia dotyczace 
grudlicy oka u dzieci leczonych w Sanato- 
rium Ocznym w Zakopanem w latach 1955-1956. 
[Observations on eye tuberculosis in children 
treated at the Eye Sanatorium in Zakopane, during 
the years 1955-1956] p. 179-86. 


43379 SEGAL P W sprawie akrylowych socze- 

wek wprowadzanych do przedniej komory 
oka. [Implantation of acrylic lenses in the ante- 
rior chamber of the eye] p. 187-93. 


43380 SZMYT J Wyniki poréwnawezych badan 
201 


43361 L Przyczynek do leczenia 
angiomas of the orbit) p. 203-8, 

43362 Wrodzone nieprawidtowe 
cyjnie. 
surgically] p. 200-13. 

43383 A przycz 


go ( 
phthalmitis larvosa). {Larval of the 
vitreous body causing severe endophthalmitis lar- 


vosa] p. 215-8, 


it of 
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43384 HADNAGY C Zur Frage der Zwischen- 

fille bei Transfusion mit infizierten Blut- 
bzw. Pl Cc ti in trans- 
fusions with infected ‘blood or plasma] p. 97-110, 


43305 BENZER H Dies 


klinik in den letzten 24 Jahren (1933 bis 1957). 
[Subphrenic abscess of the ist Surgical Clinic of 
the University of Vienna in the last 24 years 
(1933-1957)] p. 110-3. 


43966 OTT A Fabellapartita, p. 113-5. 


43337 PRIESCHING A Anatomische Bemer- 
zur hohen lumbalen Ao: 
remarks to high lumbar aortography] 
p. 115-' 


Klin. Med., Wien 13(4) Apr 58 


43386 PORTELE K Splenosis peritonei. 
p. 145-52. 


43369 SEYSS R Zur Réntgenuntersuchung des 
mit oralem oder intrave- 
nosem Kon ti of 
the biliary tract with oral or intravenous contrast 

medium} p. 153-7. 


43990 HOWANIETZ L Ein Fall von Mukoviszi- 
dose. [Case of mucoviscidosis) p. 157- 
63 


43391 BENZER H Die subphrenischen Abszes- 
se an der I. Chirurgischen Universitats- 
klinik in den letzten 24 Jahren (1933-1957). (Sub- 
phrenic abscesses at the Ist Surgical University 
Clinic in the last 24 years (1933-1957)] p. 163-4. 


43392 ZIMMER W Zur Frage der Vasektomie 
als praoperative Massnahme. 
tomy as preoperative measure] p. 164- 
ULLIK R_ Geheilter Fall von perimandi- 
43393 ab der Phi Cured 


case of } 
p. 167-70. 
PRIESCHING A 
43000 zur Vermeidung operativer Rekurrens- 
Studie. [Recurrent 
oem nerve dissection in the prevention of sur- 
gical injury to the recurrent laryngeal nerve; ana- 
tomical study] p. 170-80. 
23395 ILL H Zur Frage postoperativer Pas- 
Sagestorungen nach Magenresektion. 
[Postoperative passage disorders after stomach re- 
section] p. 181-7. 


“Klin. Med., Wien 13(5) May 58 


43396 SCHIMA E TOdliche Sepsis nach banalen 
Ver = [Fatal sepsis after banal 


433937 Do cyto- 


statics interrupt heating] 200. 


43396 ROLLER M Pathologie und Therapie ¢er 
Furunkulose in molekularpathologischer 
Betrachtung. [Pathology and therapy of furunculo- 
sis in molecular pathological analysis} p. 200-5. 
NOSKO L Zur externen Therapie 
43393 chroni Der External 
therapy of chronic dermatoses} p. 205-9. 


43400 TROJAN E Fraktur des Dens epistrophei 

seitlicher Subluxation des Atlas. [Frac- 
ture of the dens in lateral subluxation 
of the atlas) p. 209-15. 


HELMER F Sakrokozygeales Teratom. 
—_— [Sacrococcygeal teratoma] p. 215-9. 


KLINISCHE MONATSBLATTER FUR 
AUGENHEILKUNDE 
(Stuttgart) 
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43402 ZINNITZ F Vom Einfluss sichtbaren 

Lichtes auf das Vegetativum der Maus. 
[Effects of visible light on the autonomic nervous 
system of mice] p. 161-70. 


No. 4 
bol'nykh ki i nedo 
as radioaktivnogo natriia u bol'nykh koronarnoi nedo- 
[Determination of blood circula- 
v4 tion rate with radioactive sodium in coronary in- | 
's dis- gafficiency] p. 100-4. { 
24-9, | 
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y > 
izen- 
sof 
| 
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GOLIAS-MAKOWSKA J Naczyniakowa- 
4 
| 3360 siatkéwei. [Angiomatosis of the ret- 
| | — 
a penta ello) & ronicheskim netritom. 
- case of combined congenital heart defect (pentad of PEC | 
Fallot) with chronic nephritis] p. 126-7. 
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faniia 
he | p. 95-100. 
| 
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| 
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| 
p. 140-4, 
p. 143-6, 
| 
lei. a ci, [The necessity of using special light-weight 
th- lenses in making eyeglasses for little children} 
p. 125-6, 
43369 WILCZEK M Nowe modele narzedzi do 
st- wydobywania niemagnetycznych ciat ob- 
cych z szklistego. [New model instruments 
: 
| 
ated 
lo- 
nikaiushchie v sviazi s nei voprosy. : 
a of influenza and associated prob- 
| 
rurgicheskikh vmeshatel'stvakh u bol'nykh 
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nie weous humor during 
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43403 DRISCHEL H, SCHAUBITZER HG 
Uber den Einfluss von Novocain auf die 
Kinetik des Lichtreflexes der menschlichen 
Pupille. [Effects of novocaine on the kinetics of 
the light reflex of the human pupil] p. 170-9. 


43404 KITTEL v Ein zum 


dystoner Augen Mech f 
healthy & dysautonomic pose p. 180-9. 


43405 OPPEL O Besitzt der Siugling ein sich 

allmahlich erweiterndes Réhrengesichts- 
feld? [Has the infant a gradually widening field 
of tubular vision?] p. 189-97. 


BURSTIN D VON Strabismus divergens 
mit bei einem 
[Divergent with 
in one of uniovular 


eineiigen Zwilling. 


twins} p. 197-201. 


43407 — E Versuch einer morphologi- 
hen Analyse der Funktion und Dysfunk- 
tion der pererhnrsento Druckregulierung: Anatomie 
und Funktion des Uvea-Trabekel-Systems. [At- 
tempt at morphological analysis of function & dys- 
function of anat- 
omy & function of the uveo-trabecular system] 
p. 201-24, 


43408 LEYDHECKER W Meprobamat 

(2-Methyl-2-n-Propyl-1,3 Propandiol 
Dicarbamat) bei Glaukom und zur Vorbereitung 
augenrztlicher Operationen. [Meprobamate 
(2-methyl-2-n propyl-1,3 prop 
in glaucoma & preoperative care in eye surgery] — 


43409 LABADY A, SZTRILICH L Hamatologi- 
sche Untersuchungen bei Trachomkranken. 

emeeneenn studies in trachoma patients] 

Pp. - 


WEEKERS R, BONNET-DE RUDDER M 
Gonioskopie mit Hilfe des Operationsmi- 
kroskops von C. Zeiss. [Gonioscopy with C. Zeiss 
operation microscope] p. 242-4. 


43411 = K Zur Biomikroskopie des hin- 
ren Augenabschnittes an der Spaltlampe. 
Blomicroeopy the ocular fundus with the slit 
Pp. -5. 


43412 SCHOBER H Ein Handoptometer fur den 
klinischen Gebrauch. [Hand optometer 
for clinical use] p. 246-8. 


43413 PAJOR Cholesteatoma orbitae. 
p. 248-52. 


42414 SCHIRMER R Beitrag zum Herpes 
zoster ophthalmicus. [Ophthalmic 
herpes zoster] p. 252-3. 


43415 EMMRICH K Vorderkammerlinsen aus 
las. [Anterior chamber lenses of 
silicate glass] p. 254-6. 


43416 PAPAPANOS G Aniridia traumatica mit 
aniri- 


43410 


dia with good vision] p. 256-8. q 


43417 VELHAGEN K Augenidrztlicher Besuch 

in Indien. [Ophthalmological visit to 
India} p. 258-63. 
43416 JAENSCH PA Die Zusammenhangs- 

keit und Sicherh im au 4rztlichen G h 
[The question of tio ibility, proba- 
bility in expert testi- 
mony] p. 263- 


Klin, Mbl., Augenh. 132(3) 1958 


43419 DRISCHEL H, ZETT L_ Uber den Ein- 
fluss von Digitalispriparaten auf die Kine- 
tik des Lichtrefl Pupille. 
Effects of digitalis Peel ome on the kinetics of 
ght reflexes of the human pupil] p. 305-11. 


43420 BROSCHMANN D fiber Sensibilitatssts- 


p. 311-22. 


43421 orto J, HILD 


eign body granuloma of cornea] p. 322-8. 


43422 BURSTIN D VON Zur Frage der Mela- 
nombildung durch Adrenalin, [The prob- 

Pp. 5. 


43423 MOLDENHAUER W Ergebnisse der Nah- 

bestrahlung von Lidkarzinomen. ([Re- 
sults of close range irradiation of eyelid carcino- 
ma) p. 335-50. 


und Probleme bei der v. Reckl! 
schen Erkrankung. aan observa- 
tions & problems in ‘Klinghausen's disease | 
p. 350-63. 
49425 PETERS W Uher die Neuritis optici ar- 
teriosklerotischer Genese. [Optic neuri- 
tis of arteriosclerotic pathogenesis] p. 363-77. 


43426 PETERS G, SEITZ R Die perivaskula- 
ren Begleitstreifen der 
Sevebenseing striae of retinal vessels} p. 377- 


43424 HAGER G iche Beobachtungen 
inghausen- 


43427 SEITZ R Die Riesenzellarteriitis als 
Ursache akuter E [Giant cell 


der Augenheilkunde. 


43423 SCHIRMER R Ein Implantationsgerit 
zur junktivalen Gewebetherapie am 
Auge. [Im subconjuncti- 


plantation 
val tissue therapy] p. 407-8. 
43430 HELLMUTH E Uber Dilatator und Tra- 
nenkaniile in einem Instrument. lator 
& lacrimal cannula in one instrument} p. 409-10. 
43431 ILLG KM Eine neve 
gegen Lagophthalmus. 
lagophthalmos surgery] p. 410-1. 
43432 pe ear G Zur Frage der Digita- 
lis-Anwendung am menschlichen Auge. 
ms problem of administration of digitalis for the 
eye] p. 411-3. 
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LIEB W A, GUERRY Vorderkam- 


[Anteri 


43433 


Aphakien. 
of unilateral aphakia] p. 


43434 ROSER J Vergleichende Untersuchungen 
mit und ohne Cocktail lytique Staroperi- 

erter. [Comparative studies with and without lyt- 

ic cocktail in cataract surgery] p. 475-80. 


43435 SEBESTYEN J Behandlungsergebnisse 
bei akuten Orbitaentzii . [Results 
¥ treatment in acute orbit inflammations] p. 480- 


43436 LIEGL O Trypsinbehandiung in der Oph- 
ologie. [Trypsin therapy in ophthal- 
mology] p. 486-97. 


43437 MISAR R Die Behandlung der Dacryoste- 
nose mit Cortisonplomben. [Treatment 

of ne with cortisone plombage] 

504. 


4343g OTTO J Entwicklung von Kankroiden bei 
Brillentragern. [Cancroid development 
in persons wearing eyeglasses] p. 504-8. 


49439 PIETRUSCHKA G Weitere Mitteilungen 
tiber die Mar ‘Al- 
bers-Schonbergsche Krankheit) nebst Bemerkungen 
zur Differentialdiagnose. [Further information on 
marble bones (Albers-Schonberg disease) with re- 
marks on differential diagnosis] p. 509-25. 


43440 EICKHOFF W Pseudophakia lentis fibro- 
a matosa sive pseudolipomatosa. p. 525- 


BEYER EM Familifre Tortuositas der 
kleinen Netzhautarterien mit Makulablu- 
[Familial tortuosity of the small retinal ar- 
with macular | p. 532-9. 


43442 PETERS G, SEITZ R Zur E e 
bei konnataler Toxoplasmose. [Enoph- 
thalmos in connatal toxoplasmosis} p. 540-8. 


43443 ERDMANN H, ERDMANN R Beitrag zu 
durch 


Sauglingsalter. 
ications in sinus di in infants] 


43444 HEINMULLER G Ein Fall von fettiger 
ration der Hornhaut. [A case of 
fatty degeneration of the cornea] p. 566-8. 


43445 KURUS E Zur weiteren Kenntnis des 
‘ollikularen Lymphoblastoms (Brill- 

Symmers). (Giant follicular lymphoblastoma 
(Brill-Symmers)] p. 568-71. 
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43446 GASTEIGER H_ Beitrag zur Frage der 

Implantation von Vorderkammerlinsen. 
[Problem of implantation of anterior chamber lens] 
p. 609-17. 


43447 JAENSCH PA Sehne’ 
[Tumors of the optic nerve 


hwiilste. 
p. 617-25. 


43448 BADTKE G Neues zur Histologie und 
Genese der atypischen Kolobome des 

Fundus und 


43449 MONJE M Uber die Abbingigkeit der 
Empfindlichkeit fir farbige i im 
feld des nicht farb hb 
d of y for color stiastiation in 
the visual field of the color blind eye] p. 635-46. 


43450 GRAMBERG-DANIELSEN B tee Lokali- 
on und 


optische: 
@uschungen. [Localization and conned of optical 
size delusions} p. 647-55. 


43451 HAGER G Das Blickfeld und Umblick- 
feld bei Normalsic 


gesunden 
mal vision} p. 656-70. 


Operationsmethode 


43452 PIPER HF Doppelseitige Trochleari 
sparese oder Hertwig-Magendiesche 

Schielstellung? [Bilateral paralysis of the troch- 

lear nerve or Hertwig-Magendie strabismus? | 

p. 671-81. 


43453 EHRICH W Resultat nach 
des Hohenschie- 


[Binocular result after operative treatment 
sursum vergens] p. 681-90. 
PAPST W, ESSLEN E, MERTENS HG 
“9454 Die okulire 
hal exte: 
lar muscular , so-called 
externa chronica progressiva] p. 691-707. 
4345S HARMS H Die Dauerdeckung der Horn- 
haut mit Bindehaut. [Permanent covering 
of the cornea with conjuctiva] p. 707-14. 
43456 SCHRECK E Zur Synopsis der Seh- und 
nbahnen Sc’ 
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43458 ae Ablatio fugax bei Praeklamp- 
sie. p. 727-31. 


43459 LORENZEN UK Uber einen Fall von 
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43460 HAMBURGER FA Zur Anwendung gefis- 
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tel am dusseren Auge. [Application of vasodila- 

tors and vasoconstrictors to the external eye} 

p. 735-40. 
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genesis, classification and treatment] p. 293-7. 


43462 TAMM J, BUSCH D, VOIGT KD Das 
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of ACTH] p. 297-301. 


43463 BOGNER K, ENGLHARDT-GOLKEL A, 
PIRNER F, WOLLER I Wher den Ein- 


eit des menschlichen Or- 


43473 FRIEDERISZICK F K, HOFFECKER 
Die Stickstoff- -Ausscheidung im Urin bei 
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temperatures on freeze-dried human mir] 
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43476 STAVITSKY AB, ARQUILLAER 
sulin-Antikérper und ihre klinische Be- 
deutung. [Insulin antibodies and their clinical sig- 
nificance] p. 341-7. 


43477 DALLDORF G_ Neue Virusarten und neve 
Krankheiten. {Mew types of vireses 
new diseases] p. 347-8. 


43478 SCHWAB M Die methodischen Grundia- 
gen der Blut-pH-Messung. [Method prin- 
ciples for measurement of blood pH] p. 349-56, 


42479 WINTERSTEIN H Die hendersonsche 
Gleichung und die Reaktionstheorie. 
[Henderson's equation and reaction theory] 
p. 356-60. 


43480 pete A, HUPE K Fermenthistoche- 
mische Reaktionen an lebenden Zellen in 

gewebekulturen. [Enzyme-histochemical reac- 
tions of living cells in tissue culture] p. 361-2, 


£340| SAUTHOFF R, HANSERT E, MITTEL- 

STRASS HK ‘Studie zur Altersabhingig- 
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ren und das ECHO-Virus Typ 9. [Age factor of 
the sero-immunity of poliomyelitis viruses and 
ECHO virus type 9} p. 362-7. 
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H Studien am 
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49464 STEIGLEDER GK Testmethode auf un- 
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flache; ein Beitrag zur Biochemie der Hornschicht. 
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chemistry of the horny layer] p. 307-8. 
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durch ionisierende Strahlen, [Experimental re- 
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'Neurophysiological principles of the effect 
agents] p. 404-8. 
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43495 VoLLER 1 Uber den Einfluss von Pyrio- 
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[Role of the ‘din system in the normal and 
stimulated blood cell structure] p. 411-7. 
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serum phosphatase during drug therapy of 

p. 417-24. 
49496 SIMON E, MEYER WW Das Volumen, 
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Arteriosklerose. [The volume, volume extensibil- 
ity and the pressure-length relationship of the total 
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49499 STRUPPLER A, WAGNER RF Eine 
einfache Methode zur elektrischen Regis- 
trierung der Gliederbewegungen beim Menschen. 
[A simple method for electric registration of 
movements of extremities in man] p. 432-3. 


49500 SECKFORT H, BUSSANNY-CASPARI W, 
ANDRES E Die serumlipoide unter 
Besonderer Beriicksichtigung des Plasmalogens. 
IK. Die Wirkung des Cortisons auf Serum- und 
Leberfette nach Teilhepatektomie. (Serum 
with a special reference to plasmalogens. 
Effect of cortisone on blood and liver fats am 
partial hepatectomy} p. 434-7. 


4950; JELLINGER K, SEITELBERGER F 
Akute tBdliche Entmarkungs-Encephalitis 


[newts fatal demyelinizing encephalitis after re- 
peated injections of dry brain cells] p. 437-41. 


49502 JAEGER KH, MITTENZWEI H 
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p. 441- 
49509 STICKL H Serumkomplement und 

. [Serum complement and in- 
testinal flora] p. 442-3. 


Klin. Wschr. 36(10) 15 May 58 


43504 GAJDUSEK DC, ZIGAS V Untersuchun- 
gen tiber die Pathogenese von Kuru; eine 


achronic, progressive, degenerative disease of 
central nervous system achieving epidemic pro- 
portions among the natives of the Eastern High- 
lands of New Guinea] p. 445-59. 


NOELLE H Uher die Zellkernstruktur 
der Haut-, Leydig und Sertolizellen 


(Cll structure of skin Leydig and Sertoli 
cells in ch positive ] 
p. 459-60. 


43506 GROSS R zwischen Hydro- 

cortison und 
anwendbaren Estern des Prednisons und Predniso- 
lons. [Comparison between hydrocortisone and 
various intravenously applicable esters of predni- 
Sone and prednisolone] p. 460-2. 


43507 ENGLHARDT-GOLKEL A, LOBEL R, 
SEITZ Ww, WOLLER | Uber das Ver- 
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beim Menschen und ihre | diagnostische Bedeutung. 
and of glycolytic serum enzyme 
ont its diagnostic significance] 


43508 SPOHN K, SCHREIER K Subtotale D 
Dinndarmresektion nach Abriss der A. 


lis unter b derer 
Sichtigung postoperativer Stoff: 
gen. [Subtotal resection of the small intestine — 
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alis with special reference to postoperative metabo- 
lism changes] p. 468-74. 


43509 WENNER J ter die 02 Therapie im 
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43510 BOSSHARDT R Urimische 
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und Residual-N. TUremte symptoms and changes 
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43511 LEUPOLD F, Die 
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43518 — G Serologische Untersuchungen 
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43519 KABELITZ HJ Toxoplasmose-lympha- 


tenpunktats 
adenitis: clinical picture, cytology of lymph node 
punctate, treatment] p. 511-3 


KLEINE N, MULLER W, MATTHES M 
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als 
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Ikterus. [Enzyme activity determinations in the 
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serum in 
dice] 516-21. 


49522 OEnME J, SCHWICK G, SCHULTZE HE 
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GOOSSENS N, GASTPAR H, SEITZ W 
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noiden. (Relations between effectiveness and 
toxicity of native heparins and heparinoids] 

p. 524-30. 


43524 HIPPIUS H, KANIG K, SELBACH H 
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pharmacotherapy] p. 530-5. 


SUDHOF H Ein Beitrag zur Bestimmung 
43525 Des halb der 
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43526 PLACER Z Quantitative Bestimmung der 
Aktivitat von pankreatischen 
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43527 DROSTE R Beitrag zur 
Anfarbbarke: 
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FEYRTER F Uber die peripheren endo- 
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des Menschen. 
einfihrendes Referat. {Peripheral endocrine (pa- 
glands of the human; introductory report] 
p. 169-80. 


43529 RATZENHOFER M Der gegenwirtige 
Stand der Karzinoidforschung; pathologi- 


43530 ULEMBECK F Der gegenwirtige Stand 
der Karzinoidforschung; pharmakologi- 

sches Referat. [Current status of carcinoid re- 

search; pharmacological report] p. 196-202. 

4353! SPEGER P Krankheiten und Blutgrup- 
pen. [Diseases and blood groups] 

p. 208-18. 


Krebsarzt, Wien 13(5) May 58 


43532 DWORACEK H 10 Jahre Larynxkarzi- 
an der I. Universititsklinik 
Kehlkopfkrankheiten in 
Wien. [10 Years of treatment of laryngeal carci- 
noma at the University of Vienna First Clinic for 
Otorhinolaryngological Diseases] p. 222-4. 


43533 BLUMLEIN H Zur Atiologie des Larynx- 
karzinoms. [Etiology of laryngeal carci- 

noma] p. 224-6, 

43534 KROATH F Uber Ergebnisse beim 


behandelten Larynxkarzinom. 
of treatment of laryngeal carcino- 
ma] p. 226- 


43535 RICCABONA A 
‘Sur- 


43536 Was 
leistet die hl thod: 


beim Stimmbandkarzinom. [Value of radiotherapy 
of vocal cord carcinoma] p. 230-1. 


cobalt, strontium & 


carcinoma with 
cesium] p. 231-2, 


43538 WODAK E 5 Jahre laryngologische Reih- 
enuntersuc in den Gesundenunter - 
len der Gemeinde Wien. [5 Years 


nach Laryngektomie. [Roentgen cinematographic 
studies on substitute speech after laryngectomy] 
p. 236-8, 
HAUK E Die kombinierte Behandlung des 
43540 mit Opera- 
[Combined & Bayer 
of larynx] 


tion und Bayer E 39, 
E39 of inop 
p. 238-9, 
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4354! WERNER K, SCHEER K E, SCHWAB W, 
EY W Erprengee bei der Behandlung 


43542 BERNBECK R Zum Problem der Skelett- 
was beim blich Genta 


krebs unter b de Ber 

Ovarialkarzinoms. [Skeletal metastasis ee cancer 
of the female genitalia with special reference to 
ovarian carcinoma] p. 276-8. 


43543 SCHMID HH Palliative Operationen beim 
Eierstockkrebs. [Palliative surgery in 
ovarian cancer] p. 279-82. 


43544 MAURER RIEDEN BO Die 


of vulva at the 
Hospital at Erlangen] p. 283-6. 


43545 BURGHARDT E Das Verhalten des 

Stratum basale des Portioepithels in der 
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p. 401-22. 
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439548 FELDMAN JD Effect of estrogen on 
p. 183-200. 


43549 BENCOSME SA, CRASTON DF Elas- 
tase activity of the pancreas and its rela- 


43550 PATTEN SF Jr, BROWN KA Freeze- 
solvent substitution technic; a review 

with an application to fl opy 
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SIEGEL BV Effect of cortisone on sus- 
ceptibility egg to a strain- 
variant avian pox virus. p. 224-30, 


FISHER E R, CREED D L, BAIRD W F 
43552 hol 1 


Effect of hypertension on 
atheroscierosis in the rabbit. I. 
and biochemical studies. p. 231-47. 


43553 visas. TAMAYO R, ROMERO R Role 
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an study. p. 248-57. 


43554 LEVENE CI, GROSS J Evaluation of 
methods in the analysis of 
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43555 MILCH RA A method for isolating rab- 
bit serum albumin for radiotracer metab- 
olism studies. p. 263-70. 


43556 KARSNER HT Matthew John Stewart. 
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43557 my Howard Thomas Karsner. 
279-86. 


43558 wonrr2 AR _ The Institute of Pathology 
of Western Reserve University. p. 287- 
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43559 DOMINGUEZ R, ADAMS RB Renal func- 
tion during and after acute hydronephrosis 
in the dog. p. 292-327. 
43560 DUTRA F The skin in carbon monoxide 
report of two cases. p. 328- 
5. 


43561 HAAS E, GOLDBLATT H On the exist- 
ence of renol, a@ pressor substance of 
ischemic kidney; a critical evaluation. p. 336-47. 


43562 GROSS P, WESTRICK M L, McNERNEY 
J Silicosis; the effect of 
pneumonia upon the distribution of silica in rat 
lungs. p. 348-57. 
43563 HACKEL D B, CATCHPOLE BN Patho- 
logic and electrocardi jographic effects of 
hemorrhagic shock in dogs treated with |-norepi- 
nephrine. p. 358-68. 
43564 KAUFMAN N, KLAVINS JV, KINNEY 
TD Excessive iron jon in rats 
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ease produced by salt. p. 377-86 
43566 LAIPPLY TC, SHERRICK JC iIntra- 
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cell and boy rotation to the 
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43574 HELGASON T Bromideitrun; prjar 
. [Bromide poisoning; 3 case 
reports] p. 4-11. 


LAHEY CLINIC BULLETIN 
(Boston) 


Clin. Bull. 1 


43575 CATTELL RB, BRAASCH JW Long- 
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RIN EV A fatal case of eczema vaccina- 


Jan-Mar 58 


tum in an adult. p. 200-6. 
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media] p. 466-80. 


topes as diagnostic 


4379| GALIBOIS P Anesthésie pour commis- 
surotomie mitrale. p. 481-93. 

43792 UESTRADET H Les hypoglycémies. 
p. 494-516. 

43793 LAPOINTE G La cholélithiase chez les 
jeunes. ([Cholelithiasis in the young] 
p. 517-63. 


Laval méd. 25(5) May 58 


43794 HEON M, SIRO J Un malade et ses 
maladies. [A patient & his ills] p. 589- 
96. 


43795 DUGAL JP Hé h dé 
tions sur treize cas. 
findings on 13 cases] p. 597-' 


43796 HUDON F, JACQUES A, BOIVIN PA 
Fluothane-éther, mélange azéot rope. 
an azeotrope mixture} p. 607- 


43797 BOIVIN P A, HUDON F, JACQUES A 

Quelques propriétés chimiques et physi- 
du mélange anesthésique fluothane-éther. 

[various chemical & physical properties of the 

anesthetic mixture of fluothane & ether) p. 614- 

21. 

43798 A Anomalies de la circula- 

ion pulmonaire visibles sur clichés 

ante” [Ab of 

visible on simple x-rays} p 622-35. 

43799 PLAMONDON M Glaucome 
nouveau concept pathogénique 

glaucoma; new pathogenic concepts} p. 


43800 CM Une nouvelle his- 
re de la médecine. [A new history of 
p. 661-4. 
4380| MARTEL F Les acides 
leur s: 


ication biologique. 
acids & their biological significance] p. 
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(Beyrouth) 
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Lille chir, 13(2) Mar-Apr 58 


43802 INGELRANS P, LACHERETZ M A pro- 
du traitement actuel de la coxaigie. 
[Current treatment of coxalgia) p. 46-58. 


43803 VANDECASTEELE, BONTE, DESRUEL- 


LES, LENGLARD Propos sur 14 sténo- 
ses isthmiques de l'aorte. p. 59-62. 


RUDELLE Cholépéritoine sans per- 
foration. p. 63-71. 


ea 


43804 


metry of open common bile duct] p. 72. 

43806 GAUTIER P, SOOTS G Un cas de goftre 
calcifié; présentation de d ra- 


diologiques. p. 73. 
LUTTE CONTRE LE CANCER 
(Paris) 


Lutte cancer 36(120) Jan-Mar 58 


43807 CHEVALLIER Progres dans la lutte 
contre le cancer. p. 1-2. 


43808 BOUVIER Sommes-nous dans la bonne 
voie? [Are we on the right path?] p. 5- 
7. 


43609 FLORENTIN Le travail d'equipe, con- 
dition ideale du depistage et d'une thera- 

peutique du cancer. [Teamwork; ideal condition 

for the detection & therapy of cancer] p. 8-9. 
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eal- 43777 PROCTOR B Results in tympanoplasty; 
a comparative study of 76 tympanoplas- ; 
‘ ties, contrasted with modified radical, and radical 4 
mastoidectomies, p. 888-99. 
un- 
eit dlung 
Ole- 
jous 
ius and 
mation. p. 535-8, 
torung 
li- fiumspickung. Cartilage joint trans- 
plantation in growth disorders caused by radium | — Pe 
1 | | 
| 
> | | 
7 Beeinflussbarkeit des Mamma-Carcinoms. [Cell 
Sucleus morphological sex and hormonal influence- 
ability of breast carcinoma] p. 485-98. | 
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43810° GUELFI Les conditions favorisant I'ap- 
parition des cancers. [Conditions favor- 
ing the appearance of cancer] p. 10-3. 
43811 OBERLING C L'interet que presente la 
recherche des virus dans les cellules can- 
cereuses. [Significance of virus research in can- 
cer cells} p. 14-5. 


43812 — La surveill du 
[Supervision of the cured cancer 
patient] 16-8. 


43813 REDON H Les progres de la chirurgie 
dans le traitement du cancer. p. 19-20. 


43814 JAYLE MF _ L'exploration fonctionnelle. 
p. 21-35. 


privée: le service des cancereux chroni- 
ques a L'HGpital Saint-Michel. [A fine private 
building: the service for chronic cancer patients at 
L'Hopital Saint-Michel] p. 36-7. 


LYON CHIRURGICAL 


Lyon chir. 3) May 58 


436816 MALLET-GUY P, FEROLDI J, VIDIL R, 
FORAY J, TAVARES P L'exploration 
fonctionnelle manométrique et radiographique er- 

périmentale du canal de Wirsung. II. Analyse des 

effets de 1 I'hyperp wi 


& experimental examination of the 
Pancreatic duct. II. Analysis of the effects of 
on the pancrea- 


duct p 
tic parenchyma] p. 321- 42 


43617 BONNIOT A, BONNET-EYMARD J, BOU- 
CHET Y Resultats des gastrectomies 
pour ulcere: statistique de 400 cas. p. 342-53. 


42818 HORTOLOMEI N, GHITESCO T L’in- 
nervation des anévrismes. p. 368-72. 


43819 GUILLEMINET M, CABANAC J Valeur 
de l'enclouage médullarie dans les formes 
‘raves de pseudarthroses congénitales du tibia. 
Value of medullary nailing in severe forms of con- 
genital pseudarthrosis of the tibia] p. 373-80. 


43820 atees H, GOUDOTE E Le traitement 
rthopédique des fractures de la 
OE. par la méthode du platre pendant (ou 
platre suspendu): 56 observations recueillies en 
18 mois. [Orthopedic treatment of fractures of 


month period] p. 381-93. 


4382| DELANNOY E, MARTINOT M, SOOTS G 
Sarcomes du mesentere et du mesocolon. 
p. 394-404. 


43822 JUVARA J, MANESCO G, VASILESCO D 
Les fistules bilio-bronchiques d'origine 


hydatiq [ hial fistula of hydatic ori- 
gin] p. 405-17. 
43623 AVET J Reflexions sur les resultats 


brales. on the 
cerebral p. 418-28. 


43824 DENISE H Péritonite appendiculaire; 

opération de Noble; vérification opéra- 

toire 2 ans 1/2 plus tard. [Appendicular peri- 

tonitis; Noble operation; operative results 2 1/2 
years later] p. 429-31. 


43625 CREYSSEL J, MOURGUES GDE Sur 
l'effet des actions de pression axiale dans 

pressure in bone consolidation] p. 431-2. 


43826 GROS M, KELING R La valeur de la 
dans le 
lies saignantes. [Value of mastog: 
the of breast hemorrhage] p. 433-5. 


43827 MOLE L Reconstitution du ligament 
croisé antérieur par le procéde de Smillie. 
Restoration of decussated anterior ligaments by 
he Smillie procedure] p. 435-8. 


43828 FERRY C Intérét du Noble dans les 
péritonites aigués: A propos de huit ob- 

servations. [Value of the Noble ope. operation in 

acute peritonitis: 8 case reports} p. 438-45. 


43829 BEUAUJEU JDE, LATREILLE R 
Exérése bilatérale pour dilatations des 
bronches. p. 445-8. 


43830 SANTY P, MARION P, GRAVIER J, 
ESTANOVE 8, GOUNOT J Fermeture 
directe d'une communication inter-auriculaire sous 
hypothermie. (Direct closure of an interauricular 
communication under hypothermia] p. 449-51. 


4383| MARION P, VIARD H, GOUNOT J, 
DESGOUTTES JL Récidives hémorragi- 
par rupture de varices oesophagiennes aprés 
oesogastrectomie polaire supérieure 
d'urgence. [Recurrent hemorrhages caused by 
rupture of jh 1 varices foll 


phag ng splenec- 
emergency upper polar esophagogastrectomy] 
1-2 


43832 BEZES H, ZINSOU R, GOUDOTE E 
Néphrectomie chez un nouveau-ne: rein 

polykystique unilateral ou bien kyste multiloculaire 

du rein. [Nephr in a newb 

polycystic kidney or otherwise multilocular cysts 

of the kidneys] p. 452-6. 


d'une statistique d'angiographies cere- 
of 


R-466 


Volumineux lefo: du méso- 

célon transverse (3 kg. , Cher un enfant de 10 ans). 

(9 in a 10-year-old child)] p. 456- 


43634 MICHAUD P, VIARD H, CHANDENSON 
° MICHEL c Atrésie congénitale de 
oesophage avec fistule ceso-trachéale; 
opéiration; guérison. [Congenital atresia of the 
with nag 1 fistula: operation; 
recovery] Pp. oe. 


43835 LATARJET, DUROUX P E, LACOSTE P 
Le développement du péritoine. p. 465-6. 


43836 KOCAOGLU Ay I Kystes 
‘iques de la rate. [Hydatid cysts of 

the spleen] p. 466-71. t 

43637 GIRARD, ESTRAGNAT R_ Dilatation 
aigué du cholédoque et corps étrangers 

intra-vatériens. [Acute dilatation of the common 

bile duct & foreign bodies of the ampulla of Vater) 

p. 472-3. 


43838 DESJACQUES R, GROZEL, REBOUILLAT 
Septicité de la muqueuse gastrique dans 

l'ulcére et dans le cancer gastriques. ([Septicity 

of the gastric mucosa in ulcer & gastric paw 

p. 473-4. 


43839 SANTY P, VIARD H, CHARNAY P, 

DEGOUTTES JL, BRAILLON G 
Hépatectomie droite réglée pour hépatome. 
right te for hepatoma] 
Pp. -80. 


43840 SANTY P, MICHAUD P, VIARD H 
Cancer sur megaocesophage. p. 354-67. 
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4384! PLAUCHU M, DELAHAYE J P, GUILLOT 
M Coma diabétique avec hypokaliémie 
précoce et rebelle:4 propos d'une observation. 
coma with early & obstinate hypokalemia: 
case report] p. 537-44 


43842 a M, CARRON, BLANC J, TRIL- 

LET Alcalose métabolique hypochlo- 
soude (900 grammes 
‘trois chez un porteur dune 


Lyon méd. 11 May 58 


43854 GUICHARD A, HOLLARD D, FRIES D 
de 


mortelle avec amylose. 
drome; late appearance of a ic 

of the lymph nodes; fatal with amylosis} p. 719- 
28. 


43855 ENKIN M Essai thérapeutique d'une 
nouvelle préparation d'acides aminés 


aration of amino <i6-teen vitamins on irreducible 
neurotrophic disorders] p. 729-34. 

43856 FRANCON F, BELOT R, PERRIER- 

Y Y Calcifications prétibiales 
sous-cutanées dans le rhumatisme chronique dé- 
génératif. [Pretibial subcutaneous calcifications 
in chronic degenerative rheumatism] p. 735-9. 


43857 BRUN J, VIALLIER J, COMBEY P 
L'emphys8me bulleux révélé par des pro- 

cessus infectieux. [Bullous emphysema mani- 

fested by infectious processes] p. 740-2. 


Lyon méd. 90(20) 18 May 58 
43858 PINET F, GRAVIER J, VIARD H, ESTA- 
NOVE S_ Apport de I'hypotension con- 


Pp. 753-60. 
BOUCHER H, PETITJEAN R Aspects 


43859 de la 
primaire dans l'armée (avec film). em as- 
pects of primary bronchial lymph node fistuliza- 


tion in the army: x-ray films] p. 761-72. 
43860 F Etude d'un thrombo- 
de 1 


diagnosis of blood 
ment under the effect of anticoagulants] p. 
84. 


Lyon méd. 90(21) 25 May 58 


4386) SEDALLIAN P, KALB JC, MULLER J 
Entérite cholériforme suraigué 4 staphy- 

locoque guérison par l'éry- 

d' hydrocortisone 


sténose pylorique. (Mi 

with kal ‘aused by of 
in 3 months) ina 
Patient bearing pyloric stenosis] p. 545-50. 


Lyon méd. 90(15) 13 Apr 58 


43843 R, GILLY R_ Traitement du 

diabétique a la clinique médicale in- 
fantile. ‘Treatment of diabetic coma in the chil- 
dren's medical clinic] p. 567-78. 


43844 CROIZAT P Traitement hémostatique 
des hémorragies. p. 579-89. 


Lyon méd. 90(16) 20 Apr 58 


43845 LAGEZE P, GALY P, MEREAUD P, 
TERNAMIAN J Diverticule ou bronche 

anormale? Documents sur la bronche cardiaque 

accessoire. ([Diverticulum or abnormal bronchus? 

Documents on the acessory cardiac bronchus] 

p. 601-8. 


DESPIERRES G, PHELIP H, MICHEL J 
dans le de la 


tuberculose pulmonaire. p. 609-16. 


43847 GODONNECHE J Bronchites chroniques 
et catarrhes bronchiques. p. 617-26. 


Lyon méd. 90(17) 27 Apr 58 


43848 JEUNE M, LARBRE F, DUC H, JARLOT 
B Sur quelques cas de grippe maligne du 

nourrisson et de l'enfant. [Several cases of ma- 

lignant influenza in infants & children] p. 643-56. 


43649 H, PETITJEAN R_ Perspec- 
sur l'étiologie de la pneumonie atypi- 
type Reimann. [Views on the etiolo- 
ey By of te Reimann type primary atypical pneumonia] 


43850 LAPRAS A Conception 
gelures. 


thermique des 
[Thermal concepts of frostbite] 
p. 662-9. 


Lyon méd. 90(18) 4 May 58 


43851 BONNET P Le syndrome paralytique du 
sympathique paratrigéminal (syndrome de 
Raeder). [Paralytic of the paratri- 


geminal sympathetic nerve (Raeder's syndrome)] 
p. 681-6. 


43852 BROCHIER A, DROGUE M, FATH A 


43853 LAPRAS A Pathologie de l'appareil res- 
piratoire en haute montagne. [Pa‘ 

of the respiratory in mountain heights 

p. 698-704. 


par voie (Choleriform subacute 
enteritis caused by ng anti- 
biotic therapy; t with ery y in & 

yd ] p. 793- 


43862 SEDALLIAN P, KALB JC, FAYOLLE J 

Primo-infection tuberculeuse cutanée 
rebelle au seul traitement antibiotique; guérison 
par l'association de la delta-cortisone. (Skin 
tuberculosis primary infection resistant to anti- 
biotic therapy alone; treatment with combination 
delta-cortisone}] p. 797-8. 


43863 BROUSSOLLE P, LAUXEROS G Utili- 
sation de l’'androstanolone- base les états 

dépressifs et les états d'affaibl 

note thérapeutique. [Use of androstanolone base 

in depressive states & states of a mental weakness; 

therapeutic note] p. 799-803. 


43864 PERRET J L'amnios frais dans le 
traitement des ulcéres variqueux. 

[Fresh amnion in the treatment of varicose ulcers] 

p. 804-7. 
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43865 POLANO MK Naar aanleiding van een 
éntje met hardnekkige blaarvorming. 
[A patient with a profuse blister formation] 
p. 145-53. 


43866 ZAANE DJ VAN 
lie door larva migrans visc 


[Chronic eosinophilia 
cerale] p. 154-9. 


43867 — WVAN Creeping eruption, 


van 
fonamide pr 


bij 
[Use of a new sul- 
of 


tis] p. 162-5. 
43869 TEYEMA WK, HATTEM A VAN Idio- 
pathische pulmonaire haemosiderosis. 


p. 166-71. 
43670 PIELAGE JH, LIEMKHE HOO Een 


infection as cause of icterus gravis 
p. 172-7. 


MANEDSSKRIFT FOR PRAKTISK 
LAEGEGERNING OG SOCIAL MEDICIN 
(Kobenhavn) 


Mstr. prakt. laegegern., Kbh. 36(4) Apr 58 
4387; VIDEBAEK A Pernicigs anaemi, patho- 
og behandling. Tnicious ane- 
mia; ite pathogenesis & treatment] p. 125-37, 


43873 KRARUP NB 
saerlig henblik p& 

freestment of diabetes with special reference to 

dietary therapies] p. 173-87. 


43674 LUNDBAEK K _Incitamenter til dia- 
betes- . [Incentives for diabetes 
therapy] p. 188-93. 


43875 Peroral diabetesbehandling. 
~ [Peroral treatment of diabetes] p. 193-7, 


43876 COLDING A, RUBEN A Om indikation 
sugning fra 


og teknik ved luftvejene. 
[Indication for & technic of respiratory suction} 
p. 199-202. 


MAGYAR BELORVOSI ARCHIVUM 
(Budapest) 


Magy. belorv. arch. 11(1) Feb 58 
43877 HERMANN B, CSEPPENTO lL IZSAK T 
A spondylosis deformans kapcsolata egyes 
vegetativ betegségekkel. [Relation of spondylosis 
deformans to some vegetative diseases] p. 1-3. 


43878 BARTA I, GYENEI I, TORONDYJ A 


43873 peed SOLTI E, REV J, REFI Z, 
'YESI K Chlorpromazin hatasa a 

szivizom [Effect of chlorpromazine 

on myocardial hypoxia} p. 10-2. 


43660 BARTA I, GYENEI 1 Vizsgélatok az ex- 
y blood formation] 


is 
Au lh: 


p. 13-5. 


43062 FAREDIN 1, NOVASEEL F, BLABOG 


Ml, Neutrdlis 17-ketosteroidok frakcidinak vizs- 
galata a fekélybetegség aktfv és inaktfv szak4ban. 
‘Studies on neutral 17-ketosteroids. I. Neutral 
7-ketosteroid fractions in active and inactive 
stages of ulcerous disease] p. 20-3. 


43683 GABOR G, TOROK E Az elektromos 
systole T _tavolsag) egyes 
labilis hypertonia of the 
electric systole (Q-T interval) ey certain types of 
labile hypertension] p. 24-8. 
43884 GERO S, ROHNY B, GACS J Adatoka 
rin antilipaemi4s hat4séhoz. A 
lipoidkoncentracié és a lipazeaktivitas valtozdsal; 
a heparinhat4s reversibilitasanak kérd ései. 


MAGYAR NOORVOSOK LAPJA 


(Budapest) 
néorv. 21 58 
véczy L, MOLNAR R, CSILLAG M A 
43685 hatdsa a Gue- 


in hormonal milieu on the radiation sensitivity of 
Guerin carcinoma] p. 65-71. 


43686 KOVACS F, RABATI F, SIMON T Ki- 
sérletek a terhesség alatii méhiri uyomds 


43887 KARDOS F A néi ivarszervi gimékdr 
idészeru problémdi. [Current problems 
of female genital tuberculosis] p. 85-93. 


43888 KOVACS T A kolposzkdpia és célzott i- 
metszés médszerének helye a portiocar- 
cinoma korai di agnosztikdjaban. [The place of 
and 1 d biopsy in the early diag- 
nosis of portio carcinoma] p. 93-101. 


of 
small pelvis} p. 102-17. 


=; 
lion 
oe at tardive d'une réticulose maligne des ganglions, 
lib tamin t 
res aminés sur des troubles neur »phiques 
43872 BUNDGAARD-JORGENSEN F 
Yee fylaksen. [Significance of financial problems in 
prophylaxis of dental caries & periodontal disease] 
Res js LE LORIER V_ Une belle réalisation p. 138-60. 
Mskr. rn., Kbh. 36(5) 58 
r the 
velop- 
lymphocytosis morfol6gidja és klinikaja. 
[Morphology and clinical manifestations of lym- 
phocytosis} p. 4-9. 
ced? <a the humeral diaphysis by the hanging cast method | 
4368; HANKIS J Diabetes insipidusos betegek 
pitressin-inaktivalasa, ([Pitressin in- 
le tae activation in patients with diabetes insipidus] 
p. 16-20. 
| 
a 
pid concentration and lipase activity; problems of 
es oy the reversibility of heparin action] p. 29-33. 
| 
due to larva migrans vis- 
miasis braziliensis. [Creeping eruption, larva 
migrans; a case of ancylostomiasis braziliensis]} 
160-1, 
. toztatasaval. Experiments by changing 
ine pressures during pregnancy] p. 71-84. 
L'emploi du méprobamate en obstétrique. 
p. 687-96. 
chee Nem geval van colisepsis als oorzaak van 43889 MISKOLCZYG A néi kismedence szer- 
e of E. coli veinek neurovegetat{v zavarai. [Neuro- 
| 


tes 
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VARGA K, GEDEONG 
43690  sserzett tapasztalataink. 
with xylocaine) p. 117-24. 


3992 2SUZSA WL, GYORGY V_ Réntgen vizs- 
pancreastivet hérom eset 
wapesan. X-ray detection of pancreatic c: 
cases) p. 73-7. 


ENYI A A szegy pusztfts 
. [Destructive changes of the 


43693 

sternum} p. 78-85. 

43894 FORRAI J A csigolya persistdlé apophy- 
sisei. [Persistent apophyses of the ver- 

tebra] p. 96-92. 


49695 BOGSCH A Adatok a pancreas pneumo- 


Pneumo- 
stratigraphic examination of the pancreas] p. 92- 
1 


GEGESY J Fidkhdl: tartalmazé 
43896  tidéechinococcus Pulmonary 
coceus containing daughter cysts] p. 97-9. 


49697 BARANY J A Csdszér-féle ergomete 
[Csdszdr's ergometer] p. 100-5. 
MINARIK F 


43899 pennoestin P , KOCKAS G, VITTAY P 
Exchange 
of therapeutic tubes} p. 108-9. 


MAGYAR TUDOMANYOS AKADEMIA. 
V.BIOLOGIAI ES ORVOSI TUDOMANYOK 
OSZTALYANAK KOZLEMENYEI 
(Budapest) 


Magy, Tudom. Akad. Biol. Orv. Oszt. Kozl. 
8(4)_1958 


1958 


aspects of the 
havior] p. 305-18, 
43902 NASZ Kisérietek a sarcina flava szir- 
het6 formdival. [Experiments with 
filtrable forms of Sarcina flava] p. 319-36. 


43909 KNOLL J, KNOLL B Patkdnyok maga- 
sabbrendd i idegmtk6désének k{sérletes 
Vissgdlata, Az aktfv reflexek osztdlyozdsa 
és a vizsgdlati médszerek elvének megbeszélése. 
ental studies on the higher nervous ac- 
tivies of rats. 1. Ci: 


43904 TAKACS L, T. SZABO M A haréntcs{- 
kos izomzat, sziv és uterus ATP- és gli- 
kagenta valamint hidrolitikus glik« 


lapotokban exsiccosis, arterids hypoxia), 


43912 outs BOHUS G 
vizsgdlata. content of tiger 
fungi. LL] 
43913 SOLTI F Kisérietes hypoxia- 
KG 1étrehozdsa kutydban izoldlt agyi hy- 
ates [Experimental hypoxic ECG induction 
in dogs by isolated cerebral hypoxia] p. 427-30. 
TORO I, AROS BA thymus széveti 
43914 
Sue responses of the thymus to various influences] 
p. 431-49. 


alkalmazdsa 
bryonal endocrine tissues after the administration 
of anti-antiorgan sera] p. 451-5, 


43916 URI J Emberpathogén gombék az anti- 
bioticum Dermatophyto- 


kutatdsban. 

nok antibioticum termelésérél. [Human-patho- 
genic fungi in antibiotic research. 1. ic 
production of dermatophytes] p. 457-74. 
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43917 VAGUE J, COULOMB J Classification 
ot doe maladies ot réac- 


surrénales 
p. 236-7. 
KIRCHER JP Les hormones cortico- 
surrénales en neurologie. p. 238-9. 
CHAUDERLOT B Les hormones cortico- 
surrénales en neurologie. p. 240. 
CALAMANDREI G Les hormones cor- 
tico-surrénales en ophtalmologie. 

p. 241-6, 

DELON J, DEJEANNE G Les applica- 
tions des hormones 


pédiatrie marocaine. 

in Moroccan pediatrics 
PELBOIS F_ Les hormones cortico-sur- 
rénales en dermatologie. p. 248-9. 


43926 SERGENT M Hormones cortico-surré- 
nales en pratique O.R.L. [Adrenal cor- 
otorhinolaryngological practice} 


43925 


tex hormones in 

p. 250-1. 

43927 GALLET M Emploi des cortico-stérol- 
des en logie. [Use of cortico- 


ophtalmo 
steroids in ophthalmology] p. 252-4. 
43926 FAURE H Les hormones cortico-sur- 


rénales en gastro-entérologie. p. 255- 


FARCOT A Les hormones cortico-sur- 
rénales en endocrinologie. p. 257-9. 
ABITBOL M_ Les hormones cortico-sur- 
rénales en rhumatologie. p. 260-1- 
CATALA L_ Les hormones cortico-sur- 
infectieuse. 


43929 


43930 


43931 


43933 GARNUNG H, MOTILLON, PERLES J, 
REBOUL Emphyséme obstructif du pou- 
mon gauche par corps étranger intrabronchique. 
of the left lung due to in- 


43905 BARTA L, SIMONG A vé és és 
szindroma 


bekdvetkezése 
decrease and ] p. 365- 


y 


43906 1, I, SZABO G, szi- 
perilymphvasculari 
[Perilymphatic edema] p. 371-83. 


[Actinomycetes strains antagonizing human 
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43939 CONTE 8, CAZES G Réflexions sur les 
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des indications d’exérése pulmonaire pour tuber- 
aprés traitement médical 
study lor pul- 
exeresis for tuberculosis pro- 
longed medical treatment) p. 94-6. 
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MAGYAR RADIOLOGIA complexes. rger operation in unstable knees . 
(Budapest) caused by sequellae of complex ligamentary rup- 
tures] p. 12-7. 
58 tions. [Kineplasty of biceps after amputation of ; 
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49944 BUREAU M La tumeur glomique; affec- 
Po tion rare des phalangettes; 4 propos de 2 | 
193-7, 
ogy of adrenal diseases and reactions; therapeutic F 
0} and prophylactic applications] p. 221-30. 
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4399, GARRIGUES JC 
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43992 OLMER J, MURISASCO A A propos 
d'une hépatite épidémique évoluant sous 
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pulmonair: 
de 33 cas. 


Marseille méd. 95(3) 1958 

43995 POINSO R, HAWTHORN E, REDON M, 
VITR éodystrophies 

de l'adulte. 


43996 DUFOUR G, DUFOUR Y, TAMALET J, 

GEVAUDAN P Les miolo- 
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use of radioactive chromium (51Cr) in 

clinical p. 657-62. 

WATKINS AB New surgical treatments 
44088 of deafness simply phen ay vn 662-4. 
PLUECKHABN D, BANKS J 
44089 


44090 CORTIS EM Lumps in the breast. 
p. 668-71. 


, 
ee sols First results from the treatment of various 
| 
Brite dangereusement hyperfonctionnelle au 
cours d'une grossesse gémellaire. [Dangerously 
eae = hyperfunctional splenomegaly in twin pregnancy) 
| 
| 
© Wee 
Marseille méd. 1958 

ment of severe primary tuberculosis in children] 
p. 135-49. 
| | 
| 
| 
| 
demics. 
* chronique du personnel navigant de l'armée de 44067 

ri ee l'air au Maroc; notes cliniques et thérapeutiques; 7 
44069 

| 

be Ag ie p. 221-33. [Historical recollection of the origin, creation and 
ia introduction into service of military sanitary avia- 
tion in France] p. 83-98; contd. 
MEDECINE TROPICALE; REVUE DU 
CORPS DE SANTE COLONIAL 
Méd. trop., Marseille 18(2) Mar-Apr 58 
CROSNIER R Poliomyelite, maladie 
44919 Gactualité. [Poliomyelitis, a current 
disease] p. 205-27. 
| 
| 
F et indications, propos de quatre observa- 
tions. [Kineplasty of biceps after amputation of 

forearm; value and indications, four case reports) 

44923 LAVIRON P, BEYTOUT D Le traitement 

de perforants et ulctres lépreux par | 
eas dihydroalcaloides de l'ergotoxine. [Treatment of 
Bi gh ous anopheles strains in Thies (Senegal) in areas 
treated with insecticides of permanent effects} 
7300-303, 
4 

note on the study, characterization and determina- 
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44091-44201 


“7409! HAWKER R W, ROBERTSON PA Are 


there two oxytocic hormones? p. 671-2. 
YEATES D, SHANNON R_ Review of 
44092 1094 operations for peptic ulcer. p. 672- 

4. 
44093 CARCINOMA of the uterus. p. 682-3. 
44094 ALLAN SEYMOUR WALKER. p. 688-90. 


Med. 1958 
44095 GRAHAM JG Micro- 
radiography. -13; passim. 


44096 HOPPS HC, Peto FL Tissue- 
block and macrosections; 


44097 HEYSTEK HD, HILDRETH RC Radi- 
ography of calcified submandibular calcu- 
p. 20- 


4409g FORTNER SE A hobbyhorse for pedi- 
atric radiography. p. 22. 


44099 BARNETT DJ Nonosteogenic fibroma 
of tibia. p. 26-7. 


44100 MAISSA P A, ZERBO O 
cytoma of adrenal gland. p. 27-8. 


4410! POST JW Hypoplasia of femur. 
p. 28. 


MEDICAL SERVICES JOURNAL, 
CANADA 
(Ottawa) 


Med. Serv. J., Canada 14(5) May 58 


44102 DESMOND SL Prolonged apnoea from 
during clinical anaes- 
p. 313-7. 


44103 GILBERT JE Human behaviour under 
conditions of disaster. p. 318-24. 
44104 CANDAU MG Ten years of health pro- 

gress. p. 325-6. 
WHITTINGHAM H E What has happened 
to quarantine. p. 327-31. 


44106 RODGER KC, BRANCH A The long 
acting sulfonamide drugs. p. 332-42. 


44107 HETHERINGTON RN RCAMC Detach- 


44108 THE KILLING diseases, past and present. 


p. 348-52. 
44109 Fulminating staphylococ- 
cal bronchopneumonia secondary to Asian 
influenza, p. 353-8. 


441190 LAWRENCE R Jr Combat experience of 
the medical battalion of a Marine division. 
p. 93-103, 


High-humidity chamber. 


PLEDGER W W, SHIELDS J F Mobile 
dental-casting machine well. p. 106-9. 


MANHEIMS PJ Phenol red agar base 
medium for disk sensitivity testing. 
p. 110-1, 


44114 CHIEF hospital corpsman devises slide 
Tule on weight standards. p. 112-3. 


44112 


44113 


44115 GIROD GW A laboratory aid for hand- 
large volumes of bacteriological 
Media, p, 114-7. 


44116 WITWER RG First-aid box for use in 
military transport aircraft. p. 118-9, 
44117 — Syringe wrapping. 
1 
44118 ARNOLD RJ Tte aural 
center of the Navy. p. 112-4. 

44119 HAUTH FC Mechanical aids in the 
biological laboratory. p. 125-6. 
McNAUGHTON R P Rhythm rhyme for 
manual artificial respiration. p. 127. 
4412; KAUFMAN LR Submarine medicine 

technic. p. 129-34. 


44122 Food-cart trailer. 
p. 135. 


£4120 


44123 LUCAS GW Radiographic technic for the 
knee. p. 137-8, 


MEDICAL TIMES 
(Manhasset) 


Med. Times, Manhasset 86(6) June 58 
44124 a. FC Prostatic surgery. p. 687- 
92. 
44125 CLARKE NE Rheumatic fever. 
p. 693-9. 
44126 TORTORA AR Acute myocardial infarc- 
p. 700-6. 
44127 RADDIN JB Ovarian dysfunctions. 
p. 707-15. 


44128 BEINHAVER LG, GRUHN JG Eczema 
of infants and children. p. 716-24. 


44129 A 


44130 MEDICAL ethics and etiquette. p. 758- 
60. 


44131 fractures of the hand and wrist. 


COMMON 
p. 780-7. 


44132 FRIEDMAN GA The nurse and the law. 
p. 788-94. 


44133 AKRON City Hospital. p. 795-802. 


44134 pills and principles. 
p. 816-24. 


44135 STABLER NC Investing for the success- 
ful physician. p. 95a-7a; passim. 


Med. Times, Manhasset 86(7) July 58 


44136 MASTERS W H infertility; a family unit 
problem. p. 825-32. 

44137 WHITEHOUSE FW, LOWRIE WL, 
HODGKINSON C P Management of the 

pregnant diabetic. p. 833-9. 

44138 JOHNSTON RL Subshock insulin thera- 
py. p. 840-7. 


WESSON L G Jr Hyponatremia. 
p. 848-51. 


44140 SHUSHAN M Hepatosis. p. 852-4. 

44141 BOINES GJ Emotional stress and hyper- 
tension. p. 9. 

PLOTZ M Obesity. p. 860-3. 


NORBURY F G Danger signals for men- 
talillness, p. 864-8. 


PIKE JB In utero depressed fracture 
of fetal skull. p. 869-71, 


MEDICAL ethics and etiquette. p. 876-7. 


FRIEDMAN GA Artificial insemination 
and the law. p. 905-11. 


44139 


44142 
44143 


44144 


44145 
44146 


44147 FAMILY in pharmacy. p. 921-8, 


STABLER CN Investing for the succes- 


44148 sful physician. p. 89a-93a; passim. 


MEDICAL WORLD 
(London) 
*Med. World., Lond. 88(5) May 58 


44149 MASCALL N Diag of the 1 
diseases. 


p. 409-15. 
44150 FRANKEL E Some complications of in- 
fluenza. p. 416-8. 
4415! D'ABREU AL The extra-corporeal 
heart. p. 418-22. 
44152 MACGREGOR WG Obstetric survey. 
p. 422-6. 


44159 BLINDNESS today. p. 426-9. 

44154 LIVINGSTONE R The philosophy of lei- 
sure. p. 443-6. 

4415S CALDER R Anxiety in the headlines. 
p. 447-50. 

44156 KORNITZER M Adoption and the GP. 
p. 452-4; passim. 


44157 WALLACE D Should the doctor tell? 


p. 461-2. 
44159 SMYTH G Healing virtue in plants. 
p. 483-4; passim. 


Med. World, Lond. _88(6) June 58 


44159 FERGUSSON JD_ Endocrine control of 
prostatic cancer; hormone therapy and 


44160 HENLEY FA Pruritus ani. p. 515-7. 


44161 RUDD TN Problems of sedation in the 
elderly. p. 518-21. 

44162 SHERWOOD SL Lysergic acid. 
p. 522-4, 


44163 CROMBIE DL, CROSS KW The nurse 
in general practice. p. 524-9, 

MITCHISON N Birth control in Bombay. 

p. 543-6, 

44165 WALKER JV Geriatrics: a field for co- 
operation. p. 547-50. 

44166 KLARE H The criminal psychopath and 
the Homicide Act. p. 553-4; passim. 

44167 MILLWOOD JB Clubs for the handi- 
capped. p. 558; passim. 

44168 DALZELL-WARD AJ The essence of 
life. p. 565-6; passim. 

44169 GEE AC Caravans and caravanning; 
public health aspects. p. 572; passim. 


44164 


MEDICINA 
(Buenos Aires) 


Medicina, B. Air. 17(4) Aug 57 


44170 TEITELBAUM H, CROXATTO OC, RON- 
CORONI AJ Valor diagnéstico de la 

ee biopsia de pleura con aguja de Vim-Silver- 
value of the puncture biopsy of 

the the bung with a Vim-Silverman needle] p. 173-83. 


LITVAK J, ARNOLD M + STANBURY 


44194 GOMEZ CVELLAR P, MUNOZ CARDONA 
P, GONZALEZ ALVAREZ J, AZPEITIA 
J, SANZ P Oximetria en el curso de la comi- 
surotomia mitral. [(Oximetry during mitral com- 
missurotomy] p. 259-64. 
44185 manne P, SARTE GONZALEZ J La 
edicina interna en la sanidad militar. 
[Internal ‘auiains in military medicine] p. 265-9. 


MEDICINA, CIRURGIA, FARMACIA 
(Rio de Janeiro) 


Med. cir. farm., Rio No. 264 Apr 58 


44186 ANDRADE M A DE, PEIXOTO HS 
Lesées e estenoses cicatri- 

ciais do h y lesions & 

cicatrical stenoses of the ta & bile duct) 

p. 101-17. 


44187 DC Diagnéstico diferencial 


tween tetralogy & trilogy of Fallot; surgical im- 
portance] p. 118-33. 


44188 ALBUQUERQUE P F DE 
por obstrucSio ureteropélvica. Hydro- 
nephrosis caused by ureteropelvic obstruction] 
p. 134-44, 
44189 JM, LIMA JDAC Doenga 
de Hand-Schiller-Christian (histiocitose 
X, de forma crénica disseminada); relato de um 
caso, com lesdes 6sseas e pulmonares. [Hand- 
Schueller-Christian disease (histiocytosis X, dis- 
d chronic form); case report with bone & 


Hidronefrose 


J contribucién de el ib io en el 
in the diagnosis of ic 
cretinism] p. 184-92. 


44172 VACCAREZZA RF, CROXATTO OC, 
COIRA R Silicosis as- 


lung involvement] p. 145-53. 


Med. cir. farm, Rio No. 265 May 58 


44190 ANDRADE ooo COELHO C A, 
CA Coarctacao da aorta. 


; temporary 
appearance & process of rapid death] p. 193-208. 


44173 AGREST A Edema agudo de pulmén. 
[Acute edema of the lung] p. 209-20. 


MEDICINA 
(Madrid) 
Madr. 26) Mar-Apr 58 


44174 DE LA PENA A, OLIVEROS M Angio- 
lipoma renal masivo benigno del adulto. 


p. 89-99. 
44175 ESCUDEROVALVERDE JA El arte 
pictorico en la renia. [Pictorial 


esquizof: 
art in schizophrenia] p. 100-17. 


44176 BOLTZ CL _ Exito de la vacuna antipolio 
ica. [Success of the British anti- 
polio vaccine) p. 118-21. 


44177 FERNANDEZ-RUIZ C Es urgente la 
organizacidn seria y eficiente de la lucha 
anticancerosa; el cancer de la mujer es un prob- 
lema social. [Urgency of an earnest & efficient 
organization for the anticancerous campaign; can- 
cer in woman as a social problem] p. 122-32. 


Medicina, Madr. 26(5) May 58 


44178 FLOREZ TASCON F J, MOLINA ALONSO 
ton 


virus. aspects of wepatitis} 

p. 133- 

44179 AMARO LASHERAS DJ Efectos gener- 
ales de las explosiones nucleares (atémi- 

cas y termonucleares). effects nucle- 

ar (atomic & ther xp ] p. 151- 

66. 

44180 RODRIGUEZ LOPEZ G Carcinoma de 

de su 


mama: p pre- 
coz. [Carcinoma of the breast: problems in early 
diagnosis] p. 167-86. 
44181 VALLADARES Y Metabolismo canceroso 
. Kil. Efecto 
de la administracién de un antisuero canceroso 
preparado con una nueva desoxir 
(Dng). [Cancer bol & anti ther- 
por ocoel 12. Effect of administration of cancer 
prepared with a new desoxyribonucleo- 
in (Dng)] p. 187-8. 


MEDICINA Y CIRUGIA DE GUERRA 
(Madrid) 


Med. & cir. guerra 20(5) May 58 


44162 GOMEZ DURAN Principios funda- 
mentales del tratamiento de los heridos de 


[c of the arta} p. 159-75. 


KAPLAN Distdrbios do hf- 
drico e eletrol{tico. [Disorders 
water-electrolyte balance] p. 176-203. 


44192 LACAZ C DAS, BECHELLI LM, 
NEGRO G DEL, WERTHEIMER LG, 
AMATO NETO V, RIOS M Blastomicose com 
lesdes 6sseas; registro de trés casos. [Blasto- 
mycosis with bone lesions; three case reports} 
p. 204-20. 


44191 


MEDICINA CONTEMPORANEA 
(Lisboa) 


Med. contemp., Lisb. 76(3) Mar 58 


44193 A evoluglo das 
sobre bio- 


légica. of concept of the 
nucleolus; its biological importance} p. 101-27. 


44194 COSTA QDA The function of 
games in pr ting a well-bal d per- 
sonality. p. 129-37. 


Med. contemp., Lisb. 76(4) Apr 58 


CARTER AB Tratamento dos infartos 
44195 cerebrais. [Therapy of cerebral infarc- 
tion] p. 147-62; English text, p. 162-71. 


44196 RODRIGUES SANTOS 

M DOS Ensaio dos comprimidos de 
litus. [Tests of BZ 55 and D 860 tablets in oral 
therapy of diabetes mellitus] p. 173-91. 


Med. c ., Lisb. 5) May 58 
44197 BARREIROS E SANTOS Ohomem e as 
méquinas; os animais sintéticos e os 
cérebros artificiais. [Man and machines; syn- 
thetic minds and artificial brains) p. 195-216. 


44198 MACHADO FF Forma rara de rotura 
espont&anea do itero. [Unusual form of 
spontaneous rupture of the uterus] p. 217-22. 


44199 VILLARTG Pn oté 
como primeiro sinal dos tumores endo- 
a (Sp h as the first 
of endoth tumor s] p. 223-37. 


MEDICINA ESPANOLA 
(Valencia) 


Med. espah. 39(228) Mar 58 


44200 JL infantil: ausen- 


guerra. [F of the 
of the wounded in war] Pp. 227-50. 

PARRILLA HERMIDA M_ La moviliza- 
44183 ci6n del enfermo y del herido por pro- 
cedimientos reglados y de fortuna. [Mobilization 
of the wounded & sick by planned & emergency 
procedures} p. 253-7. 


total congenital 
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4420! D, CALVO W_ El dolor de cabe- 
za en los procesos impletivos endoc ran- 
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Vol. 34, No, 4 


44202 JC, ROMEU FP El examen 

radiolégico en el estudio del cancer bro- 
quial, yoo al examination in the study of 
bronc! cance p. 230-8. 


44203 PERA BLANCO-MORALES C Patologia 
del esGfago hiatal. p. 239-49. 


44204 RODO LT La crenoterapia de los sin- 
dromes isquemicos cronicos con las 
aguas termales radioactivas de Santa Coloma de 
Farnés (termas orién). of chronic 


Ai 


with thermal 
Of 40 Farnés (Orion hot 
baths)] p. 250-1. 


44205 QUIJADA CL Que es la terapeutica em- 
{What is embryonic therapy?) 
Pp. 


Med. 39(229 58 
44206 DE LA PENA Problemas del carcino- 
ma prostético. p. 281-5. 


44207 ARNAU B, TORMO ALFONSO 
Vv GUENA CANDELA Hipotermia 
paro cardfaco inducido en cirugfa intracardfaca. 
Hypothermia & induced cardiac arrest in intra- 
cardiac surgery] p. 286-98. 


44208 PERA BLANCO-MORALES C Patologia 

del es6fago hiatal. VI. Hernias del hiato 
esOfagico del of the hiatal 
VI. Hernias of the hiatus 


esophagus. 
of the diaphragm] p. 299-316; contd. 
44209 MOLERES FERRANDIS R Reumatismo 
febril. [Rheumatic fever] p. 317-31. 
44210 SANCHIS BAYARRI V, BAYARRI VS 
Impresiones de un viaje; una visita a 
algunos lab ios de mi Norte- 
américa. _ [Impressions ofa journey; visit to 
various North 


ies of 


America] p. 332-41. 


4421| RIVAS ORDURA JB Trascendencia del 
co precoz del cancer gdstrico. 


MEDICINA INTERNA 
(Bucuresti) 


Med. int., Bucur. 10(3) Mar 58 


446212 p. 321- 


44213 uae Imbolnavirile datorite utiliza- 

industrie. [Diseases caused by the use of ioniz- 

radiations to medicine and p. 323- 


44214 GHEORGHIU T Metabolismul normal gi 

patologic al fierului, cuprului gi cobaltu- 
lui. [Normal and pathological m of 
iron, copper and cobalt] p. 335-49. 


FODOR 0, DORIAN V, SZANTAY I, 
BAN A Aprecierea evolutiei hepatitei 
cronice prin cercetare complex4 clinicd, histo- 
patologica si electroforetici. [Evaluation of the 
evolution of chronic yore by complex clinical, 
histopathological and 
tions] p. 351-9. 


44215 


tiga 


44216 GAVRILESC GAVRILESCU M In- 
catiei etilice. 


[Acute renal insufficiency in ethy- 
lic intoxication] p. 361-6. 


44217 PAVEL V, CZERNIK I, 
Valoarea semnificafia clinica a 

ilor numarului ilelor circulante la cardiaci. 

| eages and clinical significance of variations in 

a ee eosinophil count in cardiac patients] 

p. 367-70. 


44219 PIEPTEA RM, MANOLESCU N Nefro- 

gonion (unghiul de jonare renala). 
[The nephrogonion ( the angle of the renal function 
curve)] p. 371-92. 


44219 BUZESCU M, NICOLESCU P Considera- 
fil anatomo-clinice eficientei hor- 


monoterapiei anti antibioti- 
celor in tuberculoza umand. 
— of the effectiveness of combined hormone 


anti-inflammatory therapy and antibiotics in human 
tuberculosis] p. 393-401. 


44220 RA A, BALIMBERG E, GANEA D 
, BELCU C Cortizonul gi ACTH- 


ul fn trata experi: 
epidemic hepatitis; personal experience] p. 403- 


11. 
44221 RADVAN A, RADULESCU 


44222 GEORGESCU A, ZISSUI Valoarea 
semnelor radiologice mm 


duodenite. 
[The value of radiological findings in duodenitis} 
p. 419-26. 


44223 IAGNOV 8S, COSMULESCU I, ZAMFI- 
RESCU-GHEORGHIU M Consideratii 

pide examenului copro- 
[Clinical and laboratory aspects of copro- 

sae examination] p. 427-32. 


4 PETRESCU M, PAPAZIAN R, OLARU 
4224 ¢ tratamentului leuc 


ercaptopurind. [Therapy of acute 
leukemia with 6-mercaptopurine] p. 433-8. 


BRAUNER R, GALEA G, LACK H, 
DEMAYO | A, v 


nii arteriale. [Notes on neurolytic pt 
apy of arterial hypertension] p. 439-45. 


44226 C C, CONSTANTINEANU M, 
PANTZER M Aritmii ventriculare grave 
1n cursul tratamentului ei atriale cronice 
cu chinidind gi digital, [Grave ventricular ar- 
and digitalis therapy 
of chronic auricular fibrillation] p. 447-53. 


44227 ROHAN N Tromboangeita acuti genera- 
lizatd. generalized thromboangi- 
itis] p. 455-9. 


44225 


in ther- 


MEDICINA DEL LAVORO 
(Milano) 
Med, lavoro (4 58 


44228 PARMEGGIANI Sull'azione profilatti- 

ca delle bevande saline nel lavoro alle 
alte temperature: stato attuale del problema. 
[Prophylactic action of saline beverages during 
work in high temperatures; current status of the 
problem] p. 245-58. 


44229 PARMEGGIANI introduzione alimen- 
tare di sodio, potassio, cloro e acqua 
negli operai italiani che lavorano al caldo. 
[Dietary intake of sodium, potassium, chlorine and 
water in Italian workers working in the heat] 
p. 259-94, 


44230 L, GRISLER R_ Ricerche 


alte temperature. of thiamine require- 
ments during work in high temperature] p. 295- 


301. 

44231 SASSI C, creter 
» MOTTINI M Contenuto in in sodio, 

pronti per il 


homes of Italian workers] p. 302-7. 


MEDICINA; REVISTA MEXICANA 
(México, D. F.) 


Medicina, Méx. 38(794) 25 Apr 58 


44232 BIAGI F, RUIZ REYES F, TAY J, 

PORTILLA J Simulium gonzalezi como 
posible transmisor de la oncocercosis. p. 169- 
71. 


44233 BERTIN RAMIREZ J, DiAZ DEL CASTIL- 
LO E, ECHEVERRIA VALENZUELA M, 
LAGUNES P, ZERECERO R Observaciones pre- 
liminares sobre el uso de diapec en el tratamiento 
de las diarreas de los nifios. 


rhea in children} p. 171-3. 

44234 WHITTINGHAM HE Qué ha sucedido con 
la cuarentena? [What has happened with 

quarantine?) p. 174-7. 

44235 LAS TEMIBLES enfermedades del pasado 
y del presente. ee 

past & present} p. 177-8 


ALCANTARA HERRERA J Los 
médica de 


ntos de 
ary Pp. 57-61. 


44236 
México. 
Mexico] 


Medicina, Méx. 38( 10 May 56 


44237 DE QUEVEDO A Pieloplastia sin tubo y 
sin nefrostomfa. [Pyeloplasty 
tube & without nephrostomy] p. 193-8. 


44238 pr tae Uso del viadril en opera- 
cesarea. p. 199-201. 


44239 DE ARGUMOSA JA_ Afecciones del tra- 

bajo poco conocidas de la regién neotropi- 
cal. [Little known occupational diseases of the 
neotropical region] p. 201-8. 


MARTIN VIVALDI J Consideraciones 
44240 acerca de las nefropatias ascendentes. 
[Opinions bp way to ascendant kidney diseases] 
Pp. 208-16; passim 
44241 J tn Materia 


México, “raven desu de Anatomia Pato- 


Medicina, Méx. 38(796) 25 May 58 
44242 J, DE LA TORRE 


ico de mil 
cardfacos. study study of 1,000 cardiac 
patients] 217-30. 


44243 


decimientos dermatologicos. 
water-soluble corti 
skin diseases] p. 230-3. 


44244 SAAVEDRA AM _ Evolucién de los con- 

ceptos médicos y pedagégicos acerca de 
la sordera. [Development of medical & 
concepts concerning deafness} Suppl., p. 73-5; 
contd. 


PEREZ GIL L Empleo de un nuevo 
corticoesteroide hidrosoluble, en los pa- 
[Use of a new 

the 


*Medicina, Méx. 38(797) 10 June 58 


44245 NASIO J Nosologfa de la hemorragia 
ulcerosa. p. 241-8. 
44246 SAAVEDRA AM Evolucidn de los con- 
ceptos médicos y pedagogicos acerca de 

la sordera. 1. Inictaciée de la desmutizacion en 
Europa; siglo XVI. [Evolution of pedagogic & 
medical concepts concerning deafness. [1. Initia- 
— 16th century] 
Suppl., p. 81-5; contd. 


MEDICINSKI GLASNIK 
(Beograd) 


Med. . _12(2) Feb 58 

44247 BOZOVIC B, NIKOLIC R, BUDIMIR M 
rednost Eki h, 

of , laboratory & x-ray 

sis of cholelithiasis] p. 41-4. 


sovatevic B i 


labor] p. 44-50. 
44249 FILDISEVSKI P Neuroleptici u 4 
horeatiénih sindroma. 
the treatment of chorea sy ] p. 3-5. 
44250 NEDELJKOVIC 8S, STOJIMIROVIC B 
Digitalisni preparati u leéenju sréane in- 
suficijencije. [Digitalis preparations in the treat- 
cout of p. 56-61. 
ik elekt efal 
— prakti¢ka korist u klinitkom radu. 


&i 
value in clinical work] p. 61-5. 


44252 KOsTIC L 
ileita. {Regional Uettis p. 65-7. 


44253 DAVCEV P, MIRONSKI S, NIKOLOVSKI 


S Insufficientia valvulae bauhini, redak 


uzrok foetor-u ex ore. — of Bauhin's 
valve, an usual cause of fetor ws evel p. 67-9. 
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44370 DROSTE R Histiomonozytire Retikulose 
mit Makroglobulinamie und Knochende- 


(Hi with 
mac roglobulinemia & bone destruction] p. 792-4. 
4437| KRUEGER W Das Blutbild bei der 
ung Tuberkul 
[Blood picture in the diagnosis of asymptomatic 
tuberculosis} p. 794-5. 


442372 \LOSSE H, HINSEN F, FINCKENSTEIN 
IG VON Chlorothiazid, ein neues, blut- 

druckwirksames Diuretikum. [Chlorothiazid, a 

new effective blood pressure diuretic] p. 796-9. 


44373 DOBNER E tiber Beein- 
Ermiidbarkeit 


bei schlaffen Lihmungen. [Investigatic of the 
neuromuscular fatigability effect in flacid paraly- 
sis} p. 799-802. 


44374 BATT JC, DALLY P Abreaktion durch 


ing von mon- 
Derivaten. [Abreaction by the use of adrenal cor- 
tex hormone derivatives] p. 802-3. 
44375 WEYER H Ubersicht der im Handel be- 
findlichen Hydrocortison- und Predniso- 
lonsalben. [Summary of present hydrocortisone & 
prednisolone ointment therapy] p. 804-6. 
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44376 GILGES W Magie und moderne Therapie 
im afrikanischen Busch. [Magic & 
modern therapy in African jungle] p. 849-53. 


Medizinische No, 21 24 May 58 


44377 JURGENS J Leberdiagnostik mit der 
Blutge 


44378 GROS H, ANDRES E Die posthepatiti- 
sche [ Post-hepati- 
tis hyperbilirubinemia}] p. 864-7. 


44379 HEUCHEL G Das Elektrokardiogramm 
in der diab hen Stoffwechsel 
[The ECG in the diabetic coma] p. 867-71. 
4436890 a. J, STACHER A Zur ambulan- 
ten Behandlung der malignen Erkran- 
kungen des lymphatischen Systems. [Ambulant 
treatment of mal di of the lymphatic 


system] p. 871-4. 


4436, PRIMAVESI KA Resistenzbestimmung 

und gezielte antibakterielle Therapie. 
Determination of resistance & directed antibac- 
terial therapy] p. 874-6. 


44362 KLEINSCHMIDT G Die postpartale In- 
uf fi des 


(Sheehan-Syndrom). [Postpartem insufficiency of 
the anterior pituitary lobe (Sheehan's syndrome)]} 
p. 876-81. 
44363 MUHLBACHER W Zur Frage von Spat- 
schaden nach Bergflachs(-Asbest)-Stau- 
binhalationen. [Late sequelae of amianthus (as- 
bestos) dust inhalations] p. 882-4. 
44344 KAUFMANN W Ulcus duodeni als Trau- 
mafolge? [Ulcus duodeni following trau- 
ma} p. 884-6, 
44365 KAFER K Therapie der orthostatischen 


mit Phenyl- 
of orthostatic circu- 
lation disorders 

p. 886-8. 


44306 ZORN Eis Beitrag sur Behandlung to- 


costeronacetat. [Treatment of ae with desoxy- 

corticosterone acetate] p. 889. 

44387 WILKE H ther Epidosinanwendung im 
[Epidosin use in children} 
Pp. 

DAS-STEIN-Leventhal-Syndrom. 

p. 893-5. 
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44389 MAYER A Frau und Unfall. [Woman 
and accidents] p. 405-8. 


44330 SCHWABE HK Zur Diagnose, Differenti- 
aldiagnose und Klinik der Wirbelsdulen- 

tuberkulose. [Diagnosis, gy 

and clinical aspects of spinal tuberculosis} p. 409- 


44391 STANGE HH, RUMPHORST K Bestehen 

ursachliche Zusammenh&nge zwischen 
pathologischer pranataler Stimulierung der Ovarien 
und spateren Regelst6rungen? [Causative rela- 
tions between pathological prenatal stimulation of 
er a menstruation disorders at a later date] 
Pp. 


44392 KUHLMANN F Erk: 
kreas. 


rankungen des Pan- 
[Pancreas diseases} p. 417-8. 


44393 DENNIG H, WALTZ H Chemotherapie 
mit einem neven, langwirkenden Sulfona- 

mid. [Chemotherapy with a new, long-acting sul- 

fonamides} p. 419-21. 


44394 KNOBLOCH H_ Echinaceahaltige Kombi- 


nationspraparate zur antiphlogistisch- 
antirheumatischen Therapie. 


taining used in 
gistic and antirheumatic aocueyt p. 421-3. 


44395 HJ Uther neve Rauwolfia-Alka- 
mit hypotensiver beim 
New Ri 


p. 423-7 


44396 ewe G Behandlung peripherer arteri- 
mit Solu 


44397 HUMPERDINCK K Arbeitsmedizin. 

[Industrial hygiene] p. 432-3. 

44398 K Die symptomatische Thera- 
pie des Asthma bronchiale mit Medika- 
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44399 REIMER E E, ZEKERT F Postoperative 
Spatan’mien; Ursachen und Klinik. 

[Clinical aspects and causes of postoperative 
anemia] p. 445-50. 


44400 KUHLMANN F Erkrankungen des Pan- 
kreas. [Pancreas diseases} p. 451-2. 


4440| CRONE-MUNZEBROCK A Antibiotica- 
therapie in Theorie und Praxis. [Anti- 
biotic therapy in theory and practice] p. 453-6. 


44402 = J Beitrag zur radiologisch- 
mischen malig- 


ner Geschwil Cc 
nant neoplasms p. 457- 


44403 DOMANOWSKY K, LIMBACH W, PRES- 
SER W, ZAPP FJ Wher die Nebenwir- 
kungen der oralen Diabetes-Therapie mit beson- 
derer Berlcksichtigung eines Falles von schwer- 
ster allergischer Polyneuritis. [Side-effects in 
oral treatment of diabetes with special reference 
to a very severe case of allergic polyneuritis} 
p. 459-62. 
44404 SCHUPPIUS A Veriinderungen des Schei- 
durch Antibiotica und Sulfona- 
mide. (Changes in vaginal environment caused by 
antibiotics and sulfonamides} p. 463-4. 
44405 HEINEMANN G, CARLSON Unter- 
_Suchungen Uber die Antibioticawirksamkeit 
bei der B chir Erkran- 
kungen der | Gallenwege. [Effect « of { antibiotics on 


ng pany of the 
biliary tract] p. 464-7. 


44406 WILDE W Behandlung tiefer gelegener 
Entztindungsherde mit Antiphlogistine. 
[Antiphlogistine treatment of deep foci of inflam- 
mations} p. 468. 
44407 ABEL K Der zweite H 
[The second Hippocrates} p. 469-70. 


JOCHIMS J Industrielle der 

Lebensmittel vom Standpunkt des Kinder- 
arztes. [Industrial preparation of food from the 
viewpoint of pediatrician} p. 471-3. 
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44409 FLEISCHHACKER H Zur Cortisonthera- 
pie innerer E: [Cortisone 
treatment of internal diseases] p. 485-90. 


44410 HARTENBACH W ther die Erkennung 
einer 


44408 


and 
erative insufficiency of adrenal cortex; its impor- 
tance and treatment] p. 491-4. 


44411 CEELERT ber die Belastung von 
ase und Darm bei der Bestrahlungsbe- 
bai [Ef- 
fect of radiotherapy of cervical neck carcinoma on 
bladder and intestines] p. 495-7. 


44412 STOBBE H Verinderungen am Magen- 
Darmkanal bei Leukosen. [Changes in 
gastrointestinal system in leukemia] p. 497-9. 
44413 BRUCKNER H Eine seltene Lokalisation 
der Aktinomykose. [Unusual localization 
of actinomycosis}] p. 500-1. 
44414 MULLER W, BOCK KD Uber eine akute 
Vergiftung mit Ki 
“ae poisoning with hydrofluosilicic acid] 


therapy] "p. 804-8. 


mit Furadantin. 
nary tract] p. 508-10. 


44417 PANTLEN H, SCHULTZE-SEEMANN F 
Réntgenologische Darstellung der Nieren- 
tuberkulose. [Réntgenological aspects of renal 
tuberculosis] p. 510-1. 
44418 — W Die diagnostische Bedeu- 
der Oxymetrie fiir die oes 

von und agnos- 
tic importance of oxymetry in evaluation 
vascular diseases] p. 512-5. 
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44419 GOHRBANDT E Fortschritte in der 
[Progress in surgery] 
p. 525-7. 


HELLNER H Die schlecht heilende 


heal 
p. 


ZENKER R, SCHLITTER J G, SCHOL- 
MERICH P, HEBERER G, SCHLEGEL B, 
STEIN E Aortenisthmusstenose; Symptomatolo- 
gie, operative Behandlung und Erfolgsbeurteilung. 
[Aortic isthmus stenosis; ology, surgi- 
& p. -9. 


HEGEMANN G Die 


44420 


44422 


und Probleme. [Resection treatment of pulmo- 
nary tuberculosis; results & problems) p. 540-4. 


44423 SUNDER-PLASSMANN P Schilddrti- 
senerkrankungen: Konservative oder ope- 
rative Behandlung? [Conservative therapy or 
surgery of thyroid disorders} p. 544-7. 


44424 KARITZKY B Neuere Probleme der 
Gallensteinchirurgie. problems 
of cholelithiasis surgery] p. 547-53. 


44425 SPATH F, KRONBERGER L Uber die 
Vermeidung und operative Korrektur 
schlecht funktionierender Ulcus-R: 
Prevention & surgical treatment of gastric dys- 
‘unction after of the st h for peptic 
ulcer] p. 553-8, 


44426 LUDEKE H Narkose und Lokalandsthe- 
sie in der Sprec! und in der 
chirurgischen Ambulanz. [General & local anes- 
thesia in general practice & surgical policlinic] 
Pp. 


44427 LANGE M Die Roiationsosteotomie als 

prophylaktische Massnahme zur Verbes- 

serung der Behandlungsergebnisse der angebore- 
nen Huftverrenkungen. 


pr for impr 
of congenital hip luxations} p. 566-8. 


44423 KRAUSPE C Schiidelbildung und -verbil- 
dung. [Cranial formation & deformation] 
p. 568-78. 


44429 REISCHAUER F ber die postischial- 
gische DurchblutungsstOrung des Beines; 
ein typisch der Spinal- 
wurzel L5. ([Postischialgic “circulation disorders 
of the leg; a typical intervertebral disk symptom 
of the spinal root L5] p. 479-84. 


44430 EUFINGER H Kleine Chirurgie des 
@usseren m&nnlichen Genitale. Pal- 
mure des Penis, Induratio penis plastica, Hydro- 
cele, Varicocele. [Minor surgery of the exterior 
male genitals. IL Virga palmata of penis, in- 
plastica, hydrocele, varicocele} 
Pp. - 


44431 


— Direkte und indirekte chirur- 
pherer Gefasser- 
& indirect surgical treat- 
ment of peripheral vascular disorders] p. 587-9. 
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44432 LOMMEL F Erinnerungen an die Wies- 
badener Kongresse; 1904-1957. [Recol- 

lections of the Wiesbaden Congresses; 1904-1957] 

p. 597-602. 

44439 BRUGSCH T Das rheumatische 
[The rheumatic heart] p. 603-6. 

44434 HEILMEYER L Das metastasierende 
Darmcarcinoid. [The metastasizing in- 

testinal carcinoid] p. 606-9. 

44435, GANSSLEN M Carcinoidmetastase im 

rechten Vorhot verursacht eine funk- 

tionelle Tricusp Right 

carcinoid metastasis as a cause of functional tri- 

cuspid stenosis} p. 609-14. 

44436 papatn HW, LOOSEN H, LUDES H, 

ALENTIN H ‘Zur klinischen Beurteilung 

der Cor enge und zur Ther- 

apie der er Coronarsklerose unter Einschuluss der 

operativen Hilfen. I. 


Die Beurteilung der Coro- 
of a 


narfunktion. [Clinical 
—s occlusion ¢ & therapy of coronary sclerosis 


of it surgi 
of coronary function] p. 614-21; contd. 


[Symptomatology of pulmonary 
mycosis] p. 622-7. 


des G 
spleen in healthy persons} Pp. 628-32. 
44439 2, FINKE H 


nach Cortisonbehandlung. 


VOIT K Cortison bei schwe: riaufen 
44440 Infel vei 


Sone therapy of severe acute infectious diseases 
p. 635-8, 


44441 Uber 
[Pains in the thoracic wall] 
Pp. 638-42. 


44443 KMENT A Scheidenepithelstudien an der 
Maus unter lyophilisiertem Organma- 

terial. [Studies on mouse vaginal epithelium in 

lyophilized organ material] p. 645-7. 


44444 MENG H Lehrer und Schiller. 
[Teachers & students] p. 648-9, 


4445 KRICK W Die Vitamine in Prophylaxe 
Be und Therapie der Herz- und Kreiglaufer- 
krankungen. [Vitamins in prevention & therapy 
of cardiovascular diseases} p. 650-4. 


KH ergeb- 
und Fragestellungen. 


44446 


44447 KAPPLINGHAUS R Lithium-Behandlung 
in der Psychiatrie. [Lithium treatment 


in psychiatry] p. 660- 


Med. Klin., Berl. 16) 18 58 


4444g BERG HH Uber Grund- und Zeitfragen 
der Inneren Medizin. [Fundamental & 
present day problems of internal medicine) 
p. 673-6. 
44449 OVERZIER Differentialdiagnose der In- 
tersexualitat. p. 677-80. 


KNIPPING H W, LOOSEN H, LUDES H, 
VALE ur klinischen 


phylaxe der Coronarsklerose. 

of circumscribed coronary occlusion & therapy of 
coronary sclerosis with the inclusion of adjuvant 
surgery. [. Therapy & prophylaxis of coronary 
arteriosclerosis} p. 681-5. 


44451 Die Sideropenie. p. 685- 


44452 BORCHERS A, WILDHIRT E 


ch Aderl 


[Sidero- 
& its treatment by veni- 


BUDELMANN G Zur Mechanischen Be- 
des cardialen Odems fir die 
Arztliche Praxis. [The mechanical role of cardiac 
edema for medical practice] p. 694-7. 


44454 MOHR W, BLUM K U Zur Diagnostik 
und Klinik der Asiatischen Grippe. Grippe. [Diag- 

nosis & clinical aspects of Asian influenza} 

p. 697-700. 


44455 KLEINSORGE H, WITTIG HH Pro- 
phylaxe der Arteriosklerose und Hyper- 


arteri is & hypertension; conclusi 
drawn from juvenile hypertension] p. 701-5. 
44456 KUHLMANN F Pankrease 
IV. [Pancreatic diseases. IV.] 
p. 
44457 PASSLER HW Die Behandlung der 
arteriellen Embolien der Gliedmassen. 
[Treatment of arterial embolism of the A 
p. 708-10. 
4 KRACKE R_ Die Stellung des 
— in der Herztherapie. [Role of 
lanatoside C in current heart therapy] p. 711-4. 


44459 THOM H Zur medikamentbsen 


cinal treatment of paraplegia] 
4 BC 
44460 
tal cardiac defects} p. 720-3. 
4446! STAUDER KH Psychosomatik; ergeb- 
nisse und Fragestellungen. 


somatic diseases; problems & results of therapy] 
p. 723-6; contd. 
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MOELLER J Tubulire Nierenerkrankun- 
gen. [Tubular kidney diseases} p. 737 
43; contd. 


“44463 SCHNEEWEISS J Ein klinischer Beitrag 
gur Frage der Todesursachen bei Dia- a 
betikern.—~{Clinical contribution to the problem 
death causes in diabetics] p. 744-6. 


angeborener 
[Causes of congeni- 


44462 


4 
0 
44438 STORMER A, KAUTZSCH E Die 
| 
approach to disease} p. 
| 
| 
| 44442 EIDMANN E, LIPPELT H, MANN- 
WEILER E, WIRTH W V- und S-Anti- 
fae kOrper = Entwicklung bei menschlichen Influenza-A/ 
ment in human Asian influenza A-57 infections] 
p. 642-5. 
1 
| 
Decortin-H. [Treatment of peripheral arterial | 
veut blood flow disorders with solu-decortin H] p. 428- 
Bu Bes somatic diseases; problems & results of therapy] 
p. 655-6; passim. 
menten. [Symptomatic medical therapy of bronchi- 1. 
alasthma] p. 434-6. 
| 
| 
Title der organisch fixierten Coronarenge und Zur Ther- 
hte | apie der Coronarsklerose unter Einschluss der 
| operativen Hilfen. Zur Therapie und Pro- 
f | 
blood coagulation in dagnosis of liver dlaeases 
bere” und ihre Behandlung du 
| philia (hemochromatosis) 
| section] p. 688-94, 
| | 
| 
| 
| | | 
| 
| | 
eg An renrindeninsuffizienz, deren Bedeutung und Be- 
| | 
“ 
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inneren Medizin. with a new mega- 
preparation in internal medicine} 

44468 SCHOPMANS A, TEMPEL H Uber Per- 

p. 757-9. 


nt of psychoses) 


|Perpae 


44469 ~BRAZEL E mit 


44470 TESCHENDORF W, EUFINGER H Uber 
die Kontraktur. [{Dupuy- 
tren's contracture] p. 760-1. 


Zur Frage der 

keit Herz- und Kreislaufkranker. 
problem of flying fitness of cardiovascular pa- 
tients] p. 763-7. 
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44472 MOELLER J Tubulare Nierenerkran- 
(Tubular kidney diseases} 
p. 777-9; concl. 


44472 PIPER HF Alois Meesmann zum 70. 


44ers LASCH F _ Klinik und Therapie der 


(Clinical aspects & therapy of severe arsenic tri- 
oxide poisoning] p. 787-9. 

44476 KUNERT W Pathogenese, Klinik und 

Wirbelsdulen-Geft 

gen. [Pathogenesis, clinical manifestations & 

therapy of spinal structure disorders} p. 790-4. 
44477 FIEGEL G Experimentelle Ergebnisse 

zur Wirkung 


44478 GEIGER M Poliklinische Behandlungser- 
folge mit 6-Acetoxy-thymoxy-aethyldi- 
methylamir (Opilon) | bei Angstzustanden und De- 


[Experi- 
ences with contergan in gynecology] p. 800. 


44400 MANNHARDT MG Die ambulante a 


mit der canh, (Ambulat cardi 


rataegus combination 
lanatacanth} p. 801-2. 


4446! STAUDER KH Das aeskulapische De- 
kameron. [The aesculapian Decameron] 
p. 802-3. 

444@2 FINKE Forderung und Hemmung der 
Laktation. [Promotion & inhibition of 

lactation] p. 806-9. 

44483 LORENZ Zahn-, Mund- und Kieferheil- 
kunde einschliesslich Kiefer- und Ge- 


. [Dentistry including oral & 
facial surgery] p. 809-10. 
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‘4484 HASSLER R, RIECHERT T Uber die 


der extrapyramidalen 
[Symptomatology & of extrapyramidal 
ovement disorders) Pp. 24. 


44405 SCHMIEDECKER K tiber den Leber- 
buckel. [The liver hump] p. 824-8. 


mende V. der Lues. ([Decreas- 


Syphilis} p, 82 


44467 PERRET W Die nach der neveren 
erforderlichen Siche- 
rugsmassnahmen gegen das versehentliche Zu- 
Von Mulltupfern, Mullkompressen und 
om in Operationsgebieten und ihre arzt- 
Beurtei [Protective safety measures 


& its medical 


KLIEWE H, ALBRECHT J Praktische 
Erfahrungen mit der chemischen Raum- 
luftdesinfektion. [Practical experiences with 
chemical disinfection of the room air] p. 843-4. 


44492 GOHRBANDT E Bauchchirurgie im 
Kindesalter. [Abdominal surgery in 
children} p. 844-5. 


444923 WACHSMUTH R Heilpflanzen: Weiss- 
dorn 


(Crataegus oxyacantha) 
nal herbs (Crataegus oxyacantha)] p. 
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44494 K Aetiologie, Pathogenese 
Prophylaxe menschlicher Missbildung- 
en. [Etiology & pr 


of hu- 
man abnormalities] Pp. 859-62. 


DEGENHARDT Ursachen und Folgen 


sch bedingter St6rungen. [Causes 
& results of disorders of genetic origin] p. 862-7. 


HK Missbildungen an den 
ren Harnwegen und ihre Fi 
in the upper tract & their 
resulting conditions] p. 867-70 
44497 HOCHREIN M Die 

in der Inneren Medizin. [Signifi- 

cance of prophylaxis in internal medicine] p. 871- 
1. 


MEDIZINISCHE MONATSSCHRIFT 
(Stuttgart) 


44498 ORZECHOWSKIG ther den Stoffwechsel 
der Corticoid-Hormone. [Metabolism of 
corticoid hormones] p. 215-7. 


44499 WEIGELIN E 


p. 218-21. 

44500 pone Die Pankreatitis aus der Sicht 

des Internisten. [Pancreatitis from the 

point of view of the internist] p. 221-4. 

44501 WOLFF G Hypoglykiimie? p. 224-9. 

46502 KUHLMANN F, ZUNDORF O Die Duo- 
denalsondierung, thre Technik und klini- 

sche A ung. {Duodenal intubation, its tech- 

nic and clinical evaluation] p, 231-4. 


44503 HOCHREIN M, SCHLEICHER I 
kulatorische Entlastungssyndrom 
culatory ynd ] 234 
44504 FEINDT H_ ther die Behandlung des Cor 
pulmonale und einiger 
rungen durch 
by vago- 


of cor le and some arrhythm 
tonic alteration] p. 241-3. 


44505 HOYER H ther die amulante 


tive cardiac insufficiency with strophil and bero- 
lase] p. 243-5. 


44506 LAUFER E Die Steriod-Narkose. 
p. 246-51. 


44507 BORGER HH Durst und Preludin; Unter- 

suchungen an 240 frischoperierten Patien- 
ten. [Thirst and preludin; studies on 240 fresh 
operative patients} p. 251-6. 


44508 HAGEDORN F Beschwerden im Bereich 
des Kieferwinkels. [Disorders in the 
mandibular joint area] p. ~61, 
44509 BRITZ G Seltene Loxalisationen lumba- 
ler Bandscheibenvorfalle. [Unusual loca- 
tions of lumbar intervertebral prolapse] p. 261-6. 
44510 ZOLLNER N Silikose und Tuberkulose. 
p. 266-9. 
weanesen R Zum 100, Todestage von 
Johannes Miiller. [On the 100th anniver- 
sary of the death of Johannes Miller] p. 269-72. 
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445!2 KIRCHMAR H Epide- 
rkrankung. 

287-9. 

Pp. 

44513 BERNHARD P Die Festlegung des Ge- 

rmines. [Determination of the 

delivery date] p. 289-91. 

BECKMANN G Die akute Atemnot im 
Rachen-Kehlkopfgebiet. [Acute laryngeal 

& pharyngeal dyspnea} p. 291-2. 


der Medizinalgesetzgebung. [Nu- 
tritional hygiene in the light of medical legislation 
p. 305-10, J 
44520 HAFNER L Zur Therapie der schweren 
chronisch fixierten Hypertonie. 
py of severe chronic hypertension] p. 310-2. 


4521 SCHROER W Kiinische Erfahrungen mit 

dem a Crataegutt- 
Strophanthin. [Clinical experiences with the com- 


44522 JUNGST W Zur Frage der Dauerbehand- 


of Actinomyces producing actinom ycin. Tl. Anti- 
biotic & of the antibiotic iso- 
lated from the strain of Streptomyces sp. 1779 de- 
termined in vitro] p. 113-7. 


44539 HSU P, LIU MT, WU TC, CHUCC, 
ZOWICZ W Driatanie ant 

23-21 1 1779 na raka opuchili Ehrlicha u my- 

szy. [Effect of two antibiotics 23-21 & 1779 on 

Ehrlich carcinoma in mice] p. 119-25. 


44540 DOBRZANSKI WT, EYSYMONTT I Ba- 
dania nad wratliwoécia szczepdéw gron- 
kowcow na erytromycyne; okreglenie szansy mu- 
tacji w kierunku erytromycyno-opornogci. [Stud- 
ies on the sensitivity of various strains of Staphy- 
to erythromycin; determination of the 


lung des Asthma b mit Pred 
x Prednisolon. [The problem of p d 
treatment of bronchial with prednisone & 


prednisolone} p. 315-7. 
44523 KUNKEL L _Calcinosis 


stitial calcinosis in chronic dermatomyositis} 
p. 317-9, 


44524 ZOELCH P Gibt es Moglichkeiten einer 
ylaxe der kindlichen Tuber- 

tuberculosis in children] p. 319-23 


<4525 EG Ein Pesttraktat des Gorlitzer Pa- 

racelsisten Franz Wendler. [A treatise 
on plague by the Gorlitz Paracelsist Franz Wend- 
ler] p. 324-6, 


44526 CYRAN W Gesundheitsstérungen als Un- 

fallursache im Strassenverkehr. [States 
of illness as causes of traffic accidents] p. 327- 
8. 


MEDYCYNA Al 
MIKROBIOLOGIA 


(Warszawa) 


Med. doéw. mikrob. 10(1) 1958 


4527 PRZESMYCKI F, DOBROWOLSKA H 
szczepionki przeciw polio- 
myelitis w Polsce. [Preparation of polio 


in Poland] p. 1-14. 


44528 —— J, PLESZCZYNSKA E, 
RNACKI M, PARNAS J, , PINKIEWICZ 


erypy 
u myszy biatych. if on the pathogenesis of 
experimental influenza in white mice] p. 15-21. 


ognisku epidemicznym | czerwonki. “(Further > 
search on the para~ ~coli bacteria isolated from an 


pid focus of dy y] p. 23-34. 
44530 LACHOWICZ T Antagonizm bakteryjny 
wéréd cy. [Bacterial 


paleczek ok reZgni 
antagonism among coli bacteria] p. 35-40. 


44531 M, OBST B Redukcja tlenku 
réjmetyloaminy (odczyn Wooda-Bairda) 
jako test paleczki jelitowe. [Reduc- 
tion of trimethylamine oxide (Wood-Baird test) as 
a test for the differentiation of enteric bacteria] 
p. 41-6, 
44532 MANSKI W, SYLBERSERG A Znaczenie 
i jego stfado- 
, ane of the spleen for the comple- 


p. 47-52. 


44532 MANSKI W, VOOEL M, ZYLBERBERG A 
Dztatanie niektérych pochod- 
nych i 


of various. 
sulfonic derivatives of polysac- 
charides & aromatic salts of sulfa-acids on the 
complement] p. 53-60. 

44534 MANSKI W, ZYLBERBERG A Inakty- 

wacja trzeciej skladowej komplementu a 
procesy hemolityczne in vivo. [Inactivation of the 
component of complement & the hemolytic proc- 
esses in vivo] p. 61-9. 
44535 JANCZURAE P Inych 
surowicach ludzkich, 1. {[Properdia in 
normal human serum. I.] p. 71-80. 

44536 KWAPINSKI J Badania nad wlagciwo- 

$ciami immunochemicznymi frakcji soma- 


on the ies of cellular frac- 
tions of hemolytic ee p. 81-9. 
44537 LIANG SF, TSAI JS, SHEN LC, 
\kuRvzowicz w Zastosowanie metod 
h do iden- 
eat gatunkéw rodzaju Strepto- 
1 meth- 


of Streptomyces} p. 91-103. 


mutation rate to erythromycin resistance] p. 127- 
39. 


MEMOIRES DE L’ACADEMIE DE 
CHIRURGIE 
(Paris) 


*Mém. Acad. Par. 84(12-13) 


4454! MENEGAUX G, COURTOIS-SUFFIT M, 
CHARLEUX 


tion] p. 337-9. 


LONGUET Y J, WALTER P, MONOD P 
Perforation d'un cancer sigmofdien chez 
une femme enceinte: peritonite géné ralisée;césa- 
rienne, hystérectomie, colectomie; guérison oper- 
atoire; enfant vivant. [Perforation of a sigmoid 
cancer in an expectant mother: generalized perito- 
nitis; cesarean section, h 
operative recovery; living child] p. "239- 40. 
44543 MARQUAND J Bilessure de la fourche 
du canal hépatique au cours d'une ponc- 
tion-biopsie due foie. [Wound of the branch of the 
hepatic duct during puncture biopsy of the liver] 
p. 342-5; discussion, p. 345-6. 
44544 MARIQUE P Fibro-sarcome de I'humér- 
us traité par résection. p. 347-51. 


44545 MEAR, DELAGARDE, TRUCY Angioma- 
tose variqueuse sous-cutanée du membre 


44542 


supérieur ée & une ang profonde dif- 
fuse. [Subcutaneous varicose angiomatosis of the 
with a profound diffuse 


upper extremity 
p— p. 351-3. 
44546 FERRAND, PEGULLO, PALOMBA A 
propos d'un cas de mélanome adénogéne 
du membre inférieur traité par désarticulation in- 
ter-ilio-abdominale. [Adenogenous melanoma of 
the lower extremity treated by inter-ilio-abdominal 
disarticulation] p. 354-6; discussion, p. 357-8. 


44547 BARAYAL Le rétablissement de la 


ap 
gauche. [Restoration of intestinal continuity fol- 
lowing left colectomy] 359-61. 


44548 DELANNOY E, SOOTS G Cancer de 

l'ovaire sur kyste résiduel aprés castra- 
tion bilaterale. [Cancer of the ovary on residual 
cyst following bilateral castration] p. 361-6; dis- 
cussion, p. 366-7. 


44549 FRILEUX C, SAKKA M Résultats du 
traitement anticoagulant au long cours 
dans les maladies artérielles des membres. [Re- 
sults of long-term anticoagulant treatment in arter- 
ial d of the ext p. 369-76. 
44450 BINET JP, NEZELOF C Trois cas 
de me lobaire géant du nourrisson. 
[3 Cases of giant lobar emphsema in infants] 
p. 377-83. 
4455 FOURNIER H Deux cas d'emphyséme 
lobaire géant du nourrisson opérés et 
guéris. [2 Cases of ziant lobar emphysema in in- 
fants: operation & recovery] p. 383-7. 


44552 FERRON E Role possible de l'antiperi- 

dans | tion du gréle 
anatomiquement prograde. [Possible role of an- 
tiperistalsis in intussusception of the anatomically 
prograde small intestine] p. 388-90. 


44553 MOUCHET A, MARQUAND J, CAMEY M, 

GARCIN JP Pancréatites aigués compli- 
quant la chirurgie du choléd et le drainag 
transpapillaire. [Acute pancreatitis complicating 
common bile duct surgery & transpapillary drain- 
age] p. 390-8; discussion, p. 398-402. 


Mém. Acad. Par. 84(14-15) 


FAUGERON Hydronéphrose congéni- 
tale géante chez un nourrisson de 15 

jours. (Congenital giant hydronephrosis in a 15 
day old infant) p. 405-9. 


44554 


No. 4 
‘tn 
verlaufen- 
a. [Cort.. 
Seases) 
dschmer- 
i} 
NN- 
fuenza-A/ 
“tions } 
| 
| . [Experiences with a spasmolytic & obstet- ae 
ihylaxe 
he 
| 
ycho- 
herapy] | 
| 
‘ [re on his | 
nt 10th birthday) p. 780-1. | de la réanimation cardiaque. [Cardiac resuscita- 
tfragen 
= & 44474 ROHRSCHNEIDER W Der Arcus lipoides | f 
} corneae; seine Bedeutung fir die Erken- 
| 
areus lipoides corneae for the recognition of arte- a 
der In- riosclerosis} p. 782-6. 
Med. Mschr. _12(4 58 
DES H, 
der | 
| 
F 
of | 
uvant ‘ 
ronary 
effects of hydrocortisone & prednisone ointments} | SY 
IT E p. 795-8. | 
utose) | 
| ity 
| 
with 6-acetoxy-thymoxy-ethyldimethyldiamine in 
anxiety states & depressions] p. 799. | 
cardiac 44479 BLASIU AP Erfahrungen mit Conter- 
| : 
ont der relativen Herzinsuffizienz mit Stro- é 
of 
1-4. 
and- 
ner 
| | 
| 
| 
neous leaving of gauze swabs, com- 
trag oe & ~~ clothes in surgical places 
- Prescribed by new legislations, = } 
of evaluation} p. 830-6. | 
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44555-44642 CURRENT LIST of MEDICAL LITERATURE vols $4. 
MOUSSEAU, MEILLET, HARDY in- Los 445 BELOZERSKD AN, IMSHENETSKI A A, -RMAN 
sential intussusception in the adult) p. 409-13. des tumeurs de l'ovai- Sravnitel'naia morfologicheskaia i biokhimicheskaia p. 405-7. 


44556 P @ppendicecto- 

et gangréne du caecum. [Appendici- 
tis and Pith followed by gangrene of the 
cecum] p. 413-20. 


44557 LECLERC GC, GIRARD C Résultats 
éloignés de 4 cas de luxation récidivante 
de la machoire, opérés par le procédé de Leclerc 
—- —— results in 4 cases of re- 
dish of the d on by 
the ond method] p. 420-1. 


44558 wens 8 Réflexions sur une série de 
36 interventions pour cancer de i’oeso- 


PRE. [Comments on a series of 135 
operations for cancer of the thoracic esophagus} 
p. 422-4. 


44559 WELTIH A propos du rétablissement 
immédiat de la continuité rr 


colectomie gauche. [The immediate re-establish- 
ment of intestinal continuity after left colectomy) 
p. 424-8. 


44560 BOURGEON R, PISTRI H, GUNTZ M, 
VIDEAU Thrombophiébites spléno- 
p. 429-43. 


FRILEUX C, COHEN-BOULAKIA A 
Anévrismes ‘compliques de la fourche aor- 


44561 


tique; deux 
p. 444-50. 


44562 DUHAIL P, CHEVREAU J La réhabili- 
tation des blessés des membres & la Ré- 
gion sud-ouest de la S.N.C.F. [Rehabilitation of 
patients with injuries of the arms and legs in the 
southwest region of the S.N.C.F.] p. 451-9. 


44563 MOUSSEAU M, KERNEIS J P Thyrof- 
dite fibreuse. p. 459-64. 


44564 MAGNANT A propos du traitement des 
fractures ouvertes de jambe. — 
of compound fractures of the leg] p. 


JUDET R, JUDET J, LAGRANGE J 
Evolution & longue échéance des séquelles 
des fractures de l'enfance et des luxations congé- 
nitales imparfaitement réduites. [Long-term de- 
m of the lae of imperfectly reduced 
childhood fractures and congenital dis) ] 


446065 


re. [The types, course & diagnosis of thyroid 
tumors of the ovary] 506- 
44574 VERGOZ, STOPPA, ROCHE Fistule 
artério-veineuse entre le confluent de 
Pirogoff et l'art@re sous-clavitre droite. 
riovenous fistula between Pirogoff' 
the right subclavian artery] p. 511-4. 
44579 SEILLE G, CHEVILLOTTE R Uncas 
qa’ lyse post - 
pelvi-fémorale. [Post-traumatic osteolysis of 
the pelvic & femoral region] p. 514-20, 
44580 LEGER L, MONTETE P, MASSIANI R 
Traitement des fractures cervicales 
vraies du {émur par prothése acrylique: statistique 
intégrale durant cing années (1952-1957). [Treat- 
ment of true fractures of the femur neck with an 
acrylic prosthesis: integral statistics during 5 
years (1952-1957)] p. 521-7; discussion, p, 527- 
8. 
44581 J, FLORENT R, GOT R Lé- 
de I intestin greéle au cours des 
recto-colites ulcéreuses et hémorragiques. 


rhagic rectocolitis] p. 528-40. 


MEMORIAS DO INSTITUTO OSWALDO 
CRUZ 


(Rio de Janeiro) 
*Mem. Inst. Oswaldo Cruz 55(2) Dec 57 


44582 M T DE, SILVA NDAP, MUTH 


em peer i vulgaris tratado com Cloreto de tri- 
feniltetraz6lio. [Electron microscopy of granula- 
tion in the Proteus vulgaris treated with triphenyl- 
tetrazolium chloride} p. 151-65. 
44582 MAGALHAES ODE ContribuicSo para o 
conhecimento das doencas do grupo "tifo 
exantematico” no Brasil (tifo exantematico neo- 
trépico). [Contribution to the study of diseases of 
the exanthematous typhus group in Brazil (neo- 
tropical exanthematous typhus)} p. 191-208. 
44584 oe AM, CORNELIA C La distribu- 
tion des types bactériophagiques de S. 
B, dans la republique popu- 
dans 


des 
[Distribution of 
t 


44566 MAZINGARBE, GAUTHIER Un cas de 
du le gauche. [A 
ventricle} 


case of diverticulum of the left heart 
p. 472-6. 


*Mém. Acad. chir., Par. 
84(16-17) 21-28 May 58 


— BRENTANO P Le cancer de 
l'ovaire restant aprés 


44567 


yphosa & Salmonella paratyphi B 
bacteriophage types in the Peoples’ Republic of 
Rumania; lysotypy in the practice of epidemiologi- 
cal research] p. 277-81. 


44585 CIUCA M Etat actuel de I'action anti- 
paludique avant comme objectif l'eradica- 
tion; principes et méthodes de lutte basés sur les 
résultats de 7 années d'experience roumaine en 
matiére - effet - utilisés 
contre le facteur - transmission. [Present status 
of pi ‘ial action as the goal of 
eradiation: principles & methods of the campaign 
based on the results of 7 years' experience in 
R in regard to insecticides with residual 


[Cancer of the remaining ovary after h 
my] p. 477-8, 


LONGUET YJ Sur les reiques immédi- 
ats de la sphinctérotomie oddienne. 
{Immediate risks of Oddi's sphincterotomy] 
p. 479-81, 


44.69 FERRON E non abortive, & 
travers l'appareil génital gravide, d'une 
tige de bois & bourgeons, introduite par le vagin 
et trouvée libre dans la cavité abdominale. ([Vagi- 
nal introduction of a budding stalk during preg- 
nancy & non-abortive migration across the genital 
tract into the abdominal cavity] p. 482-3. 


44570 FARIZON, FERRAND, CUKIER J Mi- 

ricardique d'un abcés amibiea 
du lobe gauche du foié: intervention par voie ab- 
dominale: guérison. [Pericardial migration of 
amebic abscess of the right lobe of the liver: in- 
pate a by the abdominal approach & recovery] 
p. 483-6. 


44571 H Lymphangiome kystique 

mésocdlon descendant avec invagina- 

tion onan chez un nourrisson: guérison. 
de: 


BEZES, ZINSOU Ulctre duodénal chez 
l' Africain de la région de Dakar et son 
traitement chirurgical. [Duodenal ulcer in an 
African from the Dakar region & its surgical 
treatment] p. 488-91. 


44573 LATASTE J Quatre-vingts 

vus et traités en six ans de fractures 
[45 Cases seen & 
treated in 6 years of recent open fractures of the 
leg] p. 491-6. 


44574 TALBOT M 
fractures ouvertes de jam — 


AUBIGNE FRANC Traitement 
des fractures ouve! tes de jambe. 
p. 498- 


44575 


44576 ame Le rétablissement im- 

édiat de la continuité intestinale aprés 
of intestinal continuity after right colectomy] 


R-474 


effect used against the transmission factor] 
p. 283-93. 


MICROBIOLOGIA ESPANOLA 
(Madrid) 


Microb. Oct-Dec 57 

4454 RUBIO HUERTOS M El ciclo L de las 
bacterias. p. 361-85. 

46567 TZQUIERDDO TAMAYO A La flora bac- 

teriana [Bacterial flora of 

tobacco] p. 387-424. 


08 sobre 

de dcido cftrico por fer L 
de mutantes, medio de esporulacidn y factores de 
preparacién del medio de fermentaci@n. [Re- 
search on the production of citric acid by fermen- 
tation. I. Selection of mutants, sporulation 
medium & factors of preparation of the fermenta- 
tion medium] p. 425-49. 


44569 manta 3 Obtencién de un hfbrido 

[Cotsinment of an illegitimate hybrid of Saccharc- 

myces delbrueckii] p. 451-60. 


44590 VAAMONDE FERNANDEZ R, RECUEIRO 
VARELA B_ Estudios sobre metabolismo 

de los dcidos nucleicos de las bacterias. I. Re- 
laci6én entre crecimiento y contenido en dcidos 
nucleicos de bacterias en caldo comin. [Re- 
search on nucleic acid metabolism of bacteria. I. 
Relation between growth & nucleic acid content of 
bacteria in common broth] p. 461-85. 


MIKROBIOLOGIIA; ZHURNAL 


OBSCHCHEI, 
SEL’SKOKHOZIAISTVENNOI I 
PROMYSHLENNOI MIKROBIOLOGH 
(Moskva) 


“Mikrobiologiia, Moskva 27(2) Mar-Apr 58 


44591 TUN Adaptatsiia drozhzhei 

k pentozam. L Ob usloviiakh, neobkho- 
dimykh dlia adaptatsii Candida tropicalis k arabin- 


kharakteristika i matovoi kul'tury Azoto- 


bacter [Comp morphological 
and bioch 1 istics of mucous and dull 
tures of A p. 150-6. 


44599 BEKKER ZE, MAKSIMOVA RA 
Morfologicheskaia izmenchivost' i antibi- 
oticheskie svoistva shtammov Penicillium chryso- 
genum Thom. i Penicillium notatum Westl., vydelen 
Morpho: 


p. 157-63. 


luchet. camera features of development of Asper- 
gillus nidulans variants produced by ultraviolet ir- 


p. 164-71. 


595 KANUNNIKOVA EA Viiianie 
faktorov na fil'- 
truiushchikhsiia form molochnokislykh bakterii. 
[Effect of some external factors on the formation of 
filtrable forms of lactic acid bacteria] p. 172-6. 


44595A ——— MN Nekotorye zamechaniia 

jistematike molochnokislykh streptokok- 
streptococci] p. 177-81. 


44596 ALFEROV | ws J Vliianie nekotorykh 

na morfo 
fiksirovannykh bakterial'nykh lett. [Effect of 
some chemicals on the morphology of fixed bacteri-. 
alcells] p. 182-8. 


44597 KHEIFETS MA 0 teploustoichivosti 
bessporovykh bakter [Thermostability 

of non-sporogenous bacteria] p. 189-91. 

44539 SHIROKOV BI Izmenenie mikroflory 


poc 
[Change of soil microflora under influence of elec- 
troosmosis}] p. 192-4. 


Okul' turennykh i pho 

[Surviva’ in 

and virgin soils of the peninsula} 

p. 201-5. 


446.9 SOROKIN IUI Rol'khemosinteza v 
produktsii organicheskogo veshchestva v 


in reservoirs. I. ” Study of chemosynthesis in silt 
depositions with the aid of C14] p. 200-13. 


4460! KUROCHKIN BI O novom vide 

iushchei bakterii, vyd 

iz griazi nekotorykh ozer. 
bacter: 


ogenous ‘ia isolated from the peat of some 
lakes) p. 221-5. 


44302 GONCHAROVA VI, BELOVA ZN, 
BUDNITSKAIA P Zz, MUSHKATBLAT SM, 
PIATYKHINA D P Poluchenie vitamina B12 iz 
propionovokislykh bakterii. [Production of vitamin 
B12 from propionibacteria] p. 226-8. 


44603 FEOFILOVA E P Mikroflora kefirnogo 
zerna. ([Microflora of kefir grain} 


. [Concentration of starch in 
culture medium and formation of amylase by Asper- 
gillus niger] p. 244-9. 


446U5 MO K metodike pro- 


44606 OERIUS K voprosu izmenchivosti 
mikroorganizmov pod deistviem nekotorykh 
antibiotikov i khimioterapevticheskikh veshchestv. 
[Variability of microorganisms induced by some an- 
— and chemotherapeutic substances] p. 253- 


44607 IMSHENETSKI AA O mikrobiologiches- 
kikh laboratoriiakh Anglii. [Microbiologi- 
cal Oe. in England] p. 261-70. 
44608 OVCHRONIEOV B M, KUZNETSOV SI 
Petrovna Kharitonova itonova. p. 270-1. 
TERUSALIMSKI N D, IMSHENETSKD A A, 
KOSIKOV KV, KRASIL'NIKOV HA, 
Matus Osharovich 


Mil. M. _122(6) June 58 


44610 RUDOLPH CE Jr Arch continuity 
through endodontics. p. 385-9. 
4461| SCOFIELD HH Precautions in biopsy 

technique. p. 390-4. 
446!2 BELTING CM Basic principles of 
planning dental treatment. p. 395-8. 
44613 SCOPP IW Periodontia residency pro- 
gram in a university affiliate hospital. 
p. 399-404. 


44615 CIEBIEN M Problems in the dental 
care of long term patients. p. 408-12 


44616 COVALESKY B A technic 
for obstetric anesthesia in a small mili 
tary hospital. p. 413-4. 


44617 LIGHT FW Jr Some aspects of the 
Pathology of wounding by the Mk. 1 


grenade and by single fragments, as observed 

goats. p. 415-28. * 

44618 BAUCHSPIES RL The 
medics of Anzio. VI. p. ; contd, 

1g COL. HAROLD W. JONES, U. 8. 
44619 Army, 
*Mil. M. 123(1) 58 

44620 BEHRENS CF Advances in medical 
tense against 

4462: ‘SIM VM_ Detection and defense against 


chemical warfare. p. 10-5. 


44622 FOTHERGILL LD 

and its defense. p. 16-22. 
44623 HILLEMAN MR _ Status report on adeno- 
viruses and Asian influenza. p. 23-30, 


WHITEHEAD HG The 


44624 tuberculosis 
trol program for the U. S. Navy. 
6. 


con- 
p. 
JACOBS EC 

and control. p. 37-9. 


JORDAN C J Panel on control of food 
and water borne diseases: introduction. 
p. 40-1. 


DAVIES JA Food borne diseases. 
p. 41-2. 


HALVERSON C W Water borne diseases. 
p. 42-4. 


SANBORN WR Laboratory procedures 

in food and water borne diseases. 

p. 44-7. 

44630 WILLIAMS JN The sub-standarad men- 
tally and abnormal behavior pattern ser- 

vice man. p. 48-52. 

HAYNES I The Army Reserve; nurse 

and medical specialist. p. 53-5. 


OBRIEN DJ Future plans for reserve 
medical officers. p. 56-8. 


MILLER HP Decedent affairs. 


PAGE TN Advances in operational 
military medicine. p. 65-70. 


44625 ; its diagnosis 


44626 


44627 


44628 


44629 


44631 


44632 
44633 p. 59- 


44634 


MINERVA ANESTESIOLOGICA 
(Torino) 


Minerva anest., Tor. 
44635 FAVAE, A, QUERCI M 
Modificazioni de lie 


Feb 58 


trasfusioni di sangue. [Variations of the pressure 
in the right heart cavity in patients re- 
jon} p. 43-50. 


44636 FELETIG P, BERTONE C . 


. [Oximetric hemo- 


ty of combating 
gesics general anesthesia by the use of cer- 
tain drugs] p. 57-64. 
44636 DAMIA G, AMBROSINI A, PALMIERI 
Sull’ossigenazione del del miocardio durante 
l'ipotensione controllata. [Myocardial oxygena- 
tion during controlled hypotension] p. 64-7. 
44639 AD, GEMMA 
LLI G ‘Anestesia ia steroidea in 
gery] p. 67-73. 
44640 CATALIOTTI F Valuta- 


blocking agents] p. 73-84. 


4464! PREZIOSI P, TESAURO B Reperti isto- 
21-idrossipres- 


44642 pe. BLASI S Raccordo per tubo di Car- 
lens. [Connection for Carlens' catheter] 
le 


Brean 


> 
> 


po 
lo 


| 
| 
| 
i! variability and antibiotic properties of strains of ‘ae 
Penicillium chrysogenum Thom. and Penicillium 
rey ie | notatum West. isolated from various areas of the 
| | 
bs 
| | 
| 
| 
| 
| 
vodokhranilishchakh. I. Izuchenie khemosinteza ¥ 
Mints ilovykh otlozheniiakh s pomoshch'iu C14. [Role of , 
a 
64, 
di 
Mite 
se 
al 
p. 229-34. 
44604 TIKHOMIROVA AS Kontsentratsiia 
pre krakhmala v srede i obrazovanie amilazy u vita 
Cardiache di destra a Toposti a 4 
bakterial’noi kul'turoi. [Method of prolonged visu- 
Rafe al observation of bacterial cultures] p. 250-2. fa 
a Sat globin control in relation to blood transfusion in pa- 
Prices tients during gynecological surgery by the vaginal ‘ 
Ste route in peridural anesthesia] p. 50-7. 
Sr 44637 FERRARIO L, PALMIERI R Sulla possi- tr 
gee bilita di combattere la depressione respi- tr 
with colo- 4 } ratoria da analgesici durante l'anestesia generale 
colic invagination in an infant: recovery] | mediante l'impiego di alcuni farmaci. [Posstbili- 
44 
ne 
skil. p. 271r tie 
st 
MILITARY MEDICINE 
Pes vegetativo. [Comparative evaluation between deep 
Re anesthesia and neurolytic drugs as autonomic 
nandione. [Histological finding following 
84-9. 
| 
p. 505-6. to arabinose] p. 145-9. 
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44643- 44722 


october 1958 
"44 LAMARRA C Una tecnica di anestesia 44663 VASILE B Sui rapporti tra claudicazione 44680 LANGERON L Physiopathologie généra- 44702 ROSSOTTO P L'ipe 
63 © Anesthetic technic intermittente e cvcillomsetria nelle arterio- le des embolies artérielles des membres. p. 388-70. 
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G, DIMITRI E me- 
£4644 cli- 


niche su 100 casi. [Meprobamate in 
clinical experience with 100 cases} p. 95-8. 


44645 SANGIORGI G, PARISI A 


d’impiego del in pre-anes- 
tesia. [Possible use prob in pr 
od p. 98-101. 
44646 FRANCESCHINI G, DIMITRI E Ii clori- 
drato di idrossizina in $ 
[Hydroxyzine chlorhydrate in anesthesia; 


clinical study] p. 101-5. 


24647 SARTORI G La neuroplegia e l'iberna- 
zione artificiale nell'esperienza di un 


plegia and artificial hibernation as experienced by 
an anesthetist of a provincial hospital with special 
reference to the use of hydergine] p. 105-9. 


44648 QUERCI M, DOGLIOTTI G Sull'uso del 


quale sedati 
rio preanestetica in chirurgia in- 
fantile. [Use of meprobamate as preoperati 


sedative and as 
surgery] p. 109-16. 


44649 MOGGIAN G Sugli effetti clinici di un 

nuovo composto ad azione psico-sedativa 
} [Clinical effects of a new 
compound with psychosedative action in labor} 
p. 117-9. 
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patie obl 

zioni artero-venose. [Relations intermit- 
tent ch & ry in chronic oblit- 
erating arterial di with com- 


munications in young persons) p. 189-96. 


“4664 POLETTI T, SGARBI M, CAMERON- 

CURRY V Possibilita di valutazione del 
circolo cerebrale attraverso il comportamento dei 
vasi retinici in relazione alla terapia di blocco o di 
resezione del simpatico cervicale nelle cerebro- 
patie vascolari a focolaio. [Possibilities of evalua- 
tion of the cerebral circulation through the behavior 
of the retinal vessels in relation to blocking treat- 
ment or resection of the cervical sympathetic in 
fecal p. 196-9. 


44665 SCOPPETTA F P, LUNGAROTTI F, 
STOPPANI L Studio istologico ed isto- 
chimico dei simpatici nell'arteriosclerosi 


1 study 
of t the aS ganglia in experimental arterio- 
sclerosis] p. 199-203. 
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44666 DUGHERA L, TARQUINI A Rilievi 
diagnostici nella stenosi aortica ai fini 


aortic stenosis and indications for surgery] 
p. 213-31. 


44667 FEDELE F, FUMAGALLI E, MITTINI 
PA Valore diagnostico della determi- 
nazione della transaminasi serica glutammico- 
ossalacetica nell'infarto miocardico. 
value of the deter 


of serum 
transaminase in infarct] 


44669 PIOVELLA C, MONTEMARTINIC Va- 
lutazione del circolo portale per mezzo 
della splenoportografia e della splenotensiografia 
transparietale. [Evaluation of portal circulation 
by means of splenoportography and transparietal 


44650 TOSATTI E 1 linfatici ed i linfedemi 
degli arti inferiori. 
lymphedema of the lower limbs] p. 


4465| DUGHERA L, GENTILLI R, ANDREONE 
Valutazione prognostica della valvulo- 
tomia transventricolare per stenosi polmonare ed 
aortica. [Prognostic evaluation of transventricu- 
lar valvulotomy for and aortic stenosis} 
p. 68-86. 


4652 CHIERICI F, CUSSINI G II significato 
della i elettrocardiografica di iper- 
trofia ventricolare bilaterale alla luce dei criteri 
amtomicie clinici. [The significance of electro- 
diagnosis in bilateral ventricular 
hypertrophy in the light of anatomical and clinical 
data) p. 86-108. 


44653 MUSUMECI SV Considerazioni sull'im- 

portanza della osservazione clinica nella 
diagnosi di arteriopatia obliterante periferica. 
[Considerations on the importance of clinical ob- 
servations in the diagnosis of peripheral arterial 
obliterative diseases} p. 109-14. 


44654 ASCHIERI F, AGRIFOGLIO G Considera- 
zioni he sulla col I 


nell’ lerosi. [St en 
cholesterolemia in atherosclerosis] p. 115-8. 


44655 GUAGLIANO G La fluorescinografia 
nelle arteriopatie obliteranti croniche 

[Fi in chronic per- 

ipheral arterial obliterative diseases] p. 118-22. 


44656 MAGRIG Le forme lievi di infarto mio- 
\ forms of myocardial in- 
farct] p. 123. 
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44657 LENZI S, FOSCARINI M, FACCI M In- 
tricuspide. [Clinical & instrumental findings in 
tricuspid defects] p. 129-56. 


4465s TORI G Semeiotica radiologica generale 
delle lesioni tricuspidali. [General radio- 
logical semeiology of tricuspid lesions] p. 157-60., 


44659 DUGHERA L, MEDA A, TURCO GL, 
La indagine 


JONA E 
nel tici; stenosi lica & 
Stenosi aortica. [Radi 
tion in combined mitral & aortic diseases; 
Stenosis plus aortic stenosis] p. 161-8. 


44660 PALMIERI R, PERACCHIA A Studi 
sull'insufficienza mitralica sperimentale. 
1. Evoluzione nel tempo delle variazioni indotte 
sulle curve pressorie dell'atrio sinistro. [Re- 
Search on experimental mitral insufficiency. II. 
Evolution in the time of variations induced in the 
atrial pressure curve] p. 169-75. 


4466; RAGAINI S, CANDIANI C, MAGGI GC, 
ANDREUZZI P Su alcuni segni radio- 
sralici indicativi di ipertensione polmonare nella 
mitralica. [Various radiographic signs 
e of pulmonary hypertension in mitral 
Stenosis} p. 176-86. 


44662 GILIG Concetti critici sulle attuali pos- 
sibilita semeiologiche nel campo dell’ in- 
sufficienza venosa cronica dell'arto inferiore. 
[Critical concepts on the present semeiological 
possibilities in chronic venous insufficiency of the 
lower limb] p. 186-8. 


P phy) p. 240-6. 


4466) ROVATI V, ROMANELLI R, FERRI F, 

PANESI M, CHIODI G Indagini speri- 
mentali intorno ai rapporti fra seno carotideo e 
circolo polmonare. [Experimental research on 
the relation between the carotid sinus and the pul- 
monary circulation] p. 246-9, 


44670 LIVOTI P, CATALIOTTI F Sulla va- 
teriografica della ris-_ 
dei 


posta vasale 


vasomotor drugs] p. 250-6. 


4467| METALLI P, SILINIG Arzione del thio- 

pental sul cuore isolato in ipotermia. 
[The effects of thiopental on the isolated heart 
during hypothermia} p, 256-62. 
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44672 NAZZI V, INDOVINA 
D Le comuni oni interventricolari 
Acquired interventricular communica- 


44673 CRISTINI M_ Studio della permeabilita 

e nelle cardiopatie congenite 

[Study of capillary permeability in 
1 heart di ] p. 280-3. 


44674 TURRISI E, VITALE P Osservazioni 
sul significato dell'onda T anormale nella 

sola V2. [Notes on the significance of the ab- 

normal T wave in the V2 lead only] p. 283-8. 


4467. R, PERACCHIA A Studi 


sperimentale. 
I. Sulla tonnten di istituzione del deficit valvolare. 
[Studies of experimental mitral insufficiency. I. 
Technic of production of the valvular deficiency] 
p. 288-91. 


44676 GENTILLI R, MORINO F, OLIVERO S 

La curva di diluizione nei soggetti mi- 
tralici; determinazioni mediante albumina radio- 
attiva. [The dilution curve in patients of mitral 
disease; deter with albumin] 
p. 292-300. 


44677 MAGGI Gc, P Studio 
indotte 


dal cloridrato di 2, re metil-6, eptanolo 
(eptaminolo) nelle cardiopatie mitraliche. (Hemo- 
dynamic study of changes caused by 2-amino-6- 
methylheptanol-6 hydrochloride (heptaminol) in 
mitral diseases] p. 300-7. 


N, NERINI U_ I mucopolisac- 


MANNINO 

caridi serici nelle arteriopatie obliteranti 
croniche. [Serum mucopolysaccharides in chro- 
nic oblit Oopathy}] p. 307-9. 
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44679 FONTAINE R, KIM M, KIENY R Les 
embolies artérielles. p. 7-22. 


[G l physiopathology of arterial embolism of 
the limbs} p. 22-31. 


44681 por oy H physiopathology of acute 
p. 32-9, 

44632 DIMTZA A Les occlusions artérielles 
; étude clinique. [Acute arterial 


occlusions; clinical study) p. 39-51. 
44683 F, CARCASSONNE M 
gical treatment of acute arterial occlusions) 
p. 52-74, 
44664 PASANISI A, RICCIGA Results of 

y for thromboembolic compli- 
cations during mitral commissurotomy. p. 75-8. 
44685 SOLTESZ L, BOROCZ L, SZABO I, 

s 


surgical technic in 


ALMOS 
de l'embolectomie. [New 
embolectomy] p. 78-81. 


44666 GOTTLOB R Die lokale Anwendung von 

bei der chi Be- 
handlung arterieller Verschliisse. [The local ap- 
plication of streptokinase in surgery of arterial 
occlusions} p. 82-5. 


44687 TANTINI E, BESAG A propos du 
traitement chirurgical des embolies ar- 
térielles périphériques; résultats personnels. 
eye treatment of peripheral arterial embo- 
; personal results] p. 86-90, 


44608 ARNULFG A propos de l'embolectomie 
au niveau des artéres des membres. 
[Embolectomy in arteries of the limbs] p. 90-7. 


44689 STOJANOVIC V, VUJADINOVIC B, 

VASILJEVIC D Nos expériences clini- 
ques chez les occlusions aiguts des artéres. 
[Clinical experiences in acute arterial occlusions} 
p. 98-106. 


44690 WERTHERSER P, SAUTOT J Considé- 
sur les 
occlusions a ‘propos de 35 ob- 
servations comportant un abord direct de l'artére. 
[Clinical and therapeutic aspects of acute arterial 
to 35 cases operated on 
directly} p. 106-11, 


4469) W Sur le traitement 
de l'aorte. [The 
— San of aortic aneurysms] p. 111- 


percutanée. 


44693 ASCIONE A, CONTI A, NIGRO G Sur 
l'effet 


d'un nou- 
veau théophyll thése dans les artério- 
pathies chroniques Tadic, [The biological 


and symptomatic effects of a new synthetic theo- 
phylline derivative on chronic peripheral arterial 
diseases] p. 125-7. 
44694 CURRO S, VALENTE A, PARANO G 
Electrophoretic study of plasma 
in peripheral vascular diseases} p. 127-30. 
44695 L Arteriogramm 


der Embolie am Unterarm. [Arteriog- 
raphy in embolism of the forearm] p. 131-2, 
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44696 OLLINO P, DE AMBROSI C, VITALE M 
rtanza 


tote surgical benign 
nal struma] p. 241-7. 


44697 STAUDACHER V Vantaggi ed incon- 
venienti de 


everted suture applied to terminoterminal anasto- 
mosis of nonsanguiferous ducts] p. 247-51. 


44693 DITRAPANIG del 

sistema 
acute sperimentali. (Behavior neurovege- 
bag system in experimental acute cholecystitis} 
p. 251-7 


44699 CAVALLINI A L'ernia recidiva crurale 
dopo intervento per ernia inguinale col 
metodo Bassini. [Recurring crural hernia after 
surgery for inguinal hernai with the Bassini meth- 
od] p. 258-62. 


4470Q SOLERO M Mesentere comune e chirur- 
gia gastrica. [Common mesentery & 
gastric surgery] p. 


4470| STURLESE P, CAVALLINI T Rilievi 

sull'anestesia con sostanze steroidi. 
[Findings on anesthesia with steroid substances} 
p. 264-8, 


Minerva chir., Tor. 5) 15 Mar 58 
44703 MORINO F, OLIVERO S, TARQUINI A 
Arteriografia selettiva del tronco celiaco 
e delle sue branche; studio anatomo-morfologico. 
Selective arteriography of the celiac trunk & its 
hes; anatomicomorphological study] p. 279- 


Minerva chir,, Tor. 13(6) 31 Mar 58 
447.4 GALLI G, GIBERTI A, OLIVI O Cortec- 

cia surrenale e trauma chirurgico; la de- 
terminazione chimica dell'aldosterone nell'urina 
del ma‘ato chirurgico. [Adrenal cortex & surgi- 
cal trauma; chemical determination of aldosterone 
in urine of the sucgical patient] p. 327-8. 


44705, LACONI A I segni cronomorfologici del 
analitico atriale 
sinistro nella stenosi mitralica. [Chronomor- 
phological signs of the left atrial analytic roentgen- 
ymogram in mitral ] p. 328-33. 


4470¢, BACCHINII Controllo colangiografico e 
trattamento chirurgico (intr: 
gastrostomia) di un caso di sclerosi biliare primi- 
tiva. [Cholangiographic control & surgical treat- 
ment (intrahe; ostomy) of a case of 
primary biliary sclerosis} p. 333-5. 


447.07 BALDELLI R Volvolo di dolicomegasig- 

ma; colectomia d'urgenza in un solo tem- 
po. [Volvulus of dolichomegasigmoid; emergency 
one-stage colectomy] p. 335-9. 


44708 SCOPPETTA ROSSI N Azione div- 
retica dell'STH nel blocco renale speri- 
mentale. [Diuretic action of STH in experimental 
renal block} p. 340-2. 


44709 gee U, CORTINOVIS R, GAZZANIGA 

53 Azione di dosi ripetute di tripsina su 
cuore, cunt e rene. ove of repeated doses 
iver & kidneys} p. 342- 


44710 DE NUNNO R Jr Sull'impiego della per- 

fusione di novocaina endoarteria renale 
nel trattamento della anuria. [Use of renal in- 
traarterial novocaine perfusion in treatment 
anuria] p. 344-5. 


447\| UBERTIE Sull'eliminazione per le vie 
biliari ‘he dell'uomo di un nuovo 
antibiotico (romicil); titolazioni sulla bile della 
1 e del di (Elimination by the hu- 
man pathological biliary tract of a new antibiotic 
(romicil); titration on bile of the gallbladder & 
choledochus}] p. 345-51. 


44712 MONTORSI W, GHIRINGHELLI C, 
TIBERIO G, GALLO G Considerazioni 

sui risultati della gangliectomia lombare nelle ar- 
teriopatie degli arti inferiori: conclusioni rias- 
suntive su 67 casi controllati a distanza di quattro 
anni. [Considerations on the results of lumbar 
gangliectomy in arterial diseases of the lower 
limbs; conclusions summarized on 67 cases con- 
trolled by four-year follow-ups} p. 359-90. 
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447}3 CAUCCI A, CAUCCI M La nostra es- 
sulla 


cura dell'ipospadia. 
perience in therapy of p. 391 
44714 VENZONI Mu valore della terapia 
con la in chirurgia 
infantile. [The value of colimycin antibiotic ther- 
apy in infantile surgery] p. 403-4. 


24715 SOAVE F, POSSENTI B Terapia medica 
e chirurgica delle vie biliari extraepatiche 
in 293 casi di colecistite acuta. [Medical and sur- 
of the ext bile ducts in 293 

cases of acute cholecystitis] p. 405-9. 


24716 VINCI Cisti della fossa poplitea: cisti 
di Baker. p. 409-12 


14717 MOTTA R Un caso di strozzamento di 
ernia sopravescicale interna. of 
ro ion of an internal supravesical 
Pp. - 


44716 VASILE B Valore pratico dello sludged 
blood nella malattia operatoria 


eases} p. 415-7. 
44719 ANTONINI R, AREZIO G, CABRINI G, 
MAZZOLI R_ Modificazioni del sistema 
epato-biliare e del duodeno dopo coledocoduodeno- 
[Changes of the hepato-biliary system 
and the duod after choled duod ] 


44720 BADELLINO F, PASQUERO P M, ROS- 

SOTTO P, MASSA G Studio radiologico 
della vascolarizzazione arteriosa surrenalica. 
[Radiological study of adrenal arterial vasculariza- 
tion} p. 424-30. 


44721 vom F, MANZOTTI G F, RONDANO L 
della crio-anestesia nelle am- 
putazioni arti inferiori. of 
hesi of the lower ex- 


— 
tremities] p. 431-6. 
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44722 TANTINI E, BESAG Resezione ed ana- 
stomosi bronchiale termino-terminale. 

[R and termino: inal si 

bronchus] p. 447-51. 
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44729 STRUKELJ L Ematemesi da cisti pan- 
creatica con cistogastroanastomosi spon- 
tanea; condiderazioni di terapia chirurgica. [He- 
matemesis caused by pancreatic systs with spon- 
taneous gastrocystic fistula] p. 451-6. 

44724 GULLINO D, SCALA DA Leiomiosar- 
coma multiplo dello stomaco. a 
leiomyosarcomata of the stomach] p. 457-65. 


44725 BERTOCCHI F Invaginazione tleo-cieco- 
colica dopo appendi fi {0 

colic invagination after appendectomy] p. 465-7. 

44726 GENTILLI R, PIERINI A Osservazioni 
sulla sensibili 


44727 CONTI U, GAZZANIGA M, SABBADINI 

E Sul meccanismo d'azione della tripsi- 
na nel suo impiego come farmaco antiinfiamatorio. 
mechanism of action of trypsin and its use as 
an anti-inflammatory drug} p. 474-5. 


44726 COLONNA U Istamina ed occlusione in- 
testinale acuta sperimentale. [Histamine 

and acute experimental occlusion of the intestines] 

p. 475-7, 

44729 MENSA C Contributo allo studio dell'an- 

atomia a vascolo-biliare intra- 
epatica e della tecnica della resezione tipica lo- 
bare e segmentaria del fegato. 


tal resection of the liver] p, 478-98. 


44730 FORTUNA R La colimicina nella pratica 
a. [Colimycin in surgical prac- 
tice] p. 498-501. 
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4473\ MERLOG Trombosi venose ed embolie 
polmonari post-operatorie in chirurgia 
polmonare. [Postoperative venous thrombosis 
and embolism 


pulmonary in pulmonary surgery] 
p. 511-6. 


44732 PIACENTINI L, BETTOCCHI S Dispep- 
sie e sindromi dolorose dell'ipocondrio 
destro nelle affezioni annessi. 
and 


eases of the uterine pri my p. 516-9. 


44733 PRIOLAI La stenosi ipertrofica can- 
genita del piloro; considerazioni su 54 


44734 be U, GAZZANIGA M, SABBADINI 
Attivita della a su alcune fasi 
del Pa. emocoagulativo. [Action of 
trypsin on some phases of the niced coagulation 
I.] p. 523-5. 

14735 CONTI U, GAZZANIGA M, SABBADINI 
E Attivita della tripsina su alcune fasi 
del processo emocoagulativo. II. [Action of 
trypsin on some phases of the blood coagulation 
process. p. 525-6. 


44/56 G Ricerche sui e sali 
biliari in soggetti affetti da colelitiasi. 

{ of bile pi and salts in patients 
of cholelithiasis] p. 527-9. 


44757 SOLERO M Ricerche sperimentali nella 
delle peritoneali post- 

_ [Experimental studies of 

peritoneal adhesions 


operatorie con steroidi. 


with steroids} Pp. 


447; MANARA G, GASPARETTO A Prime 
esperienze cliniche con sigmamicina 
idrosolubile. [First clinical trials of hyd: ht 


44744 LENTI C Ulteriori ri- 
learances 


clearance in eczema. L Sodium hyposulfite 
and of 


in basal conditions and under sodium 
load and water load respectively] p. 61-5. 
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44745 Sa La posizione 


nosografica 
la malattia di Sneddon-Wilkinson nelle 


bollose posi- 
tion of Sneddon- Wilkinson disease in ‘primary bul- 
lous dermatoses] p. 67-72. 
44746 DOGLIOTTI M Sulla dermatite pustulosa 
subcornea (malattia di Sneddon e Wilkin- 
son). pustular de 
and Wi disease)] p. 73-6. 
44747 tl G Sul trasferimento passivo del- 
unita; azione degli anticorpi-anti- 
testicolo an donatore dell’ antigene; nota prelimi- 
nare. [Passive transfer of immunity; effects of 
antitesticular antibodies in the donor of the anti- 
gen; preliminary note] p. 76-82. 
44748 ROSSETTI C, MARSON G B, GALLA F 
La 


penicillin] p. 84-90 


44750 MARAGNANI U, LENTIC Ulteriori ri- 
cerche sulle clearances renali nell'ecze- 
ma. I. Portata plasmatica renale e filtrato glo- 


merulare. [Renal clearance ineczema. I. 
Renal blood and glomerular filtration] 
p. 90-3, 


Minerva derm., Tor. 33(4) Apr 58 


44751 casst AV I limiti giuridici dell'assi- 

malattia delle dermatosi pro- 
ance for ] p. 100-9. 


44752. COTTINIGB Concetti classificativi ed 

aspetti clinico-terapeutici delle derma- 
tosi professionali. [Classification and clinico- 
aspects of occupational skin diseases} 


44753 ee F Le dermatosi profession- 
in campo assicurativo, [Occupation 
cate field] p. 117-22, 


44754  MENEGHINI CL, RUBINIG Le derma- 
professionali nell'industria del legno. 
a dermatitis in the wood industry] 
122-9, 


ZINA G, BONU G_ Esperienza personale 
clinico-statistica di un quinquennio sulle 
tecnopatie cutanee in Piemonte. [Personal clini- 
cal and statistical experience over a five year 
~_ in occupation skin diseases in Piedmont} 
p. 129-36. 


44756 RANDAZZO SD Le dermatosi pro- 
fessionali nella casistica della Clinica 
Dermosifilopatica di Catania. [Occupational 
skin diseases in the case records of the Dermo- 
syphilopathic Clinic of Catania] p. 137-40. 


44757 MUSCARDIN L La profilassi delle 
dermatosi professionali. [Prevention 
of occupational skin diseases} p. 140-3. 


44758 ALBAROSA V Le malattie professionali 
in generale e le dermatosi in particolare 
nella casistica della sede INAIL di Catania. 


44755 


ble sigmamycin] p. 535-46. 


“4759 FONTANA A La nostra esperienza 
sull'impiego chirurgico della colimicina e 
Ex- 
com- 


della 
perience in the surgical use of ‘colimycin 
bined col icillin] p. 546-8. 


MINERVA DERMATOLOGICA 
(Torino) 
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44740 ORMEA F, GRATTAROLA FR Osser- 
vazioni sulla patogenesi della sclero-der- 
matomiosite. [Pathogenesis of sclero-dermat- 
omyositis] p. 35-44. 


MUSUMECI V_ Ricerche sperimentali ed 
istologiche sulla fisiopatologia dell'ele- 
mento vescico-bolloso. Iv. Sulla possibile par- 
tecipazione delle poliasi ( e jaluronid: 
(Experimental and histological research on physio- 
pathology of vesico-bullous element. IV. Pos- 
sible effect of polyases (diastases & hyaluronida- 
ses)] p. 44-8, 
44742 ROSSETTI C, TARABINI C G, DOGLIONI 
L [i test di Nelson-Mayer nella lebbra. 
(Nelson-Mayer test in leprosy] p. 48-54. 


4474) 


44743 RABBIOSI G Ipodermite nodulare sub- 

acuta migrante; considerazioni sopra due 
casi, [Subacute a nodular hypodermitis; 
two case reports] p. 55 


R-476 


stitute for aplaaee to Disabled Workers of Cata- 
nia] p. 144. 
44759 MENEGHINI CL Considerazioni medico- 
legali in professionale. 
[Medico-letal aspects of occupational dermatology) 
p. 145-6. 


44760 BONUG, ZINAG Rilievi dermatologici 
su alcuni 


tology] p. 147-53. 


MINERVA FARMACEUTICA 
(Torino) 
Minerva farm., Tor. 


7(3-4) Mar- 


44761 ROCCHIETTA S Metabolismo proteico e 
farmaci proteo-anabolizzanti. [Protein 


metabolism and protein-anabolic drugs] p. 39-40. 
44762 G Patologia professionale da 


Oce 
ogy caused chemical by 
in agri- 
culture] p. 41-5; concl. 


Minerva farm., Tor. 17(5) May 58 


44763 RAVAZZANIC Piante ed erbe medici- 
nali coltivate in provincia di Vercelli. 
[Medicinal plants and herbs cultivated in the pro- 
vince of Vercelli] p. 68-71. 


: intestinale degli animali panirradiati. 


44765 NOTTER A Li'action 


44764 COLAPINTO L I metaboliti dell'acido 
co. [The metabolites of salicylic 
acid] p. 72. 


44765 PETTAZZIG I fluorosteroidi. p. 73-4. 
Giovanni Antonio secolo 
Xv, cronista della Lunigiana. {The tory 
; Giovanni Antonio Faie, druggist of the 
15th century, reporter of the Lunigiana District of 
Italy] p. 77-9. 


MINERVA FISIOTERAPICA 
(Torino) 
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46767 VALLEBONA A, PASSERI A Considera- 
zioni sui danni p dalle radi 
ionizzanti al genere umano. [Notes on 
humans caused by ionizing radiations} p. 49-57. 


44768 — P, CIAMBELLOTTI E, DE 
MBROSI c Il radio: ramma nel- 
postoperatoria di interventi chirurgici 
sulla tiroide; sua importanza nella diagnosi di re- 
pat locali ed ai fini di 


inp ve if of 
pen of the thyroid gland; ; their importance in 
diagnosis of local recurrences and for purposes of 
possible x-ray therapy; p. 57-65. 


44769 MALASPINA Ay PORTIGLIOTTI L Con- 

he sui linfo- 
reticolosarcomi a a proposito di 55 
casi osservati presso il Centro Tumori Novarese; 
nota preventiva. [Clinico-therapeutic notes on 
lympho-reticulosarcomas of the tonsils; study of 
55 cases treated at the Novarese Tumor Center; 
preliminary note] p. 65-70. 


44770 CASNATI E_ La dose cutanea in teleco- 
baltoterapia, _— dose in tele- 
cobalt-therapy] p. 


CAVALOT A, AGATI G, CIRILLO R_ 
fluenza della ‘vitamina K sulla sindrome 
[Effect of 
vitamin K on the intestinal syndrome of pan-irradi- 
ated animals} p. 74-8. 


44772 BACCAGLINI M, DOGO G, DA-RIN A 
Innesti autologhi liberi di cute trattati con 

ultrasuoni. = autologous skin grafts treated 

with ultrasonics] p. 78-81. 


44779 MOTTA A. VACCA G Comportamento 

del titolo antistreptolisinico durante e dopo 
la haa, in pazienti affetti da flogosi tonsil- 
lare. [Behavior of the antistreptolysin titer dur- 
ing and after radiotherapy in patients of tonsilar 
inflammation] p. 82-3. 


44774 SCLAUSERO G Impiego dei vapori joniz- 

zati nella terapia dell'ulcera da varici. 
cers] p. 


44775 BENASSI E Fisioterapie associate nel 


trattamento dei postumi traumatici. 


disorders] p. 87-9. 


44771 


ap in post 


MINERVA GINECOLOGICA 
(Torino) 
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44776 READ GD The origin, development and 
problems of childbirth. 
p. 2-6. 
44777 HEROLD L Neue Gesichtspunkte zum 
medikamentisen 


Dammerschlaf: [New 
point of view on medical twilight sleep] p. 6- 7. 


15 Jan 58 


44778 KOLLER T Ii parto psicoprofilattico. 
[Psychoprophylactic labor] p. 7-8. 
44779 LOUROS N L'accouchement combiné 
ho-prophylactique accéléré et in- 
dolare (A. A.1.). [Combined psyc' 
accelerated and labor] p. 8-9. 


44780 PIGEAUD H Le nouvel accouchement 

dirigé; action psycho- physique et anal- 
gésie obstétricale au cours méme du travail; dé- 
gagement assisté ar eng du vacuum extractor. 
[The new directed psy action and 
obstetrical analgesia labor; with 
aid of vacuum extractor] p. 10-1. 


4478| RIVIPRE, CHASTRUSSE, MORIN, 
HIRIART-URRUTY Réflexions sur la 

préparation a l'accouchement naturel. = on 

preparation for natural childbirth) p. 11- 


44762 -BACIALLI Considerazioni sul parto 
psico-profilattico. [Notes on psycho- 
prophylactic labor] p. 13-6. 


44/83 DELLEPIANE G La nostra espe: 
sulla psico-fisica parto 
naturale. (Experience with psychophysical prepa- 
ration for natural labor] p. 17-8. 


44784 MALCOVATI P Stato attuale del pro- 
blema del parto psico-profilattico. 
Current status of the problem of psychoprophy- 
labor] p. 18-24, 


psychologique 
gestive base de l'accouchement psycho- 
physique. [Suggestive phychological action as 
basis of psycho-physical labor] p. 24-34. 


44786 ROSSEL G La psychoprophylaxie au ti. 
ple point de vue de ses avantages physi.” 


ques, de son action analgésique et de son 
sur le comportement des parturientes. [Three 
aspects of psychoprophylaxis; its 


respiratoria della gravida secondo 
hemoxometric findings ning the 
physical training of pregnant women] p. 37-42, 4 
44769 BOCCI A, SIMONETTA R, SCALZERLE 
V_ Influenza dello sforzo sull'elimina- 


fe 
44788 A, BERTONE C L'educazione 
a 


on cFeatinine elimination an 
in pregnant women 
p. 42-4. 
44790 PINOLI G, BERTONE C Lo stato di 
le durante 
travaglio di donne preparate psicosomaticamente 


a 
F 


chophysical 

_in labor} p. 49-50. 

44792 PINOLIG, BERTONE C Valutazioni 
ossimetriche aul sangue funicolare dina 

da parto ps 

psychophysical labor] p. 50-4, 


44793 PINOLIG, COLLAG Valutazione del- 
V'azione stressante del travaglio sui 


stressing 
psycho-physical labor} p. 54-9. 
44794 GIARDINA B Basi anatomo-fisiologiche 
del meccanismo di azione del parto eee 
[ 
the mechanism of action of 
labor] p. 59-62. 
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44795 CENTONZE M, CHIAIA F E, DE SALVIA 
P, COLOSI M Il quadro glico-, lipo-, 

protido-plasmatico del feto nelle varie epoche di 

[Blood protein, glycop 

terns in the fetus at various od aan ' 

their relation to the maternal pattern] p. 69-82. 


44796 RIVA G Controllo radio-pelvimetrico 
dei 


[Radiopelvimetric investigation of the results of 
psychoprophylactic labor] p. 82-6. 
44797 M La tromboelastografia 

i e nel controllo della terapia 
delle trombotlebit in campo e 


and ] p. 86-92 
44798 CAPPETTI C A, DELLA PORTA M | 
L'influenza degli algogeni sul 


riflesso fisario nella donna. 
[The effect of on the massa 
posthypophysial reflex in women] p. 92-5. 


44799 POMINI P 


44800 REBAUDI G 


tensive pregnancy toxemia w 
long-acting ganglion-| Pp. 97-108. 


Minerva 15 Feb 58 
REBAUDI G, FERRARIS F Azione del 
cortisone e derivati su gli edemi in 
gravidanza. [Effect of cortisone and its deriva- 
tives on edemas in pregnancy] p. 113-23. 


Tor. 


44001 


4460 STURA L La reticolocitosi del sangue 
— materno in rapporto alla asfissia fetale 
ina. (Reticulocytosia of maternal blood in 


endouterina. 
ine fetal asphyxia] p. 123-6. 


relation to 
44803 MASSANO A, pe a La tripsina 
torie della pelvi tryp- 


sin in infla of the female pelvis] 
p. 126-30. 


44804 OLIVELLI F Sull’azione dei sieri anti- 
placentari nella cavia gravida. [Effect f 
ee serums in pregnant guinea pigs] 
p. 131-7. 


PE Sindrome di Schréder 
fone microcistica di autoin- 


microcystic 
p. 137-40. 


eer zema. I. Clearance "iposolfito oe 
ai clearance della creatinina endogena in condizioni 
o) ae basali e rispettivamente sotto carico di iposolfito e 4 
wh 3 vantages, analgesic action and effect on the be. 
on havior of parturients] p. 34-5. 
44767 BOCCI A, COLLAG Preparazione 
psico-somatica al parto e gravidanza pro. 
NPE tratta. [Psycho-somatic preparation for labor and 
tomia lombare, [Observations on the sensitivity 
of the bladder after lumbar ganglionectomy] 

p. 467-73, 

| | 

| 
| during labo 
for labor] 

RAS trahepatic topographic vascular and biliary anato~ c ti otein in ‘i Kei 4 TH 
my and a technic for the typical lobar and segmen- pr ne 
muscolare 
Fee 44749 GRANELLI U, AGOSTINI M Allergosi 
cutanee da sulfamidici e penicillina per 
eed uso on. allergy due to local use of sul- 
fonamides and 
| 
hie s neonati da parto psico-fisic Evaluation of the 
3 ‘ee casi trattati chirurgicamente. [Congenital hyper- 
na trophic stenosis of the pylorus; notes on 54 surgi- 
| 
tic 

ye trol of therapy of thrombophlebitis ste 8 ‘ 
ginecolo- 
Sad gia. .[Local application of prednisolone (supposi- 

- 

& 
me: matologia professionale. {Dermatological data on 
| 
| 
| 

of degeneration of ovarian autograft] 
oy : _ | 44805 COTTAFAVI M Su due casi di cisti 
 dermoide dell’ovaio in pazienti di et 
RS giovanissima. [Two cases of dermoid cysts of the 
eat ovary in very young patients. p. 140-4. 
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44906 COLLA G, BERTONE C Valutazioni 
ossimetriche sul di nati 
[Oxi 


cord blood of infants bore after 


prolonged pregnancy] p. 153-9. 

44807 MASSEI M Sul trattamento dell’ iperem- 
esi gravidica con un nuovo preparato 
fenotiazinico ad azione inibente centrale. [A new 

Satanioe preparation with central inhibiting 


action in therapy of hyp er um) 
p. 160-1. 
44808 SALVADORI B obesita, 
amenorrea 
soggetto con tubercolosi ourrena Hirsutism, 
amenorrhea 


obesity, secondary a: 
in a subject of edrenal tuberculosis} p. 162-4. 
44809 TERZI1 Sind 


licato attuale di attivita di ormone. 
on the current concept of hormone activity] 
p. 169-71. 
44811 G Ossificazioni deil'endometrio 
itenzione di ossa fetali? [Ossification 
of the or retention of fetal bones 
p. 171-8. 


44810 SALVADORI B Considerazioni sul 
significato 


Minerva Tor. 1 15 Mar 58 


44812 C, FACCINI M L'associazione 
joscopia e e ‘pneumoginecografia nella 


ography sal diagno- 


and pneumogynec 
sis} p. 187-203. 


44813 ANDREOLI C Ii metil-estrenolone: 

nuovo progestinico attivo per via orale. 
[A new orally active progestinic substance: methyl- 
estrenolone] _p. 203-8. 


44814 TERZI 1, BORRE A Valori della glice- 

mia e lattacidemia in rapporto al decorso 
del travaglio di parto. [Concentration of sugar 
and lactic acid in the blood in relation to the course 
of labor] p. 208-18. 


44915 ERMIGLIA G sul 


efficacia terapeutica elle per 
via rettale. [Further notes on meprobamate in 


and gy gy; therap 
ness of rectal administration] p. 218-9. 


44gi¢ GIORNELLI C, PALAZZETTI P La 
rmeabilita capillare nelle gestosi 
Studiata mediante la prova di Landis. we 

—— by the test] 
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44817 FIAMBERTI AM 
delitti dei malati mentali — 
crime among the mentally ill} p. 893-6, 


44818 ASCHIERI G La prevenzione dei delitti 
dei malati mentali. [Prevention of crime 
among the mentally ill] p. 


44819 SANDRI P Sull’opportunita dell'analisi 
} caso per caso dei delitti di malati di 


[An opportunity for analyzing case for 
persons] p. 912- 


44820 — G, MARIANI G, IMBERCIA- 
Organizzazione ospedaliera per 
lo studio e della pericolosita dei mala- 
ti di mente dimissibili in esperimento. 
and reduction 


ger from mental patients released experimentally 
from the hospital] p. 913-4. 


4482; FABBRIW La stampa e le sue responsa- 

bilita nella formazione di una coscienza 
psichiatrica e di un corretto orientamento verso i 
problemi psichiatrici. [The press and its re- 
Sponsibilities in the formation of a psychiatric 
Conscience and of a correct attitude towards psy- 
chiatric problems] p. 914-8. 


44822 GARAVAGLIA G Necessit& dell’ indagine 
psichiatrica in carcere ai fini della pre- 
fies noe dei delitti ad opera dei malati di mente. 
in 


y of p ic 
prisons with the aim toward preventing crime 
among mental patients} p. 918-20. 


44823 BENASSI P, FONTANESI M, DAVOLI P 
Contributo clinico-statistico allo studio 
delle causalita e degli effetti dei delitti compiuti da 
ammalati di mente. [Clinical and statistical con- 
tribution to the study of the causes and the effects 
— committed by mental patients] p. 920- 


44825 P, TAVERNA. P Influenza 
dei fattori ambientali nello scatenamento 
antisocial nei malati di mente. [Influence 
of environmental factors in the precipita’ of 
behavior by mentally ill patients} 


44826 BELUFFI M Dei delitti nelle nevrosi 
anancastiche. [The criméc committed by 

patients with obsessive-compulsive neuroses) 

p. 925-9. 

446827 DE MARTIS D Un centro per l'assisten- 
za ai tentati suicidi e per la prevenzione 


del suicidio: la Fondazione P. Varenna. [A center 
and 


prevention 
Foundation] p. 929-31. 
44828 MIRELLI C I minorati psichici e i de- 
linquenti degli ambienti carcerari. 
[Mental patients and delinquents in the prison en- 
vironment] p. 931-3. 
44829 SAGRIPANTI P, TAVERNA P La leuco- 
tomia transorbitaria nella aggressivita e 
impulsivita dei malati di mente; studio di alcuni 
casi con test proiettivi. [Franoorbdtal | leukotomy 


for aggr 


in mental 
ay study of some cases with projective tests] 


im PERNIOLA F Contributo statistico sui 
reati dei malati mentali ricoverati nel- 

l'Ospedale Psichiatrico di Foggia. (Statistical 

study of the crimes committed by the mental pa- 

Pp. 


4483! SIMONETTI L_ In margine alla profilas- 
si criminale; l'orientamento artistico- 
letterario moderno nella formazione psicologica 
della gioventd. [Notes on crime prevention; 
present-day artistic-literary orientation in the psy- 
chological development of youth] p. 937-9. 


44832 SIMONINI G, MARIANI G, IMBERCIA- 


nelle collettivita di giovani. [Usefulness of psy- 
chiatric research in youth groups} p. 939-40. 


44833 ARIAN E, CUNIOLO A _ L'anamnesi 

prossima dei malati mentali rei di delitti 
contro la persona. [Background data on mental 
patients who committed crimes against individuals] 
p. 940-3. 


44834 IMBERCIADORI E, MANGANARO D Sul- 
le maggiormente criminogene; 


rilievi The 
most likely to pen in crime; statistical study] 
p. 943-4. 


—— PL Alcoolismo e crimini dei 
lati di mente; necessita una lotta 

tro l'alcooli e di una 

Italia. [Alcoholism and crime among mentally ‘a 

patients; necessity of a law against alcoholism and 

the prevention of alcoholism in Italy] p. 945-8. 


44836 POERIO F Sulla importanza dello studio 
della personalita dello scolaro normale ed 
anormale psichico nei riguardi del futuro compor- 
tamento sociale. [The importance of personality 
studies on normal school children and on abnormal 
persons with regard to future social behavior] 
p. 948-50. 
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44837 GIOVANARDI A Finalita del Convegno 
sui metodi di studio degli inquinamenti 

atmosferici da prodotti delle combustioni dome- 
stiche e industriali e da scarichi dei veicoli a 
motore. [Purpose of the conference on methods 
of studying atmospheric pollution from domestic 
and industrial combustion and motor 
vehicle exhaust] p. 953-6. 


4483 RAGAZZI C A, GAITO G 

oe organizzazione di un programma di in- 
dagini per lo studio dell’ inquinamento atmosferico 
in un agglomerato urbano. 


tion 
atmospheric pollution in an urban area] p. 956- 
62. 
44839 GIOVANARDI A Organizzazione delle 

ricerche sull'inquinamento atmosferico 
in corso presso I Istituto d' Igiene dell’ Universita 
di Milano. [Organization of research on at- 
mospheric pollution at the Institute of Hygiene of 
the University of Milan] p. 962-4. 


44840 CAMBI F Danni non biologici provocati 
dagli namenti atmosferici. [Non- 
biological damage caused by atmospheric pollu- 

tion] p. 965-7. 


4494; MACCACARO GA Appunti per la dis- 
cussione di un piano di statistiche 
sull'inquinamento atmosferico ed i suoi effetti. 
[Notes for the discussion of a plan on the statistical 
investigation of atmospheric pollution and its ef- 
fects} p. 967-74. 
44842 pan ath Metodi di campionamento in 
domestiche ed | e da scarichi di motori 
per methods in relation 
to atmospheric from domestic and in- 
dustrial combustion and motor vehicle exhaust) 


p. 976-90. 


44843 PACCAGNELLA B, FONTANELLA E 
Metodiche di campionamento. [: 
methods} p. 990-5. 
44844 T, SINIRAMED C Rasseg- 
di metodi per la determinazione della 
S02 come > [Review of 
for the determination of sulfur dioxide 
as an atmospheric contaminant) p. 996-1003. 


44845, FUSAROLI A, FOSCHI A Inquinamento 
atmosf. 


domestiche e industriali e da scarichi dei veicoli 
a motore; determinazione dei composti solforati. 
[A 


ic p by di 
combustion products and motor vehicle exhaust: 
determination of sulfur compounds] p. 1003-8. 


44846 PACCAGNELLA B, FONTANELLA E 
Determinazione dei composti solforati. 
[Determination of sulfur compounds} p. 1008-11. 


44847 


» @cc. ; idrogeno 
) pheric pol- 
lution in the city of Milan. L Methods for the 
determination of sulfur compounds (sulfur dioxide, 
hydrogen sulfide, etc.)] p. 1012-5. 
4464g OLIVO R L'‘autometro di Thomas per 
la misurazione di piccole quantita di SO2 
nell'aria; appunti sulle sue possibilita d'impiego e 
sulle sue limitazioni. [The Thomas autometer for 
the measurement of small quantities of sulfur 
dioxide in air; notes on its possible use and its 
limitations] p. 1015-6. 
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44849 RAGNO A, SINIRAMED C La determin- 
azione dell'ossido di carbonio nell’ aria. 
ination of carbon monoxide in the air] 
p. 1017-25. 


44850 — E, SARTORIO C Indagini sul- 
I'inquinamento atmosferico della citta di 
Milano. I. Metodi di determinazione dell'ossido 
di carbonio. [Air pollution in the city of Milano. 
Il, Methods for determination of carbon monoxide 
in air] p. 1025-8, 
4485| DEL VECCHIO V Determinazione del- 
V'ossido di carbonio nell'aria. [Determi- 
nation of carbon monoxide in the air] p. 1028-48. 


44852 CERRUTI C F, CAPPUCCILLI P L'in- 
juinamento dai gas gi 
scarico degli autoveicoli. Tr pollution by auto- 
mobile exhaust gases} p. 


44 GIUBILEO M Ricerche sull' 
oe ‘atmosfera cittadina causato 


44954 TARAMASSO M, FARACIR La croma- 
tografia dei gas come mezzo di indagine 
nell’ inquinamento atmosferico da idrocarburi. 
Chromatography of gases as a means of deteri- 
nation of air pollution by hydrocarbons} p. 1054- 


7. 

44855 DURIO E L'inquinamento atmosferico da 
idrocarburi. [Air pollution by hydrocar- 

bons] p. 1057-62. 

44856 VIGLIANI FRIGERIO G, ZURLO N 
Metodi per la determinazione degli in- 

quinanti solidi dell'atmosfera. [Methods of de- 

termination of solid particles in air pollution} 

p. 1063-6, 


44067 NARANJO P, DE MORENO JC Sull'ini- 
bizione dello sviluppo di germi penicilli- 
no-resistenti per azione del cobalto aggiunto alla 
illina; studio ico do ceppi 
di Micrococcus pyogenes var. aureus e . Esche- 
richia coli, [Inhib of de of penicil- 
lin-resistant bacteria with cobalt added to penicil- 
lin; nephelometric study on Micrococcus pyogenes 
te strains and on Escherichia coli] p. 1124- 
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440868 ROCCHIETTA S Origine del catgut di 
uso chirurgico. [Origins of surgical 
catgut] Varia, p. 532-3. 


44869 PUNTONI L'apporto dei chemioterapi- 
ci e degli antibiotici alla medicina moder- 

na. [Contribution of chemoth and 

to rn medicine] p. 1137- 


44870 Difficolt& e problemi nell'uso 
linico degli antibiotici. ‘iculties and 
gute’ in clinical use of antibiotics} p. 1139-41. 


DADDI G Direttive attuali della terapia 
chemioantibiotica della tubercolosi. 
[Modern directives for chemo-antibiotic therapy 
of tuberculosis] p. 1141-2. 


44872 DOGLIOTTI GC, LENTIG Sul tratta- 
mento antibiotico delle endocarditi sub- 
acute. [antibiotic therapy of subacute endocar- 
ditis} p. 1142-5. 
44073 FORNARA P Gli antibiotici in pediatria 
[Antibiotics in pediatrics} p. 1145-51. 
BIOCCA P_ Gli antibiotici in chirurgia. 
[Antibiotics in surgery] p. 1151-4. 
L Gli antibiotici in 
gia. in g ey) 1154- 
5. 
ARSLAN M_ Gli antibiotici in otorino- 
[Antibiotics in otorhino- 


44671 


44874 


44875 


44076 
laringojatria. 

laryngology) p. 1155-7. 

44677 COTTINIGB Gli antibiotici in derma- 


tologia ed in venereologia. Y= ibiotics 
in dermatology & venerology] p. 1157-60. 


44878 G Gli in oculistica. 
p. 1160-5. 


44879 PAVONE M 
[Antibiotics in urology] p. 1165-9. 


44880 BENAGIANO A Gli antibiotici in odon- 

toiatria. [Antibiotics in odontoiatria] 
p. 1169-72. 

4486; CIMMINO A Le basi microbiologiche 


446857 PARVIS D Determinazione del pul 1 
paged metodi ‘ravine, 


nuclei di con {Determination of cost 
in air; gravimetric, microscopic & nephelometric 
methods; determination of condensation nuclei} 
p. 1067-77. 
GROSSO E, SARTORIO C, PAPANDREA 
F Indagini sull'inquinamento atmosferico 
della citta di Milano. Il. Metodi di determina- 


44659 SANTOMAURO L Studio dei fattori me- 


metodi 

Got [Study of meteorological factors 
connected with air pollution; methods used & re- 
sults achieved) p. 1082-5. 
44860 TONZIG S Le piante come indice della 

presenza e dell’ intensita di azione di al- 
cuni contaminanti atmosferici. [Plants as in- 
dicators of presence & concentration of various air 
contaminants} p. 1085-91. 
44661 CEFALU M_ Sulla contaminazione at- 


mosferica da pollini; primi risultati di 
indagini condotte in territorio di Palermo. [Air 
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44862 OSEGLIA G, RABINO G, SALVETTI F 
Da che lato fu ferito Gest? {On what 
side was Jesus wounded?) Varia; p. -10. 


44863 FIESCHI TIZIANELLO A, 
CIULLI I La captazione 

di globuli rossi targati con cromo radioattivo a 
tata mediante scintillatori direzionali. [Absorp- 
tion of radiochromium-labeled erythrocytes by 
spleen & liver, measured with direct sc 
counters] p. 1101-10. 

44864 — DATO A, TARQUINI A Una modi- 

‘icazione tecnica del [tes cardiaco 


of septal defects} p. 1110-4. 
44865 PENDENZAG Esperienze cliniche con 
una nuova associazione 
Clinical experiences with a new pyrazole com- 
p. 1114-8, 
44866 GIORDANO A La 
differenziata. 


sedimentation} p. 1118- 


erythrocyte 


1172-4, 


pre GIUNCHI G Problemi | attuali di clinica 
e terapia delle 

[Modern problems in clinical manifestations and 
of 1 infections] p. 1174-6. 


44883 LUCARI G Gli aspetti ospeda- 
stafilococcica in 


ri della resistenza 

‘Staphylococcal resistance in 

gynecological hospitals p. 1176-7. 

24eg4 CISLAGHI F Gli aspetti ospedalieri della 
resistenza stafilococcica in campo pedia- 

istance in pediatric 


trico. [Staphylococcal res) 
hospitals] p. 1177-8. 
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44865, DAGLIO Tl gigante dell’ 
storica: la 
e sociali. giant of 
plague; clinical & social aspects] Varia; p. 550; 
passim. 
44686 NEILL M Scuola per giovani minorati. 
‘School for c children} 
aria; p. 559 
440g7 DE MATTIA R, DI NOLA F BE veramente 
controindicato il nella fase acuta 
della malattia pol [Cortisone contra- 
indication in the acute phase * poliomyelitis? ] 
p. 1183-7. 
44898 ORLANDO E Variazioni della velocita 
di sedimentazione nel sangue prelevato 
dopo eparina e lasciato a temperatura ambiente. 
[Changes in blood sedimentation rate | after heparin 


ration and at envi P ] 
p. 1187-90. 
44889 | 8, FRAGASSO V, TIMOSSI G 
A clinica e 
della calcolosi [Clinical diagnosis 


and radiology in pancreatic calculosis} p. 1190-4. 


44890 GIUSEPPE ©, TENTI L La broncografia 
oe esiti degli ascessi polmonari a gua- 
rigione clini studio di 


| ea sia con drenaggio transtoracico con sonda. 

after clin- 
eS recovery; ‘comparative study in recoveries 
obtained with medical endoscopy and with trans- 
thoracic drainage by catheter] p. 1194-211. 

4489) R la circolazione extra- 


{Extra-cor- 
poreal circulation; ues note} p. 1212-8. 
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44892 E, M, DUGHERA 

L rullii diagnostici funzionali apicali e 
oman (senza stenosi degli apparati valvo- 
lari). [Functional diagnostic apical and mesocar- 
dial murmurs (without valvular stenosis)) 


p. 1231-41. 


E, SARTORIO C_iIndagini 
sull' inquinamento atmosferico della Citta | 
di Milano. I. Metodi di determinazione dei com- re 
| 
dolorosa biliare in periodo mestruale. 
[Painful biliary -neurovegetative syndrome in the 
menstrual period) p. 164-9. 
| 
— 
| 
DORI Utilité della ricerca psichiatrica 
— 
dai vei- 
colia motore. [Research on air pollution in cities | 
caused by motor vehicles] p. 1051-4. | 
VIA 
ent; | | lo ce} oe 
2. | 
ni zione e di analisi qualitativa e quantitativa del | 
of materiale sedimentabile. [Air pollution of the city = 
of Milano. I. Methods of determination and of oat 
quantitative & qualitative analysis of sediments} 
one 
} — on the territory of Palermo] p. 1091- 
| 
i 
| 
| | 
| 
44824 GORIA C, OSEGLIA G LIstituto di Pa- mot | 
trocinio per le dimesse dall' Ospedale 
Psichiatrico di Torino. [The Institute of Patro- 
Cinio for the discharge of patients from the Psy- 
R-477 
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Vol. 


44893 ANGELINO P F, QUAGLIA C, TARTARA 
D Studio radiologico dei diametri cardio- 
aortici e del volume cardiaco nella stenosi mitra- 


congenite nell'et& adulta. 
congenital heart disease in adults) p. 1248-58. 


44895 MAGRI G, DUGHERA L, GAMNAG Il 
fonocardiogramma da sforzo nella valu- 
tazione del di stenosi mitralica. [Phono- 
in evaluation of degree 
of mitral pone p. 1258-63 


44896 —— P F, MAGRI G, GARBAGNI 
8u alcuni ritievi funzionali nel cuore 
= findings in chron- 
44897 VERDUN DICANTOGNO L, CARUZZO c, 
ANFOSSI F Considerazioni e rilievi sui 
segni elettrocardiografici di cuore polmonare cron- 
ico. [Electrocardiographic signs in chronic cor 
pulmonale] p. 1269-76. 


44898 R, ANGELINO PF, LIXI M 

Il comportamento del consumo di ossigeno 
sotto sforzo nei cardiaci. [Oxygen consumption 
after exercise in heart disease] p. 1277-84. 


44899 BRUSCA A, BRUZZONE P L, TORCH- 
IANA BFrequenza dei noduli di Aschoff 

nelle auricole dei mitralici in rapporto ai valori 
della proteina C reattiva e del titolo antistrepto- 
lisinico O del siero. [Frequency of Aschoff nod- 
ules in the auricles of patients with mitral disease 
in relation to C reactive protein values and anti- 
streptolysin O titer of blood] p. 1284-6. 
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44900 BENASSI E Conquiste e problemi at- 

tuali della colecistografica. 
[Present conquests and problems of cholecysto- 
graphic diagnosis} p. 1291-8. 


4490! LUCHERINI T, CECCHI E Reumatismo 
da meprobamato. a caused 

by meprobamate] p. 1299-300. 

44902 MARINONI E, MAGGIGC Malattia di 
Morgagni, Barraquer-Roviralta,Simons 

o lipodistrofia progressiva; contributo clinico e 

revisione della letteratura. -Barraquer 

lipodystrophia 


Roviralta-Simons disease or 
progressiva; clinical contribution and review of 
literature] p. 1300-20, 


44903 MARTELLI A, BONI F Contributo allo 
studio delle tachicardie parossistiche 
sopraventricolari in chirurgia cardiovascolare. 
‘Supraventricular paroxysmal tachycardia in car- 
ular surgery] p. 1320-8, 


44904 oa G Ulteriori ricerche sul 
significato, valutazione e correlazioni tra 

quadro proteico elettroforetico, tasso anticorpale 

specifico, sedimetria e reazioni di flocculazione 

in corso di tubercolosi pol 

evaluation and correlation of pro- 


tuberculosis] p. 1328-35. 
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44905 VITIELLO M Marcello Malpighi nella 
vita e nella scienza. ged Malpighi 
in life and science] Varia, p. 


44906 BATTEZZATI M La terapia chirurgica 
dell’ insufficienza coronarica. (Surgery 
of coronary insufficiency] p. 1347-52. 


44907 soamICO L, RICCI P, FICOLA G, SET- 
UL Acido dieta iperlipidica 


con 0 di 
acid, high-fat diet and carbon tetrachlo- 
ide poisoning] p. 1353-64, 


44908 CRAVETTO C, GIOANNINI P L'anda- 
mento della iodoprotidemia dopo tiroidec- 

tomia subtotale. [Behavior of iodated protein in 

the blood after subtotal thyroidectomy] p. 1364- 


TERRENI F, TADDEUCCI E Sulla te- 
rapia fibrinolitica mediante shock vacci- 


44909 


44915 DADDI G, GRASSI C Possibilita di ap- 
plicazione clinica della tolbutamide nei 
tubercolosi diabetici. [Possibilities of clinical 
use of tolbutamide in diabetic tuberculosis pa- 
tients] p. 1397-9. 
44916 ee Aspetti negativi della 
rapia con carb utamide e tolbutamide 
and tolb 


44917 CUGUDDA E Terapia ipoglicemizzante 
per via orale e manifestazioni vascolari 
del diabete di lunga durata. [Oral hypoglycemic 
therapy and vascular manifestations in diabetes of 
long duration] p. 1405-9. 
44918 CERESA F, VITELLI A, GAIDANO G 
Aspetti 


ipoglicemizzante per via orale. [Endocrinological 
_— of oral hypoglycemic medication] p. 1409- 


44919 CAVALLERO C Sulle attivita biologiche 
ipoglicemizzanti orali. 

activity of oral hypoglycemic drugs] p. 1415-8. 

44920 PAOLETTI R, TESSARI L 
rvazioni sul meccanismo d’azione 

della eutieatinciinres [Notes on the mechanism 

of action of carbutamide] p. 1418-20, 

4492| LARIZZA P Effetti metabolici indotti 

nuo 


bolic effects induced by the 

p. 1420-9, 

44922 SCALABRINO R Nuove sostanze ipogli 
cemizzanti per via orale: tiroide, gonadi 

e ricambio respiratorio; richerche sperimentali. 

[The new oral hypoglycemic drugs: thyroid glands, 

gonads & respiratory exchange; experimental 

studies} p. 1429-35, 
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44923 PERAZZI F Istorie mediche della prima 
clinica medica romana; documentazione 
della prassi clinico-ospedaliera nel 1833. [Medi- 
cal histories of the first Roman Medical Clinic; do- 
cuments concerning clinico-hospital practice in 
1833] Varia, p. 676-84. 


44924 INTROZZI P, MARIGO S taluni 
aspetti clinici del diabete mellito in trat- 
tamento protratto consulfamidici 
[Various aspects of prolonged therapy of diabetes 
mellitus with hypoglycemic sulfonamides} p. 1447- 
44925 TRAVIA L, TOPI GC, FORCINA G, 
GATTINI M, JACOBELLI A Valore 
terapeutico dei moderni farmaci ipoglicemizzanti; 
studio su 305 casi. [Therapeutic value of the mo- 
dern hypoglycemic drugs; study of 305 cases] 
p. 1452-3, 
44926 GAMBIGLIANI-ZOCCOLI A Rilievi 
clinici sulla terapia del diabete mellito - 
coi nuovi farmaci antidiabeti sul 
comportamento delle complicanze vascolari. 
[Clinical data on the new antidiabetic drugs in ther 
apy of diabetes mellitus; notes on the behavior of 
vascular complications] p. 1453-5. 


44927 L'attivita terapeutica della 
juensulfonilbu- 


compared 
in one and the same group of diabetics] p. 1455-6. 
44928 ERUGLIO FS, FREDDIO A Risultati 


con i nuovi 
[Therapeutic results of the 
new oral antidiabetic drugs] p. 1456-7. 


44929 KLINGER R, DALLE COSTE P Revi- 


evaluation of carbutamide and tolbutamide 
in diabetes mellitus) p. 1457-8. 


44930 KLINGER R, DALLE COSTE P Contri- 
buto alla ricerca clinica dell'attivita anti- 
della ‘b ide e della tolbutammide. 
[Clinical study of the antidiabetic action of carbu- 
tamide and tolbutamide] p. 1458-9. 


44931 A, GAIDANO G, PAGLIARDI 
, D'URSO A_ Risultati clinici di un 
anno di t trattamento di pazienti diabetici con le sol- 
nti. [Clinical results of 
one year of treatment of diabetic patients with hy- 
pogly sulfonamides] p. 1459-60. 


dinheti. 


nico nelle vasculopatie periferiche b 
be aga shock in fibrinolytic therapy of throm- 
peripheral vascular diseases] p. 1368-71. 


44910 COLOMBI GC Ippocratismo digitale ad 
insorgenza acuta. [Acute onset of hippo- 
cratic finger] p. 1372-5. 
44931;  FRASCHINI A Un caso eccezionale: due 
interventi chirurgici per neoplasia all'ap- 
parato digerente subiti alla distanza di quattordici 
anni dalla stessa persona che gode ottima salute ad 
81 anni, [An exceptional case: two surgical op- 
erations for IL of tract, 
fourteen years apart, ina person enjoying excel- 
lent health at 81 years of age] p. 1375-6. 
 MEDICINA tedesca. (German medicine} 
p. 1377-80. 
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“4313 yazzucco R Problemi deontologici in 
comune a medici e farmacisti. [Deonto- 
logical problems of both physicians and pharma- 
cists] Varia, p. 650-7. 
Aagia geen G  Sintesi introduttiva al 
Simposio sui nuovi farmaci antidiabetici. 


‘oductory review for Symposium on new anti- 
deg drugs) p. 1393-7. 


R-478 


44932 — G, ALBERINI B Aspetti clini- 
della terapia del diabete mellito con i 
derivati ad azione ipoglicemizzante. 
[Clinical aspects of therapy of diabetes mellites 
with sulfonamide derivatives with hypoglycemic 
action] p. 1460-1. 


44933 N, PEDi. S, PORCELLINI 
Osservazioni sui 1 isultati a distanza 
con a dei nuovi farmaci ipoglicemizzanti: 
comparazione degli effetti dei due derivati delle 
sulfaniluree. [Notes on the remote results of the 
use of the new hypoglycemic drugs: comparison of 
the effects of two derivatives of sulfanilyl urea) 
p. 1461-2, 


£4934 ANDREANIG Critica su 200 casi di dia- 
bete degli anziani trattati ambulatoria- 
mente con i moderni ipoglicemizzanti per via or- 
ale. [Critical study of the new oral hypoglycemic 
drugs in ambulatory therapy of 200 cases of diabe- 
tes in the aged] p, 1462-3. 


44935 CUGUDDA E, GUAZZI B, MANCINI A 
Risultati della terapia con carbutamide 
e tolbutamide in 204 casi di diabete mellito segui- 
ti per oltre 9 mesi. esults of carbutamide and 
tolbutamide therapy of 204 cases of diabetes fol- 
lowed up for more than nine months] p. 1464-5. 


44936 BUTTURINI U, ZAMPAGA Osserva- 
zioni cliniche su di he nuovo preparato 
ipoglicemizzante: 1-ciclh 
(Clinical notes on a néw preparation: 
-cyclohexyl-3-toluene sulfonyl urea} p. 1465-6. 


44937 gee E, LARDARUCCIO V, CARDANI 
Azione ipoglicemizzante di alcune N- 

alchil-N- [Hypoglycemic ac- 

tion N-alkyl-N“(aryl-sulfonyl) areas] 

p. 1466- 


44938 SCARPIONI L_ Esperienze cliniche con 
un nuova ipoglicemizzante di sintesi: la 
cicloesiltolilurea. [Clinical experience with a 
new synthetic hypoglycemic drug: N-tolyl-sulfonyl. 
N-cyclohexyl urea] p. 1468-70. 
44939 a M, SERRAVALLI S Osserva- 
zioni cliniche su un derivato della tolbuta- 
mide di recente introduzione nella terapia del dia- 
bete mellito. [Clinical notes on a tolbutamide de- 
rivative recently introduced in therapy of diabetes 
mellitus] p. 1470. 


della 
N-(4-metil-benzolsolfonil)-N'-butilurea. [Note on 
the 


fattening action of N-(4-methyl-b 

N'-butyl urea] p. 1470-1. 

24941 MARINI M, CAPRINI G, MELOTTI V 
Poss: 


ipoglice: 
delle psicosi; secondo contributo. 
of hypogh: 


p. 1471-2. 


44942 PELLEGRINI R, TOLOMELLIE La 
nostra esperienza clinica con carbutamide 

e tolbutamide. [Clinical experience with carbuta- 

mide and tolbutamide] p. 1472-3. 

44943 TOLOMELLI E, BACCI L Alcuni aspet- 
ti negativi del trattamento del diabete mel- 

lito con le sulfaniluree ipoglicemizzanti. [Various 

negative aspects of hypoglycemic sulfonyl urea ther- 

apy of diabetes mellitus] p. 1473-4. 


4944 BUTTARO C A, BRUNORI C A, BIANCO- 
NI ad 


nel trattamento della sindrome diabetica. 
h i ib arbutamide and 


[Use of 
hypogly («: tolbuta- 
mide) in therapy of diabetic syndromes] p. 1474- 
5. 


44945 PERRIN M, RIZZID Effetti della car- 
butamide sul glicogeno epatico e sulla gli- 
cogenolisi da tiroxina. [Effects of carbutamide on 
liver glycogen and thyroxin-induced glycogenolysis] 
p. 1475-6. 
44946 G Sul trattamento discontin- 
dei diabete degli adulti con 'b di 


nil-uree nella terapia del 
mellito, con particolare riferimento alla loro as. 
sociazione con insulina. [Notes on the use of guj. 
fanyl ureas in therapy of diabetes mellitus, with 
special reference to their combination with insuli] 
p. 1489-91. 


44960 BERTELLI G, BIANCHI V Contribute 

clinico sulla terapia del diabete con sul- 
fabutilurea (S. B. U.). of N-sulfa. 
ig urea therapy of diabetes] p, 149). 


44959 BALDUINI M Considerazioni pe 
solfa diabete 


during 
fonamides}] p. 1492-4. 
44962 MOSCA L_ Tolbutamide ed isole 
atiche. 


fegato e del muscolo nel diabete da allossana 
[Comparative study of the changes induced by in- 
sulin and N-sulfanilyl-N'-butyl urea on uptake of 
radiophosphorus by the liver and muscles in allox- 
an diabetes] p. 1495-6. 


44964 BUTTURINI U, ZAMPA G A Rapporti 

tra attivita ipoglicemizzante del L-tripto- 
fano e della tolb between the 
hypoglycemic action of L-tryptophan and tolbuta- 
mide} p. 1497-8. 


44965 POZZA G, GALANSINO G, FOA PP 
Studi sul meccanismo d’azione della car- 
butamide rr cane fatti a op della circolazione 
iata ne of action of carbutam- 
ide studied by means of crossed circulation in dogs] 
p. 1498-9. 


4966 COLTORTI M, GIUSTI G, ASCIONE 
A Sul meccanismo d'azione della tol- 
butamide; azione su alcuni sistemi enzimatici del 
fegato. [Mechanism of action of tolbutamide; eff. 
oes enzyme systems of the liver] p. 1499- 
1 


4967 CATTANEO R, PELOCCHINO AM, 
PRINOTTI Chetonemia, piruvicemia 
in diabetici trattati con sulfa-butil-urea. [Ketone- 
and 1 in diabetics treated 


» PY 


with carbutamide] p. 1500. 


44968 bye E, MANCINI A, DISPENSA 
Variazioni dell' effetto insulinico del 
plasma in soggetit sani tratiati con carbone 


tolbutandée. de and tol- 
butamide therapy of diabetes in adults] p. 1476-7. 


+4947 ZUCCONI V, MAGRIS 
Osservazioni clini: 


ical notes on the use of oral 
p. 1477. 


4948 MASSOBRIO E, BOGLIONE G Consider- 
azioni cliniche dopo 16 mesi di esperien- 


fanylureas] p. 1478-9. 
44949 MARTINI E Li trattamento del diabete 
mellito con carbutamide. 
therapy of diabetes mellitus] p. 4 
44950 GB  Porpora emorragica 
carbutamide. [Bullous hemor- 


4495, LIBERTI R Rilieve clinici e metabolici 
nella 


pero 2 urea (BZ55) therapy of diabetes in patients 
of pulmonary tuberculosis] p. 1482-4. 


encountered in repetitious therapy] p. 1484-5. 
44954 — C Un anno di esperienze clini- 


. [A-year of clinical experience with synthe- 
tic hypoglycemic drugs, with special reference to 
cases treated for over six months] p. 1485- 
14955 C A, SIMONETTA R Su di 

in gravidanza trattato 


[ 
treated with tolbutamide] p. 1485-7. 


44956 PALLONE E, AMATO A Primi rilievi 

sul trattamento sulfanilureico in diabeti- 
ci affetti da tubercolosi polmonare. [Early re- 
sults of sulfanilyl urea therapy of patients 
of pulmonary tuberculosis] p. 1487-8, 


44957 MANNINO N, MASSIMEO A, NERINI U 


RIGAZIO G, POLETTIG Esperienze 
sull-attivita ipoglicemizzante di un pre- 
parato sulfamidico. (Experience with the hypo- 
glycemic action of a sulfonamide preparation] 
p. 1489. 


44969 DISPENSA E, MANCINI A, GUAZZI B 
Prove in vitro sull'effetto insulino-simile 
della carbutamide e tolbutamide. —s in vitro 
of the insulin-like effect of carbutamide and tolbu- 
tamide] p. 1501-2. 
£4970 VALLECORSI G, BIANUCCI G, PALA- 
DINI R_ Effetto dinamico della tolbuta- 
mide sulla glicemia e fosforemia inorganica dopo 
effect of tolbutamide on 
blood sugar and inorganic phosphorus in blood af- 
ter pr ] p. 1503-4, 


44971 DE FRANCISCIS P, RUSSO N, BERNN 
L 


tehavior of glucide metabolism of diabetic dogs 
treated with the new hypoglycemic drugs] p. 1504. 


44972 Effetti‘della tolbutamide 
sull'aterosclerosi sperimentale dejconig- 

lio. [Effects of tolbutamide on experimental ar- 

therosclerosis in rabbits] p. 1505. 


44973 GRASSI-GIALDRONI G, VERGANI F, 
CAMURATI E, CAZZANI E, — c 

Ricerche sperimentali e cliniche sull'impi 

le sulfoniluree in tubercolotici diabetici. nto 

mental and clinical studies on the use of sulfonyl 

ureas in tuberculous diabetics] p. 1506. 
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44974 Un nome da ricordare: Giovan- 
ni Battista 


Schiapparelli. to 
Battista ] 


Varia, p. 704-6. 


44975, PELLEGRINI G, MALAMANI V, GAS- 
TALDI F Le dol 
indotte dai ai 


44976 GASTALDI F, MAGGI G, ARISTA A 
Azione della butilsulfamidourea sul com- 
mto della g ia e della fr ia dopo 
carico endovenoso di fruttosio nei normali e nel 
diabetici. [Effect of sulfanilyl butyl urea on the 
—- of glucose and fructose in the blood 
enous administration of fructose in 
‘diabetic subjects} p. 1508. 


44977 PELLEGRINI G, 
TALDI F Azione 
(BSU) sul ricambio durante carico lipidico. 
[Effect of sulfanilyl butyl urea on m: 
ing lipid administration] p. 1508-9. 


2 
q 
4 
e 


4 
| 
lica pura. [Radiological study of cardio-aortic 
Sur fa dimensions and cardiac volume in pure mitral 
stenosis] p. 1242-7. 
3 ah 44894 MAGRI G, DE LA PIERRE M, MESSINA 
D_ Elettrochimografia delle cardiopatie 
| 
| 
| 
oe 4 | sio nel corso del trattamento con sulfamidici ipo- . 
glicemizzanti. {Behavior of peripheral utilization 
| | pancre- é 
of 
| Langerhans] p. 1494-5. 
44940 MARESCOTTI V, PANES] M, FRANCHI 44963 CcorRSINI G, BECCHINI F M, BIANCH 
| | C Valutazione comparativa delle modi- 
ficazioni indotte dall'insulina e dalla butilsulfonil- 
terapia Sakel 
[Possibilities 
es and insulin 
4 note] d 
6 
| 
one zzante (carbputan ide 
| 
a 
| 
re of the blood in healthy subjects and subjects treat- : 
| ed with carbutamide and tolbutamide] p. 1500-1. 
nuov mposti antidiabetici per via orale. - 
| 
ee J tion rate and flocculation reactions in pulmonary tilurea comparata sopra uno stesso gruppo di dia- za terapeutica con le sulfaniluree. [Clinical notes a 
ae Po betici. [Therapeutic action of butyl sulfanilyl after 16 months of therapeutic experience with sul- | 
a 
44 
| 
| comportamento glucidico dei cani diabetici trattati 
ae con i nuovi farmaci ipoglicemizzanti. [Notes on i 
eS tammide e tolbutammide nel diabete mellito. PO 
0 
p. 1481-2. 
we 44952 LENCI E Sul trattamento del diabete con a 
Nj -sulfanilil-N2-n-butilurea (BZ55) nei 
g 
G53 44953 MANNINO N, NERINI U Casi di resis- u 
tenza ai sulfamidici antidiabetici osserve - 
ta con la ripetizione del trattamento. [Cases of 
resistence to antidiabetic sulfonamide derivatives 
| 
8 
con speciale riguardo ai casi seguiti per oltre sei 
b 
in pregnancy rapporto con le indicazioni cliniche. | 
Fe. in metabolism induced by the hypoglycemic sulfo- : 
Sie namides in humans in relation to the clinical indi- 
cations] p. 1507. 
‘4 
Effetti dei nuovi preparati antidiabetici tl 
Sis sulla retinopatia diabetica. [Effects of the new 
antidiabetic preparations on diabetic retinopathy} 
p. 1488, 
GAS- 
é 
! 
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44978 F, Y L Rapporti 

gulfamidemia e glicemia e 

guifamidemia in normali e diabetici sotto carico di 
[ 


and sugar in blood and behavior of sulfonamides in 
dicarbutamide) p. 1 
24979 GUGLIELMI G, ZUCCONI C Fissazione 
ed eliminazione negli organi del coniglio 
della marcata con S35. 
of 835-labeled carbutamide in rabbit 
organs] p. 1509-11. 
34980 CUGUDDA E, GUAZZI B, MANCINI A 
Sulfamidemia mia e sulfamiduria durante durante la 
in blood and urine during carbuta- 
mide therapy of diabetes mellitus] p. 1511-2. 


44991 CORSINI G, GUACCI Confronto fra 
modificazioni dail’ 


mellitus} p. 1512-6. 
PRINOTTI C [i quadro lipidemico in 
diabetici trattati con sulfa-butil-urea. [The blood 
lipid picture in diabetics treated with carbutamide] 
p. 1516. 
44969 GIAMBRONE I, CANNADA E, CACO- 
PARDO A, SPINA A Variazioni del tas- 
so dei lipidi totali, del , dei fosfolipidi, 
del quadro protidemico e dell'azoto incoagulabile 
del siero in soggetti diabetici trattati con i nuovi 
ipoglicemizzanti. [Changes in the levels of total 
lipids, cholesterol, phospholipids, blood protein 
picture, and incoagulable serum nitrogen in dia- 
betic subjects treated with the new hypoglycemic 
ow) p. 1516-7. 
14904 L, SALVI G Influenza del- 


ula lipidemia det dlabetici. [Effect of 
combined carbutamide and gastric muc 


a lipids in blood of diabetics] p. 1517-9. 
44995 CUGUDDA E, DISPENSA E, GUAZZI B 
Cc delle lipoproteine e delle 


luree del diabete mellito. [Behavior of lipopro- 
teins and during sulfanily’ 
apy of diabetes mellitus] p. 1519-20. 


14906 PALLONE E, GUSTINUCCI R Indagini 
su l'effetto esercitato dalla 


@ glucose] p. 1520-1. 
44987 PALLONE E, GUSTINUCCI R 
su alcuni 


44988 GRIGNANI F, BRUNETTI P, SERPI G 
Azione della carbutamide e della tolbut- 

amide sulla glicemia, piruvicemia, lattacidemia e 

chetonemia nelle prove di carico orale di glucosio. 

[Bifect of carbutamide 

in oral glucose tolerance test] p. 1521-2. 


$4999 PASQUALICCHIO A Peculiarita dell’ ipo- 
emia da 
: hypoglycemia caused by carbutamide] p. 1522- 


44990 BOGLIONE G, FABIANI A, PESCE S 
Infl sul potere 


#99| PETERLIN F L'effetto Staub sotto sul- 
[The effect of carbutamide 
™ the Staub effect] p. 1523-5. 


‘4992 F M, CARACRISTI R, VAL- 
LECORSI Inibizione dell'attivita degli 
Ormoni li ed adrenalina) 
nel normali e diabetici tratati con i derivati della 
and 
urea derivatives] p. 1525-7. 


‘4999 CANNADA E Modifica- 


della curva glicemica arterovenosa 
trio peas tn segulto trata 
mento con in soggetti 


Gabetici. Schengen blood 


carbutamide and 
betic subjects] p. 1527-8. 
"4994 B, DISPENSA E, CAGNACCI M 


dopo 
carbutamide. [Changes in the Staub test 
after administration of carbutamide}] p. 1528-9. 


‘4995 GALLETTI F Reperti di laboratorio in 


14996 TOPI GC, FORCINA G, JACOBELLI A 

effetti metabolici dei nuovi farmaci 
ad azione ipoglicemizzante. [Metabolic effects of 
the new hypoglycemic drugs] p. 1530-1. 


44997 GAIDANO G P, AMERIO G, CRAVARIO 
della crasi ematica 


durante il trattamento con i nuovi ipoglicemizzanti 


per via orale. [Behavior of blood crasis during 
therapeutic use of the new oral emic 
dregs} p. 1531 


administration 
therapy in dia- 


+4998 FIORIOC Le granulazioni tossiche dei 


with 
p. 1531-2. 


ureas glucagon on 

phosphorus in the blood] p. 1532-3. 
45000 SANSONE E La fosforemia 
concentrazione 


ematica ed all’ eftetto della sul- 
fabutilurea. [Inorganic phosphorus in 


relation 
nce effect of sulfanilyl butyl urea] p. 1533- 


4500; MANNINO N, LA PESA M, NERINI U, 

MARCUCCIO L Comportamento della 

of lipids in blood 

tn trented wilh preparations] 
p. 1534-4. 


45002 ae NERINI U Comportamento 
dei mucopolisaccaridi 


treated with the present ] 

p. 1535-7. 

45003 ZACCO M, LEONARDI M, NERINI U 
Inibizione dell’ alanina alanina-transaminasi con i 


derivati ipoglicemizzanti della sulfonilurea. 
[Inhibition of alanine-transaminase with hypoglyce- 
mic sulfonyl urea] p. 1537-8. 


45004 PANELLI G Sulle modifica- 


tolbutamide therapy] p. 1538-9. 


4500S CARRARA G Rapporti fra struttura ed 
attivita ipoglicemizzante dei derivati 


delle sulfoniluree; nota preliminare. (Relations 
between the hypoglycemic activity 
of the sulfonyl urea d pr y ] 
p. 1539-40. 


45006 MARESCOTTI V, PANESI M, FRANCHI 
F  Rilievi intorno al meccanismo di 
azione della N- (4-metil. N-butil- 
urea; indagini cliniche. [Data on the mechanism 
of action of N-(4-methyl- )-N-butyl 
urea; clinical findings] p. 1541-2. 
45007 PANESI M, GIACOMELLI F, MARES- 
COTTI V_L'atteggiamento istofunzionale 
della tiroide nel corso di trattamento con N-(4- 
metil- 
Histo-fv 
during N- (4-methyi- 
urea therapy; experimental studies] p. 1542-3. 


SANTI R Azione | dell’ 

45008 oul 
[Effect of | potassium attractylate on ~~ 
metabolism] p. 1543-5. 


4500g MAROCCO F, FREGOLA G Ulteriori 
contributi sull’impiego della tolbutamide 
nella terapia del diabete mellito, con riferimenti 
ti 


the effect on thyroid function] p. 1545-6. 


45010 BOVOG, GHIOTTO G, DE SANDRE G 

De to dei processi fosforila- 
tivi nel diabete sotto l'influenza del D860. [Be- 
havior of phosphorylative processes in diabetics 
treated with D860] p. 1546. 


45011 BzZRTOR Contributo clinico al tratta- 
mento del diabete giovanile con tolbut- 

amide. [Clinical study of tolbutamide therapy of 

juvenile diabetes] p. 1546-7. 
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45012 DETONI G Nozioni antiche e nozioni 
recenti nel campo della sindrome di 

Schoenlein-Henoch. [Past & present concepts of 

Schoenlein-Henoch syndrome] p. 1549-57. 


45013 PAVEL I, CAMPEANU S Le discinesie 
bilia: 
[Biliary dyskinesia in relation to new diagnostic 
methods} p. 1997-82. 
45014 P, PRATO V Mieloma mul- 
ione clinica delle alterazioni 
proteiche, einatclogiche¢ erenali. I. Le altera- 
[Multiple myeloma: clinical 
evaluation of protein, hematological & renal 
l. Protein changes} p. 1562-72. 
45015 PRATO V, CHIESURA P Mieloma mul- 
tiplo: valutazione clinica delle alterazioni 
proteiche, ematologiche e renali. [. Aspetti 
emato-midollari. [Multiple myeloma: clinical 
evaluation of protein, hematological & renal 
Hematomedullary aspects} p. 1572- 


45016 pent amg G Il meprobamato nella diag- 
ees nella terapia delle ipertireosi. 
(Meprotamat in the diagnosis & therapy of hyper- 
reosis} p. 1581-5. 


45017 ANGELA GC, GIULIANI, GRILLONE W, 
NEBIOLO A = naturale anti 

poliomielitica in puerpere e neonati. [Natural 

antipolio: litic immunity in puerperium & in new- 

born] p. 1585-7. 

45018 ASTALDI G, POGGIC La biopsia in- 

testinale con il sondino di Crosby. 
testinal biopsy with Crosby's sound] p. 1588-93. 


Minerva med, , Tor. 28 58 


45019 ARRIGONI C_ Un cervello vulcanico del 
Risorgimento italiano; saggio 

giobertiana. [A volcanic genius of the Italian 

Renaissance; wisdom of Giobertian psychology} 

Varia, p. 769-80. 

45020 P La scienza dell’ indiv- 


p. 1601- 
4502, VANNINI P, VANCINI B Contributo alla 
caraterizzazione biochimica dei liquidi di 
effusione cavitaria; le transaminasi glutammico- 
Piruvica negli essudati e trasudati. [Biochemical 
characterization of fluids of 
glutamic oxal & 
inases in exudates & 1. 


45022 MANAI G, MANDELLI F _L'angiopsatiro- 
Flajani 


45023 ROSSINI G, PIAZZA G, NESSIG In- 
fluenza di taluni fattori capillaro-protettivi 


itis in premature infants) p. 37- 
42; discussion, p. 42-4. 


45042 P Considerazioni sulle 


45041 DE TONIG L’otoantrite del prematuro. 
[Otoantr: 


senza atresia e sulla loro Cure chirurgica. 
Notes on | tracheo-br 

istulas with ‘and without esophageal atresia and 
their surgical treatment] p. 44-52. 


45043 DADONE G Poliomielite A. A. od att. 
tamento; contributo clinico-casistic: 

[Acute anterior poliomyelitis and infant ror 

clinical case study] p. 53-7. 


MINERVA ORTOPEDICA 
(Torino) 


Minerva ., Tor. Mar 58 


45044 CARLOSTELLA F, PAGANO G L'in- 
fluenza dell'ormone maschile e della vit- 


lcification of callus in fractures] p. 89-93. 


sulla fragilitA vasale di tub 

[Effects of certain capillaroprotective factors on 

vascular fragility of p y ] 

p. 1620-4. 

45024 COLLINA G Aggiornamenti di cancerolo- 
gia 1957. [Review of cancerology in 1957] 
p. 1624-52. 


MINERVA NEUROCHIRURGICA 
(Torino) 


Minerva neurochir., Tor. 2(1) Jan-Mar 58 


45025 DALLE ORE G Mielografia; effetti delle 
curve fisiologiche della colonna vertebrale 
sulla mobilita del mezzo di contrasto e loro sfrutta- 
mento per l'esplorazione completa degli spazi 
subaracnoidei spinali. [Myelography; effects of 
the physiological curve of the vertebral column on 
motility of the contrast medium & their exploita- 
tion for complete visualization of the spinal subar- 
achnoid spaces} p. 1-3. 
45026 GUIDETTI B Ii trattamento chirurgico 
degli aneurismi della comunicante anter- 
iore. [Surgical treatment of aneurysms of the 
anterior communicating artery] p. 4-14. 


45027 FRUGONI P, BRIANIS Arteria cere- 
brale anteriore in asse in casi di tumore 


cases of frontal tumors] p. 14-21. 


45028 Consid P 
di meningioma ‘sal otti- 

the optic foramen] p. 21-2. 
45029 PERRIA L, DAVINI V, CRUDELI R 

Aneurisma sacculare in sede fronto-po- 
lare. ([Saccular aneurysm in frontopolar site} 
Pp. 22-3. 
45030 PERRIA L, DAVINI V, CRUDELI R 


45031 CHIASSERINI A Jr Ematomi intracranici 
extradurali a decorso subacuto. [Extra- 


dural intracranial hematomas of subacute course} 
p. 24-30. 


45032 FRUGONI P, DALLE ORE G Ventri- 


Torkildsen in casi di non comunicazione dei ven- 
tricoli laterali: variante di tecnica. [Posterior 
ventriculocisternostomy by Torkildsen's method in 
cases of non-communication of the lateral ventri- 
cles; modified technic] p. 30-1. 


45033 G I tumori cranio-spinali. 


45034 ORECCHIA C, BADELLINO F, VISCA A 
Cranioplastiche con reti di nylon armate 
in acciaio inossidabile; ricerche sperimentali. 
Cranioplasty with nylon mesh reinforced by stain- 
steel; experimental research] p. 37-44. 


MINERVA NIPIOLOGICA 
(Torino) 
Minerva Tor. 81) Jan-Feb 58 


45035 BABUDIERI B I virus ECHO nel neonato. 
[ECHO viruses in the newborn] p. 11-4; 
discussion, p. 15. 

45036 BARBERIS Moniliasi nel lattante. 

‘is in the infant] p. 15-21; dis- 
cussion, p. 21-2. 

45037 BAUZA JA Diagnéstico nipiolégico de! 
mixedema congénito. diag- 

nosis of congenital myxedema] p. 22-4. 

45036 CLEMENT R Diabéte galactosique et 


intolérance au lait. [Galactosic diabetes 
& intolerance to milk] p. 5 


Minerva Tor. Mar 58 
45039 COMEL M_Igiene ortodermica in Nipio- 
hygiene in nipiology] 
p. 


45040 CORSO R Amuleti nipiologici. p. 34-7. 


45045 PINAMONTI F, TRABUCCHI L Sulla 
correlazione esistente fra velocita di eri- 
trosedimentazione ed elettroforesi nella tuberco- 


ticular tuberculosis) p. 94-7. 
45046 PINAMONTI F, TRABUCCHI L Sullo 
studio del fattore di correlazione fra gli- 
coproteine seriche e velocita di eritrosedimenta- 
zione nella tubercolosi osteoarticolare dell'infan- 
zia. (Correlation of blood glycoproteins & ery- 
throcyte sedimentation rate in osteoarticular tu- 


45047 GAMBIER R Paresi del ramo volare 
profondo del nervo ulnare: professionale o 
traumatica? [Paralysis of the deep volar branch 
of the ulnar nerve; occupational or traumatic ori- 
gin] p. 99-103, 
alla genetica de la deformita di Ma- 
actor tn Madelong's 


CATTANEO Lassazione traumatica 
ll’ anca con frattura della diafisi femo- 


therapy] p. 106-12. 
45050 ubves C A Contributo allo studio del- 
la lussazione 


simale del radio. [Congenital luxation of 
proximal epiphysis of the radius} 
4505; MARIOTTI M La terapia idrocortisonica 
intra- e peri-articolare. [lIntra- & peri- 
articular hydrocortisone therapy] p. 117-23. 
45052 DUE G Liosteosintesi a fili incrociati 
wire osteosynthesis in fractures of the phalanges} 


MINERVA OTORINOLARINGOLOGICA 
(Torino) 


Minerva otorinolar., Tor. 58 
45053 CRIFd DE ROSA G, GIRONE D As- 


p. 81-104, 


45054 FILIPPIB C 
mo di chiusura del 
logico comparativo di stadi ber del palato 
ottenute sperimental- 
mente. {udechanion of cleft palate; comparative 
morphological study of embryonic states of normal 
palate and of experimentally-induced palatoschisis) 


-p. 104-9, 
MELAMPI M_ Studio sulla polimerizza- 
45055 zione intra-tissutale di una nuova resina. 
[ L tion of a new resin) 
p. 109-14. 
45056 INVERNIZZI M La sordit& da lesione 
dell’ ; studio 
[Deafness due to lesion of the VIII nerve; c 
and statistical study] p. 114-9. 
45057 COMORETTOR A della cine- 
rapia nelle neoplasie delle vie 
aero-digestive a [Use of kineroentgeno- 
therapy in of the upper respiratory and 
digestive pathways} p. 119-30. 
45058 BOSATRA A 1 problema del sanguina- 
mento nella chirurgia del naso e dell'o- 
recchio in anestesia generale; note di tecnica. 
problem of bleeding in surgery of nose and ear 
ear under general anesthesia; technical note} 
p. 130-2, 
Idr 
—— vasocostrittori nelle riniti allergiche e 


vasoconstrictor 
rhinitis} p. 132-6. 


Minerva otorinolar., Tor. 5) May 58 


45060 CALIGARIS F Ricerche sperimentali 
sulla diversa distribuzione degli anti- 
corpi antistreptolisinici nella terapia palatina e 
negli altri tessuti ed organi. [Experimental 
studies of the diverse distribution of antistrep- 
tolysin antibodies in the palatine tonsils and other 
tissues and organs} p. 139-42. 


— 
leucociti in rapporto al trattamento col Cis a 
derivati sulfamidici ipoglicemizzanti. [Toxic if 
granulations of leukocytes in relation to therapy , 
- 4999 VALLECORSI G, CARACRISTI P, 
ANTONINI FM Effetti delle sulfonil- 
uree e del glucagone sulla fosforenia inorganica. 
amina D nella calcificazione del callo di frattura. 
[Effects of the male hormone & vitamin D on the y , 
havior of serum mucopolysaccharides in subjects ae 
| losi osteoarticolare. [Correlation of erythrocyte 
| | sedimentation rate & electrophoresis in osteoar- 5 
dogs} 
ol- 
del 
eff. coproteine dura m sulfani- 
1499- 
| 
Po rale; contributo alla cura [Traumatic hip joint 
luxation with fracture of the femoral diaphysis; - 
| 
su la utilizzazione tissulare del glucosio. [Notes 
@ the effect of carbutamide on tissue utilization in axis in 
. 
e in- 
silina; ricerche in vitro. [Notes on some rela- 
tions between carbutamide and insulin; study in 
p. 123-6. 
| 
Esperienze personali sugli aneurismi 
[Further studies of the use of tolbutamide in ther- artero-venosi endocranici. [Personal experiences : 
INI a mopatia diffusa sperimentale; studio istopatologico. ae) 
(Otor' as of experimental 
ttati of sulfanily! ureas on glucose assimilation ity COIOCISLEr NUSLUIDIA PUSLETIOLe SECU 
indiabetics] p. 1523. 
1504. 
nide 
nig- 
| 
peri- 
| | 
mo A 
es | is 
lo- 
di- 
corso di terapia con carbutamide e tolbut- | Ll 
amide. [Laboratory findings during carbutamide 
and tolbutamide therapy] p. 1530. a 
m- vas Hydrocortisone, antibiotics 
e 
ter 
| 
rea 
| 
oe 
R-479 
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4506! ESPOSITO 8, GANDOLFI M Sulla pos- 
sibile correlazione fra alterazioni del 
quadro proteico plasmatico e funzione uditiva nel 


diseases] p. 142-6. 
45062 MELAMPI M Alterazioni funzionali sal- 


fossa di Rosenmuller. 
tional changes caused by 
muller's fossa] p. 147-51, 


45063 MOLLICA V_ Rillevi anatomo-chirurgici 
sul facciale intratimpanico; 
ni sulle paralisi facciali otologich 

surgical aspects of the intra-tympanic —— 
nerve; notes on otological facial paralysis) 

Pp. 151-62, 

45064 PORROG Sui tumori maligni dei seni 
mascellari; contributo alla diagnostica e 
alla terapia r [Malig tumors of 
the maxillary sinuses; contribution 

diagnosis and therapy] p. 162-72. 


45065 DALL'ACQUA B, BIGO A Sulla opaciz- 
zazione dell’ con un nuovo mezzo 
di contrasto per l'esame delle vie digerenti. 
[Opacification of the esophagus with a new con- 
trast medium for examination of the digestive 
tract] p. 173-7. 


45066 MALASPINA A, PORTIGLIOTTI L Un 
caso di displasia osteo-fibroso a loca- 
lizzazione fronto-etmoidale. 
fibrous dysplasia with fronto-ethmoidal localiza- 
tion] p. 177-82, 
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45067 BOSATRA A Modificazioni del quadro 
audiometrico della malattia di Méniére 


after direct ultrasonic irradiation] p. 185-90. 


45068 MORETTOG Ricerche sperimentali 

sulla possibilita di prevenire l'effetto 
tossico dell'anidride arseniosa sulle strutture 
dell'orecchio interno mediante l'impiego del 2-3 
dimercaptopropanolo (B.A.L.) [Experimental 
studies of the possibility of preventing the toxic 
effect of arsenous anhydride of inner ear struc- 
tures by use of 2, 3-dimercapropopanol (B. A. L. )] 
p. 190-201. 


45069 one E, CREMONESI G, OTTOBONI 
La citoarchitettonica dello strato 
. esofageo nei vari periodi di vita intra- 
uterina con particolare riferimento alla morfologia 
dei singoli elementi cellulari. [Cyto-architec- 
tonics of the esophageal epithelial layer in various 
periods of intrauterine life, with special reference 
to the morphology of single cell elements) 
p. 201-6, 
45070 ANGELA GC, GALLI DELLA LOGGIA D 
Studio istopatologico dei centri e delle vie 
i nella lite anteriore acuta. 
[Histopathotogical study of the vestibular centers 
and pathways in acute anterior poliomyelitis] 
p. 207-13, 


ANGELA G Ag) GALLI DELLA LOGGIA 
D, SARD! ‘istopatologia delle vie e 

li nella i anteriore 
acuta. thology of the trigeminal pathways 
and centers in acute anterior poliomyelitis] 
p. 213-9. 


45072 ANGELA GC, GALLI DELLA LOGGIA D 
Morfologia dei bulbi olfattivi nella polio- 
mielite anteriore acuta, [Morphology of the ol- 
—- bulbs in acute anterior poliomyelitis] 

p. 219-20. 


48073 


atibal 


45071 
dei centri tr 


CREMONESI G I laringoceli. [Laryngo- 
celes] p. 221-30. 


45074 BARBERIG Reticoloistiocitoma de 


naso. [Reticulohistiocytoma of the 
p. 230-2, 
45075 LECCOV 


della pre 
to della sindrome spastica faringo- beng 


45076 BOCCA E, APPLANI Lanestesia per 
nella chirurgia tonsillare. (Chlorpro- 
of i 


anes- 
este t in tonsil surgery] p. 237-9, 


FERRARIS A, CHIODI G_ Impiego del- 
l'idrocortisone per medicazioni endo- 
[Use of in 

chial medications] p. 240-2. 


45077 


MINERVA PEDIATRICA 
(Torino) 
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48078 FANTUZZI B, SVILOKOS N La pane- 


concepts and case reports} p. 245-60. 
45079 BRUNI R, DE LANGLADE E La prova 
della urinaria diant: 
post-ipofisario. [Use of pos- 
ior pituitary hormone in test of urinary concen- 
tration p. 261-7. 


45080 NOCCIOLIG Osservazioni “sull'efficacia 
della bicarnesina sull'accrescimento del 


A, ee G La terapia 
[Spiramycin therapy of wasegenp-cneghl p. 271-6. 


Minerva Tor. 10(11) 17 Mar 58 

45082 LELONG M Reflux oesophagien, hernies 
hiatales et brachy-oesophage. [Esopha- 


poten GIRAUD P Les séquelles éloignées de la 
primo-infection tuberculeuse. [Late se- 
qindes primary infection] p. 286- 


SERNARDC M, 3 
tale provocata nell’ [Pr 
on induced in premature 
Pp. 4 


45085 ZARATTINI F Le cause psichiche del 
parto prematuro [Psychological causes 
of premature labor] p. 294-5. 


45086 ZARATTINI F Riflessi dannosi sullo 
sviluppo psicofisico degli illegittimi per 
carenza dell'ambiente familiare. [Harmful reper- 
cussions of lack of family enviroment on the psy- 
development of illegimate children] 
Pp. 


45087 pape F La profilassi collettiva 
ite dell'anca 
nel (Mass of con- 
genital of te tho pene 
of life] p. 297-9, 


45088 TESCOLA F Sull'effetto dei farmaci ad 
azione ipertensiva in bambini sani prepa- 
rati con cloropromazina. [Effect of hypertensive 
drugs on healthy children treated with chlorproma- 
zine] p. 300-1. 


45089 B, KEHYAYAN Applicazione 


Crooke; dosaggi comparativi con il metodo biolo- 
gico di Klinefelter. [Use in pediatrics of the Butt 
= Crooke chemical method of determination of 
ry gonadotropins; comparative values obtained 
with the biological method of Klinefelter] p. 301- 


45090 MALOSSI M, SILANOS G Effetto della 
c 


insipido. 
of diabetes insipidus} p. 302-3. 


4509! SEGAGNI E Su di un caso di linfosarco- 
uta. 


[A case of suspected lymphosarcoma in acute lym- 
phatic leukemia] p. 303-4. 


45092 SEGAGNI E, BORGHI E Osservazioni 
cliniche su alcuni casi di meningo-nevras- 


notes on several cases of acute meningo-neuraxi- 
tis of possible viral etiology] p. 304-5. 
45093 GAMALERO P C, MARCHESE G S 


Considerazioni clinico-radiologiche sulle 
ombre rotonde polmonari nel bambino. 


Tor. 24 Mar 58 
45094 MALLARDI A Prime esperienze col 


4510} PROSPERI F Tubercolosi in adenoma 
prostatico; clinico. [Tuber- 

culosis in prostatic adenoma; clinical case] 

p. 35-8. 


45102 CORRADO F Presupposti teorici e con- 
siderazioni cliniche sull'impiego degli 
steroidi bisessuali nell'adenoma prostatico; nota 
preventiva. [Theoretical presuppositions and 
y note] p. 38-40. 


45104 MAFFEIS V La nitrofurantoina nelle in- 
fezioni delle vie urinarie. [Nitrofuran- 
toin in infections of the urinary tract] p. 43-8. 


(Booneville) 
Miss: Doctor 1) June 58 
45105 NICHOLS HM Tendon and nerve injuries 


of the hand. p. 1-3. 

HEADSTREAM JW _ Urologic complica- 
tions in abdominal surgery. p. 6-11. 
LINDSEY D Emergency medical care 
of the injured. p. 12-9. 

RUSH LV Fracture problems. 

22. The humerus. Suppl. p. 1-4. 


45106 
45107 


45108 


Mississippi Doctor 36(2) July 58 


45109 WOODWARD FD The relationships of 
tobacco use to diseases of the ear, nose 
and throat. p. 27-31. 


45119 FIELD RJSr, FIELD RJJr Effect of 
hysterectomy on young women. p. 31-2. 


4511, JOHNSON J What should our present 
attitude be regarding carcinoma of the 

lung. p. 33-5. 

45112 ee gc Parenteral iodine treat- 


in acute and arteri 
sis: — 
medical literature. p. 35-7 


MISSISSIPPI VALLEY MEDICAL 
JOURNAL 
(Quincy, TL) 

‘Mississippi Valley M.J. 80(4) July 58 
45113 CECIL RL How should we treat rheu- 
matoid arthritis? p. 165-8. 

45114 HALPIN LJ The care of the asthmatic 

patient. p. 168-72. 


45115 LITTLE EH, OCHSNER S Some ro- 
entgenologic considerations in peptic 


ulcers. p. 172-5. 


MISSOURI MEDICINE 
(St. Louis) 


Missouri M. 55(6) June 58 
Intestinal obstruction. 


V.D.S. test nella tubercolare | 
infantile. [First with Salvioli diffusing 
diagnosis of 45117 KINSELLA R A, GANTZ J Staphylo- 
Pp. coccal infection. p. 584-6. 
4 PREAULT M_ Les suppurations chro- 4511g O'BRIEN RM Morton's toe; intractable 

7 non tuberculeuses des voies re- pain about the fourth metatarsophalangeal 

spiratoires chez l'enfant; p Pp | de lati p. 586-9. 
45119 SODEMAN Therapy of the arrhyth- 


the resp y passages in 
therapeutic problems] p. 310-9. 
45096 RA Le traitement anti- 
inflammatoire de la tuberculose infantile; 
la e bs la corticothé ie surrénale. ([Anti- 
therapy of inmtantile the 
status of adrenal corticoid therapy] p. — 


45097 EGIDI E Profilassi di malattie sociali e 
di manifestazioni diatesiche nell'eta in- 
fantile per mezzo di ricovero in colonia climatica 
[Prevention of social diseases and 
diathetic if in by 
in permanent climatic colonies} p. 324-9. 


MINERVA UROLOGICA 
(Torino) 


Minerva urol., Tor. 10(2) Mar-Apr 58 


45098 — M Risultati della terapia me- 
nella tubercolosi uro-genitale. 
— on medical therapy of urogenital tuber- 
culosis] p. 29-30. 
45099 PIRONTI DI CAMPAGNA GM Calcolosi 
vescicale da cisti dermoide apertasi 

spontaneamente in vescica; presentazione di un 

* caso. [Bladder calculosis caused by dermoid cyst 
opening spontaneously into the bladder; case re- 
port] p. 31-2. 


45100 VENTURA M Rara metastasi ossea da 
carcinoma prostatico. osseous 
metastasis of prostatic carcinoma} p. 32-5. 


mias. p. 590-4. 
45120 STERKEL RLSr, BRUCKER MA, 
KNIGHT WA Jr PU-239: a potent new 
anticholinergic agent; a preliminary study. 
p. 595-6. 
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MITTEILUNGEN AUS DEM GEBIETE 
DER 
LEBENSMITTELUNTERSUCHUNG 


UND HYGIENE 
(Berne) 


Mitt. Lebensmitteluntersuch., Bern 49(1) 1958 


45121 STAUB M Vorschlige zur Beurteilung 
von Kunststoffen fiir die Lebensmittelin- 
dustrie. [Proposals for the eval of 


for use in the food industry] p. 1-9. 


45122 RENTSCHLER H, TANNER H Die 


zwischen naturreinen und gezuckerten Weinen. 
analytical method for differentiating be- 
tween natural wines and wines to which sugar has 
been added] p. 10-4. 
45123 MASSAROTTI A Ueber die durch kataly. 
tische Veresterung von ~ Fettsiu- 
le (E deren Nachweis 
in in Olivenslen. [Oils (ester ob obtained by 
catalytic esterification of olive oil fatty acids and 
their determination in olive oils] p. 15-29, 
45124 VETSCH U, LOTHI H Technische Ver. 
besserung der zweidimensionalen 


chromatographie. [Improved method of two-dj- 
mensional paper chromatography] p. 29-35. 


determination, especially in _ Pp. 36-60, 
45126 STAUB M, Unt 
an synthetischem Olivesth [Research on 
synthetic olive oils} p. 61-5. 
45127 BICKEL H, ROULET M Die Eignung 
von Pepsin verschiedener Herkunft zur 
Bestimmung der Pepsi hkeit von 
Eiweiss in Griinfutter und Diirrfutter, [Evalua- 
tion of pepsins from various sources for the de- 
termination of digestible albumin in green and 
dried fodder] . 66-71. 


KLOTZSCHE C Thiometon, ein never 
systemischer Phosphorsaureester. 
a a new synthetic phosphoric acid ester] 
Mitt. Lebensmitteluntersuch., Bern 
49(2) 1958 


45129 Die Papierelektro- 


der seahiepitanmnena ‘auf die Untersuchung von 
Lebensmitteln. I. [Paper electrophoresis of egg 
proteins; use of paper electrophoresis in food in- 
vestigation. .I.] p. 79-114. 


45130 REIMERSMA JC, STOUTJESDIJK W 

Ueber die Papierchromatographie von 
Sterinen aus Tier- und Pflanzenfetten. [Paper 
chromatography of sterols from vegetable & ani- 
mal fats] p. 115-20. 


45131 worréss 3 Trocken 
fraroter B hlw sine A ng von Filter- 
papier und Aluminiumfolien. [Determination of 
solid matter in ice cream by the filter paper- 
aluminum foil method combined with infrared 
radiation] p. 121-6. 

45132 ANTENER I Die Vitamine der B-Gruppe 

der Kakaobohne; beitrag zur Ermittlung 
des biologischen Wertes der Kakaobohne. | De- 
terminations of B vitamins in the cacao bean; de- 
termination of the biological value of the cacao 
bean) p. 127-39. 


MODERN CONCEPTS OF 
CARDIOVASCULAR DISEASE 
(New York) 


Mod. Concepts Card. Dis. 27(6) June 58 


45139 REEVES TJ, HARRISON TR Problems 
in the evaluation of pain in the chest. 
p. 461-6. 


{ 


Mod; Concepts Card. Dis. 27(7) July 58 


45134 | JOHNSTON FD Bundle-branch block. 
p. 467-71. 


MODERN HOSPITAL 


(Chicago) 
*Mod. Hosp. _90(6) June 58 
4513S STATE seeks to regulate hospital costs. 
p. 51; passim. 
45136 MOZEN HE, BECK CS Surgery may 
be a lifesaver in coronary heart disease. 


p. 55-9. 

WONNACOTT C New station makes 
nurses’ work easier. p. 60-1. 
HAAS RM _ 85 Bed hospital is equal to 
400 victims. p. 62-4. 

HEYD EH Who's accountable for ac- 
counts receivable? p. 65-8. 


45137 


45138 
45139 


45140 WHAT hospitals should know about mal- 
practice. p. 69-76. 
ARMSTRONG T F (Mrs) Guided tours 

45141 to public understanding, p. 77-9 

45142 MAY A How to make presentees out of 
absentees. p. 81-2. 

45143 COX WP Adaptability is the word for 
new unit, p. 83-5. 

45144 FEKETY FR, SHAFFER E L, BUCH- 


BINDER L, PRICE H P, GOLDBERG §, 
PYLE LA Staph epidemic ends when carrier is 
found. p. 88; passim. 


4514 SWENSON GB Selective menus needn' 
sites mean extra work. p. 112; passim. 


"ys 
- 
ets NG bambino e nell'ipotrofia del lattante. [Notes on 
. eee corso di alcune emopatie. [Possible correlation the effect of bicarnesine on the growth of children 
eae ee between changes of the blood protein picture and and on infant hypotrophy] p. 268-71. ‘ 
ae ie: auditory function in the course of several blood 

| 
| 

ca pod pingo-a ari da obliterazione della | 
lpingo-auricular func- | 
iteration of Rosen- 

cocco retrovescicale; contributo clinico. 

case of retrovesical echinococcic cyst] p. 40- 

45125 A Le strontinm-00, oun 
; os tification et son dosage spécialement dang 

MISSISSIPPI DOCTOR 

dopo irradiazione ultrasonica diretta. [Changes 
tl ae in the audiometric picture of Méniére's disease 

eee gio delle gonadotropine urinarie secondo Butt e 

eter ine on two cases 

site acuta di probabile eziologia virale Clinica. 
3 radiological aspects of pulmonary round-shadows 
in children} p. 306. 

Srey Anesthetic infiltration of the pre-epiglottic space 
4 a in therapy of the pharyngo-esophageal spastic 
syndrome} p. 232-7. 

eet mocitoftisi primitiva nell'infanzia e 

Paes condizioni morbose affini; concezioni attuali e con- 

tributo casistico. [Primary panhemocytophthisis 
a eee in childhood and related morbid conditions; current 
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CURRENT LIST of 


MEDICAL LITERATURE 


45146-45250 


STUMPF CF Radiopage locates doctors 


in 30 seconds. 
WEISHEIT RE, PADGETT RW Laun- 

45147 dries make or mar sheet life. p. 128; 
passim. 


p. 122; passim. 


*Mod. Hosp. 91(1) July 58 

4514g LAMB RJ How to plan intensive care. 
p. 51-5. 

45149 BABCOCK KB Common problems in 
hospital accreditation. p. 56-8. 

45150 WEINBERG H, KING S_ Recreation pro- 
gram is helpful to patients, Pp. 50-62. 

45151 VIGUERS RT What it takes to be a good 
supervisor. p. 63-6, 

45152 GOTHELF H, SESKIND A Staff partici- 
pation is a matter of record, p, 67-70. 

45159 ROESSLING AH, PARNALL C Grouping 
of departments according to function ex- 

pands efficiency. p. 73-4. 

45154 KIRBY WG Coordination is the key to 
planning the interior decoration. p. 75. 

45155 ROSS L_ What hospital and house staff 
owe each other. p. 76-7. 

45156 GODLESKY VW Two ways of impro- 
ving your purchases, p,. 79-80, 

45157 MACLEAN BC Public moves in on Blue 
Cross. p. 81-2; passim. 

4515 BUGBEE G The key to preserving the 

heal: princ 


voluntary ith insurance iple lies 
in finding some way of enrolling the nongroup pop- 
ation. p. 82-3; passim. 


45'59 MORGAN FC Cash 
controls keep employees 


honest. p. 85-7. 

45160 GOOD DRUG service calls for cooperation 
between hospital and retail pharmacists. 
p. 88; passim. 

4516; KOTSCHEVAR LH How to make the 
most of fabricated foods. p. 98; passim. 

45162 SMITH RA Dish machines can wash 
more than dishes. p. 102; passim. 

45163 COBB G, MORIN F F Ceiling fixture 
solves three-way problem. p. 108; pas- 
sim. 

45164 SANITATION is a lifesaver for babies. 

p. 112; passim. 


MONATSSCHRIFT FUR 
KINDERHEILKUNDE 
(Berlin) 
Mschr. Kinderh. 106(3) Mar 58 
45165 HELLER Die Bypophysenhinterlappen- 
und Ni mone wahrend 


der ersten im Zusammenhang mit der 


45177 BOMMER W Untersuchungen liber das 
Vork neutral di 


Poliomye 
litis-Antikérper im Blut von Sduglingen und Klein- 
kindern aus Wurzburg und Umgebung. [Presence 
of neutralizing antibodies in the blood of infants & 
small children in Wurzburg & surroundings] 

p. 119-20; discussion, p. 120-1. 


45178 Die Behandlung schwerster 
fung. [Treatment of wevere scaige with tuenomic 


45179 CREMER HD Industrielle Behandlung 
der Lebensmittel als Problem des Ernah- 
rungsphysiologen. [Industrial processing of food 
as provlem of the autritional physiolog lologist} 
p. 123-30. 
45180 SCHREIER K Industrielle 
der Lebensmittel in arztlicher Sicht. 
{Industrial processing of food in medical view] 
p. 130-5; discussion, p. 136-7. 
451g| EWERBECK H Der Einfluss der Kon- 
servierung auf die Eignung der Milch zur 
[Effects of preservation on 
usability of milk for infant nutrition] p. 137-8. 
451G2 SAGER CA Die Gefriertrocknung als 
natirliche Konservierungsmethode von 
Frauenmilch. [Dry freeze as a natural preserva- 
tion method for human milk] p. 138-40. 


45183 MARGET W, DEBATIN F Sind Darm- 
fur den Fettgehalt der Faeces 
bei g d von Be- 
? [the 1 role of intestinal bacteria in fecal 
" content in healthy & dyspeptic infants} p. 141- 
45184 OTANI T Thymusvergrésserung bei 
Kindern. [Enlargement of thymus in 
children] p. 143-5. 


45185 FANCONI G Moderne Auffassung der 
Ph des N Modern con- 
cepts on the physiology of the nephron p. 145-7. 


45206 HJELT L, HALLMAN N oo 
bei 


in the newborn] p. 190-2. 


45207 WERNER E Indikationen zur Contebenbe 
im 


Kindesalter. [Indications for 
of the neph rotic syndrome in children] p. 192-4, 


45208 VOGT D Zur Behandlung der Nephrose 
mit der Reisdiat nach Kempner. ([Treat- 
ment of nephrosis with Kempner's rice diet 
p. 194-6; discussion, p. 196-7. 
45209 DIETEL V, POLSTER H Die indirekte 
Clearance mittels Bestimmung der Inulin- 
und p-Aminohi it. [Indirect 
clearance with determination of inulin & p-amino- 
hippuric acid half-value period) p. 197-9. 
45210 Uber Untersuchungen 
r renalen Elektrolytausscheidung zur 
einiger tubuldrer Nierenfunktionen. 
[Studies on renal electrolyte excretion in evaluation 
of certain tubular kidney functions] p. 199-200. 
4521! ZAPP E Zum a: der bakte riologi- 
schen Di ik der 
[The problem of bacteriological d is of uri- 
nary tract infections] p. 201-2; discussion, p. 203. 
43212 SCHULTZE-JENA BS Zwei Fille von 
. [Two cases of galacto- 


semia] p. 203-4. 


Mschr. Kinderh. 106(4 58 


45213 HIRSCH W_ Genetisch-klinische Studien 
an abnormalen = cerebral geschadigten 
Kindern. +. Einlei 
(Genetic and clinical wanes on abnormal and 
brain-damaged children. 1. Introduction and 
statement of problem] p. 209-10, 


45214 HIRSCH W, MEX A Genetisch-klinische 
Studi 


hadi Kindern. 1. Carotin- und Vitamin A- 


45186 DOST F H Gedankliche und methodisch 
h 


cl 
[Conceptional & methodological 
clearance procedure] p. 147-9. 


45187 FRIEDERISZICK FK Praktische Ergeb- 
r Cl h 


nisse ng 
[Practical results of clearance tests} p. 149-51. 


45188 G_ Experimentelle Nephritis 
des Jungtieres. [Experimental nephritis 
in young animals} p. 151-5. 
45189 CATEL W Die der akuten 
diffusen Glome rulonephriti Pathogene- 
sis of acute diffuse qamerdnphdia} p. 155-9. 
45190 FANCONI G Der heutige Stand der Ther- 
apie der Lipoidnephrose. [The present 
state of therapy of lipoid nephrosis] p. 159-61. 
45193! FALK W Nephrose und Nebenniere 
[Nephrosis & adrenal gland] p. 161-2. 


45192 BICKEL H St®érungen der Aminosauren- 
und im proximalen 
Tubulus; und he Ge- 
s of amino acid resorption 
& sugar in the proximal tubulus; 
gical & clinical aspects} p. 162-4. 


pituitary & cortex hormones the 
first months of life & their relation to the water 
balance regulation] p. 81-7. 


45166 — H_ Die Entwicklung der neuro- 


Secretory water balance regulation in infants] 

p. 87-90. 

43167 HUNGERLAND H Klinik des Fllssig- 
keitshaushaltes beim Saugling. [Clinical 

aspects of body fluid balance in infants] p. 90-8; 

discussion, p. 98-9. 

45166 KERPEL-FRONIUS E, VONOCZKY J, 
SZIGETHY J Renale Faktoren in der 

Entstehung von KOrperwasserverlusten nach pri- 

miarer Salzentziehung. [Renal factors in the 

pathogenesis of body fluid losses after primary 

withdrawal of salt] p. 99-100. 


JR, GRUTTNER Beitrage 


43169 r hormonalen Regulation des Wasser- 
ulation of water bal- 
p. 101-3. 


48170 STOLLEY H, DROESE W Die funktion- 
elle Unreife der Sduglingsniere als be- 
ope Faktor der kiinstlichen Ern’hrung. 
‘The functional immaturity of infant kidneys as a 
limitating factor of artificial feeding} p. 104-6. 
4517; SCHULZ R Die Bedeutung des onkoti- 
schen Druckes im Serum flr die FlUssig- 
keitsverteilung im Extracellularraum. [Role of 
Sncotic pressure in blood in extracellular fluid 
distribution] p. 107-8. 
4172 JARAUSCH KH, _ULLRICH KJ Neuere 
und Methoden zum Mechanis- 
[Recent results & 
of of 


mus der 

methodology fo: 

urinary p. 108-11. 

45173 GRASER F Der Einfluss des Wasser- 
haushalts auf den Kreislauf im frihen 

Kindesalter. [Effects of water balance on blood 

Circulation in infants] p. 111-2. 

45174 KUNDRATITZ K, KLAUSBERGER E, 
ZWEYMULLER E Die Bedeutung der 

Angi bral gestdrten 


[Value of angi - aphy 
children} p. 113-7. 


45193 DURAND P 
Tubulus; C y Galakto- 


samie, Wil he P: renale 
kogenose. [Secondary disorders of the p 
tubulus; cystinosis, gala ja, Wilson's 
dosclerosis & renal glycog ] p. 165-7. 


45194 ROYER P StOrungen des tubula’ren Phos- 
of tubular 


phosphate e mechanism] p. 167-8. 


5195 SWOBODA W Die genuine Vitamin D-re- 
sistente Rachitis (Phosphatdiabetes). 
[Genuine vitamin D-resistant rickets (phosphate 
diabetes)] p. 168-9. 


45196 F Diabetes insipidus renalis. 


LINNEWEH 
p. 169-70. 
45197 HUNGERLAND H_ Nierenfunktion und 

Harnionogramm. [Kidney function & uri- 
nary ionography] p. 171-2. 
45198 DROESE W Die Regulation 

und Acidose. [Renal regulation in 
sis & acidosis} p. 172-4. 
45199 STAPLETON T, MACDONALD WB 

Hypercalcamie und Nierenfunktion. 
[Hypercalcemia & kidney function] p. 175-6. 


45200 GAUTIER E 


nephropathy} Pp. 176-7. 

4520| ZETTERSTROM R Die Nierenfunktion 
i Pyelonephritis. [Renal function in 

pyelonephritis} p. 178-80. 


45202 JOCHIMS J Pyelonephritis und = 
nephrose als von 


rungen. [Py 
cause of tubular p. 1 180-2; 
p. 182-5. 


45203 DE TONI G Oxalose als Ursache einer 

besonderen Form des renalen Zwergwuch- 
ses. [Oxalosis as a cause of a special form of 
renal dwarfism] p. 185-6. 


LOESCHKE A Uber mit 
45204 Missbilds 
Harnwege ohne Ni izienz. rf 
with occult defi the y urinary 


45175 SCHAPER, KOSENOW idna rk 
[Steroid anesthesia] p. 117. 

45176 SUCHON F Notfalltherapie mit Steroid- 

therapy with 


steroid preparations] p. 118-9. 


without renal insufficiency] » 187. 


45205 UOHRH Zum Problem der Nephrocal- 
cinose. [The p of nep 
sis] p. 188-90. 


Stoffwechsel. [Genetic and clinical studies on ab- 
normal and brain-damaged children. [1 Carotene 
and vitamin A metabolism] p. 210-2. 


45215 HIRSCH W, BELITZ HJ Genetisch-«li- 
nische Studien an abnormalen und cere- 
bral geschadigten Kindern. Papierchromato- 
graphie. [Genetic and clinical studies on abnor- 
mal and brain-damaged children, [11 Paper 
chromatography] p. 212-3. 


45216 HIRSCH W, GOETZE W, KUBICKI S 
Genetisch-klinische Studien an abnorma- 
len und cerebral geschadigten Kindern. IV. Ele- 
ctroencephalographie. [Genetic and clinical stud- 
ies on abnormal and brain-damaged children. IV. 
Electroencephalography| p. 213-5. 
45217 G, HIRSCH W Genetisch-kli- 
he Studien an abnormalen und cere- 


mens. [Ovarian hemorrhage, especially from 

corpus luteum cysts, in children simulating acute 

abdomen] p. 269-72. 

45231 KEUTH U Zur intra der 
Cy 


vitam diagnosis of generalized 
ease] p. 272-4. 


MONATSSCHRIFT FUR 
OHRENHEILKUNDE UND LARYNGO- 
RHINOLOGIE 
(Wien) 


Mschr. Ohrenh., Wien 92(2) Apr 58 


45232 VOSS O Beitriige zum malignen Mela- 
nom des Ohres. [Malignant melanoma of 
— p. 65-72. 
233 NEUBERGER F Drei Frithbeobachtungen 
[Three early 
observations on tympanic paraganglioma} p. 72- 


45234 KROATH F Weitere Untersuchungen 
Uber die Wirkung der Sexualhormone auf 
die Altersschwerhdrigkeit. [Additional studies 
on » effects of sex hormones on presbycusis 
p. 81-9. 


45235 UORENZ H Zur Bovestung dor Rin- 


nesc 
of Rinne's tuning fork test] p. 90-1. 


45236 HOHLBRUGGER H Zur Prophylaxe von 

und Z bei der 
Tonsillektomie; Privin als Zusatz zur Lokalanis- 
thesie. [Prevention of postoperative hemorrhage 
& other I of y; privin as 
adjuvant to local anesthesia] p. 92-6. 


45237 FREMEL F Die Poliomyelitis und das 
Hals-Nasen-Ohren-Fach. [Poliomye- 
litis & otorhinolaryngology] P. 96-106. 


45238 MARSCHIK H Tracheotomie. p. 107- 
22. 


MONATSSCHRIFT FUR 
UNFALLHEILKUNDE UND 
VERSICHERUNGSMEDIZIN 

(Berlin) 


Mschr. Unfallh. 61(4) Apr 58 


45239 NIDA S VON Die Verkehrsunfille im 
Rahmen der Betriebsunfalle. [Traffic 


und 
Handfurchenbefund. [Genetic and clinical studies 
on abnormal and brain-damaged children. V. 
Sense of touch and handprint findings] p. 215-21. 


45218 WINDHEIM K VON Uber bronchoskopi- 
sche Befunfe bei der Primartuberkulose 
im und Ki 


findings in primary tuberculosis in children and 

infants] p. 222-8. 

45219 SACHTLEBEN P Zur Differentialdiag- 
nose der Thalassaemia minor und anderer 

hamolytischer Erkrankungen im Saugli 


d in with industrial accidents] 
p. 97-102. 
45240 WEISBACH K Epicondylitis-Epicondy- 
lose. 102-11. 


45241! NEUGEBAUER W Neurologische Spitfol- 
gen nach Gasbrand. [Late neurological 
quelae following gas gangrene] p. 112-7. 


45242 E Diagnose 


minor and 
other hemolytic diseases in infants} p. 228-34. 


45220 FERENCZ P, BODA D Der Ursprung 
der Hypoproteinamie bei der Leinerschen 
Krankheit der Sduglinge. [Origin of hypoprotein- 
mia in Leiner's disease in infants} p. 234-5. 


4522! ANDERS W Poliomyelitis-Antikérper im 

Sauglingsalter. [Poliomyelitis antibodies 

in infants] p. 236-7. 

45222 ALLIES F Adipositas und Polyphagie bei 
Leukamie. 


. [Fatness and polyphagia in 
leukemia] p. 237-9. 


45223 Psychologie, Psychopatholo- 
und Psychotherapie. p. 239-43. 


Mschr. Kinderh. 106(5) May 58 


#5224 HAUPT H Die Therapie akuter Blutungen 
im Kindesalter. [Therapy of acute 
hemorrhage in children} p. 245-50. 


45225 TOTH L, VOROs ‘A Uber die quantitative 
t der im Jahre 
1957 isolierten [Quan- 
titative antibiotic sensitivity of dyspepsia E. coli 
strains isolated in 1957] p. 251-3. 


45226 WERNER E Untersuchungen zum Kalium- 
stoffwechsel bei gesunden Sauglingen im 
ersten Trimenon. [Studies on potassium metabo- 
lism in healthy infants during the first trimenon] 
p. 254-7. 
45227 OTTO FM Erste klinische E 
mit einer nevartigen Bilirubin-Belastungs- 
probe. [First clinical results of a new bilirubin 
functi test] p. 257-61. 
4522U ECKARDT F BCG-Impfung bei Friihge- 
borenen. [BCG vaccination in premature 
infants} p. 261-3. 
45229 MARTIUS G Geburtshilfliche Padiatrie. 
[Prenatal pediatrics] p. 263-8. 


44230 HECKER WC Ovarialblutungen, insbe- 
sondere aus Corpus luteum-Cysten, im 
Kindesalter unter dem Bilde eines akuten Abdo- 


phal by in beness) p. 117- 


Mschr. Unfalih. 61(5) May 58 


5243 GOTZE J Aufgaben und Ziele der Be- 
im ber 
schaftlichen Unfallkrankenhaus. [Tasks & goals 
of occupational therapy in a cooperative hospital 
for accidental injuries] p. 129-40 


244 PODZUN H ‘Schatzung der Erwerb- 


[Evaluation of incapacity work in accidental 
injuries} p. 140-7 


45245 MEINECKE F W Soll die Behandlung 
Querschnittsgelahmter als Einzelfall, auf 
Sonderstationen oder in Sonderkliniken erfolgen? 
[The problem of treatment of paraplegia as single 
case, in special wards & special clinics] p. 147- 
45246 LANGE- CORDES F Zur Entstehung der 
raktur. [Patho- 
genesis of ischemic muscular contraction] p. 153- 


*Mschr. Unfallh. 61(6) June 58 


45247 GIEBEL MG, GOHDE HP Frakturen 
im Greisenalter. [Fractures in the aged) 
p. 161-72. 


45248 KELLER EA Zur Frage der partiellen 
oder totalen Patellektomie. [The prob- 
lem of partial or total patellectomy] p. 172-7. 


49249 HOFMEISTER F Ein weiterer Fall 
einer doppelseitigen traumatischen Hiift- 

gelenksverrenkung. [Another case of a bilateral 

traumatic hip joint dislocation] p. 177-9. 


4250 HENSSGE J Zur operativen Stabilisier- 
ung von Verrenkungsbriichen des Vorfus- 
ses; ein Beitrag zur Behandlung schwerer Fussver- 
letzungen. [Operative stabilization of dislocation 
fractures of the forefoot; a contribution to treat- 
ment of severe foot injuries] p. 180-1. 
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45251-45362 


CURRENT LIST of MEDICAL LITERATURE 


PUBLIC HEALTH LABORATORY 
SERVICE 
(Lendon) 


Month. Bull, Min, Health Gr. Britain 
Vol. 17 May 58 


45251 of Mycobacterium tubercu- 

losis. IV, Methods of homoge: 
amu of Jungmann and Gruschka's method of 
homogenization with later modifications of their 
method. p. 99-103. 


44252 CULTIVATION of Mycobacterium tubercu- 
I . V. Further studies on homogeni- 

zation; the effect of centrifugation on the results of 

culture of tubercle bacilli from sputum treated 

the sodium hydroxide method. p. 103-12. 


45253 CULTIVATION of Mycobacterium tubercu- 
losis. VI. The choice of culture media 
for the isolation of tubercle bacilli from sputum. 
p. 112-8, 
45254 CULTIVATION of Mycobacterium tubercu- 
losis. VII. Period of incubation. 
p. 118-22, 


Month. Bull. Min, Health Gr. Britain 
Voi. June 58 


Ab25E DOOLEY D The long term care of pa- 
¥<°~ tients requiring artificial aid to respira- 
tion in hospital and in their homes. p. 124-31. 


45256 A SEARCH for organisms of the Salmo- 
nella group in wheat and flour. p. 133-5. 


45257 SOME OBSERVATIONS on the bacteriol- 
ogy of flour; the possible rdle of flour in 
spreading enteric disease. p. 135-46. 


4525u POOLE PM, ARDLEY J Description of 
ity cases of Salmonella enteritidis in- 


twen' 
fection. p. 147-54. 


MONTPELLIER MEDICAL 
Montpellier méd, 52(3) Nov 57 


45259 BARTHE R, FOURCADE J La respon- 
sabilité morale du médecin d'e 
(Moral responsibility of industrial physicians} 
203-10. 
5260 DUMORTIER L, FOURCADE J, GUYE- 
NOT E Sur les conditions de fonction- 
nement que devraient réaliser les services médi- 


bant réellement & la médecine du travail. 
di which must be put into 
effect by the industrial medical services; the pre- 
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treatment 
73. 


“at 
| 
varenproef van 
eee [The palm leaf reaction of cervical mucus during 
ade pregnancy] p. 942-3. 
| 
| 
| 
| 
| 
| 
HUN K S, BOKKEL HUININK 
8A TEN, VERMEULEN HJ Een geval 
van congenitale idiopathische hypoprotrombinemie. | 
| 
— 
] | 
| 
y 
By halte aan vitamine-B12 tijdens de behandeling met 
foliumzuur (P.G. A.) van lijders aan onbehandelde 
n B12 content of 
of untreated pa- 
p. 795-8. 
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CURRENT LIST of MEDICAL LITERATURE 


45545-45665 


, HAJEK M Ambilateral cancer of the 
4554 breast in females. p. 74-80. 


45546 JANEC M S geal 
p. 81-90. 


KONECNY M, KABELA M Cancer of 
the oral cavity. p. 91-4, 


BAHNA L Morphological response of 
45548 of respira 


Nervenarzt 29(4) 20 Apr 58 


45549 BILZ R Der Verdradngungsschutz; eine 
Untersuchung Uber das Paradigma der 
dr bei N) he und bei Freud. ([Se- 
lective re digm of repression in 
Nietzsche's and Pica s works] p. 145-8, 
45550 KOLLE K Die Opfer der nationalsoziali- 
stischen Verfolgung in psychiatrischer 
Sicht. [Victims of National Socialist persecution 
seen from psychiatric viewpoint] p. 148-58. 
45551 KIRCHHOF J K, MULLER F Uber Na- 
chuntersuchungen an Kindern mit spinaler 
Muskelatrophie vom Typus Werdnig- Hoffmann; 
Zugleich | ein Beitrag zum Problem der 
[Follow-up ex- 
amination of children = spinal muscular atrophy 
of the Werdning-Hoffmann type; at the same time a 
critical contribution to the problem of amyotonia 
congenita Oppenheim] p. 158-67. 
1 des und kran- 
ken scantachen Gehirns. [Blood supply and 
oxydative metabolism in healthy and diseased hu- 
man brain} p. 167-72. 


45553 HEIDRICH R, HAMPEL Hydrocepha- 
lus internus et externus nach Insulinver- 

giftung, [Internal and external hydrocephalus 

after insulin poisoning] p. 173-4. 


45554 SCHADER HE Eine Randlochkartei zur 
Erfassung eines neurologisch-psychiatri- 

schen Krankengutes. [Edge punched cards for the 

—— of neurologic and psychiatric data] 

p. 174 

45555 GANSHIRT H Erfahrungen mit der Rand- 
lochkartei in einer Neurologischen Klinik. 

[Experience with edge punched cards in a neuro- 

logic hospital] p. 177-9. 


45556 HIPPIUS H, MOLDENHAUER B Zur 

Einrichtung einer Kranken-Kartei flr eine 
Psychiatrische und Neurologische Klinik. [Es- 
tablishment of a case record file for a psychiatric 
and neurologic clinic] p. 179-81. 


NEURO-CHIRURGIE 
(Paris) 
Neurochirurgie, Par. 4(1) Jan-Mar 58 


45557 LAZORTHES G, POULHES J, BASTIDE 
G, ROULLEAU J, CHANCHOLLE A R 
La vascularisation artérieile de la moelle; re- 
ala 


cherches 
thologi aortique. 


et 
logie médullaire et & la 
[Arterial vascularization of the spine; anatomic 
research and applications in pathology of the spinal 
cordand aorta] p. 3-19. 


45558 LIMA A Les apports de a 
cérébrale au trai 

Vhypophyse. [The value of 

in the treatment of pituitary adenomas] p. 20-44. 


45559 ——— J, BERDET H, MESSIMY R 
Les papillomes des plexus choroldes des 
ventricules latéraux; étude clinique et anatomique 
de cing cas opérés. [Papillomas of the choroid 
plexuses of the lateral ventricles; clinical and 
anatomical study of five surgical cases] p. 45-60. 


45560 DANY A, HOLDERBACH L, WARTER P 
Bréches ostéo-méningées posttraumati- 
Ques avec ouverture des cavités paranasales; a 
propos de 14 cas opérés. [Traumatic cranial 
fractures with exposure of the meninges and the 
paranasal cavities; 14 surgical cases] p. 61-73. 


4556; MARCOVICI N Un nouveau traitement 
des fistules traumatiques de liquid cépha- 

lo-rachidien. [New treatment of traumatic fistu- 

las of the cerebrospinal fluid channels] p. 74-8. 


NEW ENGLAND JOURNAL OF 


MEDICINE 
(Boston) 
N, J. M. 22 58 
45562 WOOD WB Jr Studies on the cause of 
fever. p. 1023-31. 


45563 LATHEMW H cidosi 
in chronic p. 1031-6. 


45564 FISHER ER, DAVIS E Cytomegalic- 
inclusion disease in the adult. p. 1036- 
40. 


48565 JORDAN WS Jr, BADGER G F, DINGLE 

JH A study of illness in a group of 
Cleveland families. XV. Acquisition of type-spe- 
tific adenovirus antibodies in the first five years 
of life; implications for the use of adenovirus vac- 
Cine. p. 1041-4, 


45565A LILLEHEI CW Contributions of open 

cardiotomy to the correction of congeni- 
tal and acquired cardiac disease. p. 1044-9; 
contd. 


45566 LUBASH G D, COHEN BD, YOUNG 

C W, SILVERMAN G M, RUBIN A L Se- 
vere bolic alkalosi with abnormal- 
p. 1050-2, 
45567 HOAR CS Jr, GORLIN R Hyperpara- 

thyroidism and acute pancreatitis. 

p. 1052-4, 
45568 CASE RECORDS of the 

General Hospital; case 44211. 


45569 CASE RECORDS of the 
General Hospital; case 44212. 


p. 1054-7. 


p. 1058- 


N. E M. 
45571 


INNERFIELD I, SHUB H, BOYD LJ 
Buccally administered streptokinase; 
oan and experimental observations. p. 1069- 
4. 
45572 EISENSTEIN B, TAUBENHAUS M Non- 
syphilitic interstitial keratitis and bilat- 
eral deafness (Cogan's syndrome) associated with 
ular disease. p. 1074-9. 


45573 SKORNECK AB, GINSBURG LB Pul- 

monary osteoarthropathy 
(periostitis); its absence in pulmonary tuberculo- 
sis. p. 1079-82 


45574 KEEFER CS What's ahead for internal 
medicine. p. 1087-90. 

45575 LILLEHEI C W Contributions of open 
cardiotomy to the correction of poe ao 

and acquired cardiac disease. p. 1090-5; concl. 


45576 FROST J W, GOLDWEIN MI Observa- 
tions on vitamin B12 absorption in pri- 

mary pernicious anemia during administration of 

adrenocortical steroids. p. 1096-8. 


45577 SEARS JB The bearded lady. p. 1099- 
100. 
45578 CASE RECORDS of the Massachusetts 
General Hospital; case 44221. p. 1100-8. 
45579 CASE RECORDS of the Massachusetts 
— Hospital; case 44222. p. 1108- 
12. 
N. England J. M. _258(23) 5 June 58 
45580 ROSEN S H, CASTLEMAN B, LIEBOW 
AA proteinosis. 


Pulmonary alveolar 
p. 1123-42, 
4558! KAUFMANN HJ X-ray findings ina 
child with candida esophagitis. p. 1143- 
45562 


FRIEDMAN E W, HENKEN E M, FRANK 
ED Venography as a guide to the sur- 
gery of stasis ulcer of the leg. p. 1146-9. 
45583 McGOVERN JJ, DRISCOLL R, DU- 

TOIT C H, GROVE- RASMUSSEN M, 
BEDELL R F Iron-deficiency anemia resulting 
from f p. 1149-52. 


45584 DAHL LK Salt intake and salt need. 
p. 1152-7; contd. 


45585 BENEDICT EB Bronchial adenoma in 
ninety-two-year-old man. p. 1157-8. 


HARNAGEL EE Joseph Bell, M. D.; 
the real Sherlock Holmes. p. 1158-9. 


CASE RECORDS of the Massachusetts 
General Hospital: case 44231. p. 1160- 
5. 


4558y CASE RECORDS of the Massachusetts 
General Hospital: case 44232. p. 1165- 
9. 


45586 


45587 


N. J. M, 258(24) 12 June 58 
45589 HAIZLIP TM, EWING JA Meprobamate 
habituation: a controlled clinical study. 
p. 1181-6. 


45590 DAHL LK, SILVER L, CHRISTIE R W 
The role of salt in the fall of blood pres- 
sure accompanying reduction in obesity. p. 1186- 


4559; AIKEN DW Hepatodiaphragmatic inter- 
position of jejunum, ileum. cecum and 

ascending colon with intestinal obsiruction: 

of a case corrected surgically. p. 1192-5. 


45592 RODRIGUEZ HF, RIVERA E Pulmonary 
schistosomiasis. p. 1196-9. 


45593 ROTHSTEIN E The seventeenth Veterans 
Administration-Armed Forces Conf 


45599 JEWETT JF Tubal pregnancy, with rup- 
ture and massive hemoperitoneum. 
p. 1226-7. 
N. J. M. 5) 19 June 58 
45600 SCHREIER AJ, HOCKETT VE, SEAL 
JR Mass prophylaxis of epidemic 
tococcal infecti 
L Experience at a ond training center aa 
the winter of 1955-56. p. 1231-8, 


4560; NEYZI O, BAILEY M, TALBOT NB 
ects of varying infusion time in main- 
tenance fluid therapy. p. 1239-44. 


45602 BLOOMFIELD DK, MANNICK JA 
Successful resuscitation in acute myocar- 

dial inf ion with lar fibrillation: report 

ofacase. p. 1244-7. 

45603 LITTMAN D, MARCUS FI Coronary 

insufficiency associated with oral admin- 

istration of gall-bladder dye. p. 1248-50. 


45604 PIKE GM Polycythemia vera. p. 1250- 
5; contd. 


HOEFNAGEL D Fulm 
fatal shigellosis in children. 


» Fapidly 
45605 p. 1256-7. 
45606 CANGEMI VF Acute pericarditis after 
smallpox vaccination. p. 1257-9. 


45607 CASE RECORDS of the Massachusetts 
General Hospital: case 44251. p. 1259- 
65. 

45608 CASE RECORDS of the Massachusetts 
General Hospital: case 44252. p. 1265-8. 


MORRIS GE _ Infrared radiation. 
45609 1272-3. 


_N. England J. M. 258(26) 26 June 58 


45610 Tyne R B, COLVIN VG, SEAL 


winter of 1956-57. p. 1277-84. 


4561; WEISMAN AD, HACKETT TP Psycho- 
sis after eye surgery; establishment of a 

specific doctor-patient relation in the prevention 

and treatment of black-patch delirium. p. 1284-9. 


tococcal inf 


45612 BRAUDE AI Transfusion reactions from 
contaminated blood; their recognition and 
treatment. p. 1289-93. 


45613 HAMPTON JW Waldenstrém's macro- 
globulinemia; clinical and pathological re- 

port of a case resembling multiple myeloma. 

p. 1293-6. 


45614 PIKE GM Polycythemia vera. p. 1297- 
300; concl. 


45615 KAYE M A peroxidase 
dure fi 


45616 ALLEN FH A ol Early jaundice in the 
i p. 1302-3. 


LISTER J The physician and society. 
p. 1303-4. 


45618 CASE RECORDS of the Massac 
General Hospital: case 44261. 
10. 


45619 CASE RECORDS of the 
General Hospital: case 44262. 


45617 
husetts 
p. 1305- 


tts 
p. 1310-3, 


N. England J. M. 259(1) 3 July 58 


45620 MACMAHON HE, SCHATZKI R, GARY 
JE Pathology of a lower esophageal ring; 

report of a case, with autopsy, observed for nine 

years. p. 1-8. 

45621 STEFANINI M, PIOMELLI S, MELE R, 
OSTROSKI J T, COLPOYS WP Acute 

vascular purpura following immunization with 

Asiatic-influenza vaccine. p. 9-12. 


45622 DONAHUE JK, HUNTER C, BALCH H 
H_ Significance of fluid levels in x-ray 

films of the abdomen. p. 13-5. 

45623 KRUGMAN S, WARD R Rubella; de- 
monstration of neutralizing antibody in 

gamma globulin and, re-evaluation of the rubella 

problem. p. 16-9. 


45624 GEMMILL PF The British health 
service today. p. 19-23. 


45625 GALLAGHER JR, HEALD F P, MAS- 
LAND RP Jr Recent contributions to 


on the chemotherapy of tuberculosis. p. 1199-204. 


45594 DAHL LK Salt intake and salt need. 
Pp. 1205-8; concl. 


45595 ZETZEL L, KAPLAN H Liver damage 
concurrent with iproniazid administration. 
p. 1209-11. 

45596 COGAN DG Amaurotic family 
a case for eponyms. p. 1212-3. 

45597 ANTIBIOTICS. VI. Neomycin, polymy- 
xin B, bacitracin and tyrothricin. 
p. 1213-5. 

45598 CASE RECORDS of the Massachusetts 
_— Hospital: case 44241. p. 1215- 


p. 24-31; contd. 


45626 a R J, POLLARD H M, STANDAERT 
Transoral small- bowel biopsy as an 

aid in ans di ‘is of states. 

p. 32-4. 


45627 SIMPSON HN Obesity, heart failure due 
to, a further note on. p. 34. 


45628 POPKIN RJ Doctors afield, Leander 
Starr Jameson, M.D. p. 34-5. 


45629 CASE RECORDS of the Massachusetts 
General Hospital: case 44271. p. 36-42. 


45630 CASE RECORDS of the Massachusetts 
General Hospital: case 44272. p. 42-4. 


NEW YORK STATE JOURNAL OF 
MEDICINE 
(New York) 


*N. York State J. M. 58(11) 1 June 58 


4563! WEINSTEIN J, STEIN I The evaluation 
of metabolic factors in hypertension. 


p. 1857-62. 


45632 KELLEY ML Jr Intestinal amebiasis 
in Rochester, New York. p. 1863-9. 


45633 SATHMARY MN Bacillus subtilis septi- 
cemia and generalized aspergillosis in a 
patient with acute myeloblastic leukemia. 
p. 1870-6. 
45634 EXT HJ Five cases of heat stroke ob- 
served in mentally ill patients treated 
with Pacatal during the hot weather spell. 
p. 1877-81. 
45635 ABITBOL MM Improvement of sar- 
coidosis during pregnancy. p. 1882-4. 
45636 SHULTZ HH, GERHARDT PR, 
HANDY V H, DOYLE JT Semiannual 
chest for the di of lung 
cancer; a preliminary report. p. 1885-6. 


45637 — DH, SMITH TW Suppression 
ctation; a simple method. p. 1887-8. 


45638 BLUM L, MENDLOWITZ M Recent ad- 
vances in the management of peripheral 
vascular diseases. p. 1889-96. 


45639 STERNBERG L History taking in allergy 


practice. p. 1906-10. 
45640 GORDON JE The epidemiology of al- 
coholism. p. 1911-20. 


45641 MASS REFLEX in paraplegic. p. 1921- 


45642 JACOBZINER H, RAYBIN HW 

on chemical New 
City; from the Poison Control Center, New York 
City Department of Health. pp. 1923-5. 


45643 BARNES RH The wheat protein effect in 

celiac disease. p. 1926-7. 

SAGE HH The approach to the cancer 

patient and his family. p. 1928-30. 

WESSELY Z Multiple retroperitoneal 

desmoids. p. 1931-3. 

BROWN B Bilateral independent 

seminomas of the scrotal testes. 

p. 1934. 

45647 HACKEL JP The medical film as a 
public relations medium, p. 1935-7. 


45644 
45645 


45646 


4564u ARNOLD M Final assessment and the 
future. p. 1938-9. 


N. York State J. M. 58(12) 15 June 58 


45649 BALTCH A_ Review of new knowledge in 
Study and therapy of infectious diseases. 
p. 2025-30. 


45650 SELMAN D, SEIDES JM Hemophilus 
influenzae meningitis in adults. p. 2031- 
6. 


4565! PAUL GJ Leriche's syndrome. 
p. 2037-40, 


45652 SISKIND WM, RICHTBERG D Tinea 
capitis in a city hospital: treatment with 
x-ray. p. 2040, 


45653 GARRET M, KOPROWSKA I, LYONS HA, 
CARO CG, ELI M The efficiency of the 
cytologic method in the detection of bronchogenic 
carcinoma, preliminary report. p. 2041-3. 
45654 FRIEDGOOD C E Intravenous nitro- 
furantoin (furadantin) in the treatment of 
systemic infections caused by antibiotic-resistant 
bacteria. p. 2044-8. 
45655 UEHARA H, ST JOHN EG Polyostotic 
fibrous dysplasia, p. 2049-53 
45656 ZIMMERMAN F T, BURGEMEBTER BB, 
Ethotoin (peg: anew 
p. 2054-6. 


45657 GRAFFEO AJ Promazine and azacyclo- 
nol in the treatment of chronic psychotics: 
a clinical note. p. 2056-7. 


45658 LUX A Typical and atypical etiologic 
factors of plexus neuritis. p. 2058-60. 
45659 WEINBERG A, DECKOFF S$ Soft tissue 
placentography using differential intensi- 
fying screens. p. 2060-1. 


45660 MATHIASEN G The community's role in 
aging. p. 2062-5. 


45661 THE STEROIDS, new and old, their toxicity 
and application in medicine today. 


p. 2073-88. 
45662 SIEGAL 8, ADELMAN HH Allergy and 
anesthesia. p. 2089-93. 


45663 SURGICAL anesthesia in a patient with 
hypophysectomy. p. 2094-6 

45664 JACOBZINER H, RAYBIN HW Briefs 
on accidental chemical poisoning in New 

York City from the Poison Control Center, New 

York City Department of Health. p. 2097-100. 

45665 DANIEL LJ The chemical forms of 
vitamin B12. p. 2101-2. 
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CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No. 4 


45666 KARNOFSKY DA Malignant lymphomas. 
p. 2108-5. 


IP The medical motion 
and genera! practitioner. 


45667 pic- 
p. 2106-8, 


NEW ZEALAND MEDICAL JOURNAL 
(Wellington) 


N. Zealand M. J. 


57(318) Apr 58 
on the influenza epidemic 
of 1957. p. 117-20. 
45669 WRIGHT-ST. CLAIR RE Glimpses of 
nineteenth-century practice from the 
diaries of Sir D. Monro. p. 121-36. 
45670 STRINGER HC Notes on study leave. 

p. 137-40. 


4567! ALLEN IM The grasp response and re- 
lated phenomena. op. 141-54. 

45672 JOSLAND SW Additional Salmonella 

types in New Zealand. IV. p. 155-6. 

45673 DUNN HP Unconsummated marriage. 

p. 156-8. 

45674 TURNER AS, BERRY EH Some haz- 

ards of cardiac therapy. p. 159-65. 

45675 MOUNTFORT PF Salmonella typhimu- 

rium osteomyelitis; report of a case. 

p. 166-7. 

FRASER RD Pregnancy complicated by 

intestina on; report of a case. 

p. 168-70, 


FASTIER FN A comparison of the 
notics: doriden and nembutal. p. 171-5. 


45678 FULTON R A note on circumcision in 
infants. p. 176-7. 


45676 


45677 


NORDISK HYGIENISK TIDSKRIFT 
(Stockholm) 


Nord. hyg. tskr. 39(3-4) 1958 
45679 STOLEN’G Er det grunn til a innfére 


yrkeshygiene 
reanstalter? [Should industrial hygiene 
subject for technical schools?] p. 41-8. 


45660 SARAJAS HSS, PATIALA R Kéldverkan 
pa utvecklingskapaciteten hos binnikemas- 
kens (Diphyllobothrium latum) ova. [The effect of 
cold on the developmental capacity of the fish tape- 
worm (Diphyllobothrium latum) ova] p. 49-52. 
45681 BRAG H, 1, KAMPE un- 
ders&kningar 

importerade och svenska Kottvaror. 
tion on the frequency of Salmonella in imported and 
domestic meat products in Sweden] p. 53-60. 


456G2 PLAZIKOWSKI U Hallbarheten hos 
férpackade k&tt- och charkuterivaror. 

of packed meat & delicatessen] 

p. 61-71. 


45683 B_ En metod bestamning 
fér papper; frelépande 
mottstante. [A method for the determination of 
the an time of paper; preliminary information] 
p. 72-4, 


Nord. hyg. tskr. 39(5-6) 1958 


45684 HATCH T Metodik industrihygienisk 
dammbekimpning. [Determination of in- 
dustrial dust] p. 77-92. 
45685 CE Na hos 
riliserad barnmat. [Nutritive value 
of sterilised baby food] p. 93-102, 


NORDISK MEDICIN 
(Stockholm) 


Nord, med. 14) 3 Apr 58 


45606 ASBOE-HANSEN G Mesenchymale sys- 
temsygdomme og allergi. 

systemic disease & allergy] p. 485-7. 

45687 FOG C VM _ Abscessus cerebri; aetiolo- 

di terapi og prognose = 

ved 114 tilfaelde. Cerebral abscess; 

diagnosis, therapy & prognosis in 114 cases] 

p. 487-91. 

45688 ANTONIN Spinala karim 
(angiom) och 

vascular malformations (angiomas) & 

cia] p. 491-5. 

45689 NORLEN G Subarachnoidalblédning; ki- 

synpunkter, [Subarach 

hemorrhage; surgical data] p. 495-8. 

45690 OLAISON CF Bullerskador hos rekryt- 

er. [Acoustic trauma in recruits] 

p. 498-9. 

SWOLINZKY K Stédjeférband av kons- 

tharts. [Plastic bandage] p. 499 


[Spinal 
myelomala- 


45691 


Nord. med. 15) 10 Apr 58 


45692 ANNELL AL Speciella lis- och skrivs- 
v&righeter (s.k. ordblindhet). Klini- 

ska synpunkter. [ in reading and writ- 

ing — blindness). L Clinical aspects} 

p. 513-6. 


R-486 


45693 
in reading and 
TL Genetic aspects} 


r (s.&. ordblindhet). 
tiska synpunkter. (Difficulties 
writing (word blindness). 

p. 516-8, 


45694 GRANSTROM KO Speciella lis- och 


p. 518-9. 


45695 RODHE G Speciella lis- och skrivsv4- 

righeter (s.&. ordblindhet). Skolp- 
sykiatriska synpunkter. [Difficulties in reading 
and writing (word blindness). IV. School psychi- 
atric aspects] p. 519-21. 


45696 BJUGGREN G Férsenad talutveckling. 
[Delay of speech development] p. 521-3. 
45697 BROBERGER O Exanthema subitum och 
feberkramper. [Exanthema subitum and 
febrile convulsions} p. -5. 


45698 Tumor malignus conge- 


Nord, med, 16) 17 58 


45699 BOSEILA AW Den moderne opfattelse 
af den ecent 


basofile leukocyt. [R 
cepts of the basophil leukocyte} p. 557-9. 
45700 MYREN J Blodcellenes dehydrogenase- 
aktivitet undersgkt histokjemisk med tri- 
kL rid og [De- 
hydrogenase activity of blood cells examined histo- 
chemically with triphenyltetrazolium chloride & 
neotetrazolium] p. 559-62. 


45701 

hyperglobulinemic purpura) p. -3. 

45702 AARSETH 8S, WILLUMSEN H Pancyto- 
peni og efter carbutamid 

ved diabet: & agranuloc: 

following carbutamide therapy] p. 564-5. 

45703 TVETEN HT ved hypopro- 


rthrosis due to pro- 
convertin deficiency] p. Re 


45704 KEYRILAINEN O Haemorrhagisk hud- 

nekros efter phenylindandion. [Hemor- 
rhagic cutaneous necrosis in phenylindanedione] 
p. 567. 


45705 OFSTAD 4 Senkningsreaksjon og serum- 
cholesterol. [Sedimentation rate & 
serum p. 568-70. 
45706 Mors efter intravengs 
teofyllamin-injeksjon. [Fatal reaction to 
intravenous administration of aminophylline] 
p. 570-2. 
45707 ALM T, IHRE B Colitis ulcerosa. 
p. 572 


Nord. med. 17) 24 58 


45708 MOBERG E Specialisering av extremi- 
tets- och handkirurgi. [Specialization in 


BRANDBERG Strickbehandling vid 
femurdiafysfrakturer. [Traction thera- 
py of femoral diaphysial fractures] p. 591-3. 


45710 H, PETERSEN P Elektroly- 


[Electrolytic inflammation following metallic osteo- 
synthesis} p. 593-5. 
45711 SA, POCK-STEEN OC Dob- 


chdalek. [Bochdalek's 


congenit di 
bilateral congenital dia- 
phragmatic hernia} p. 595-6. 


45712 LOFSTROM B Fluothane, ett nytt in- 

halationsnarkosmedel. ([Fluothane, a 
new non-expl inhalation hetic] p. 597- 
600. 


45713 Risken fr total 
i. [Risks in total spinal 
anesthesia] p. 600-1. 


45714 BJERRE B De svenska kvinnoklinikernas 
[Maternal mortality 
in Swedish obstetrical departments] p. 601-3. 
Nord, med, 18) 1 
BING J Renin-systemet: nyere under- 


45715 spgelser. ig renin-hypertensin sys- 
tem: current data] p. 629-33. 
45716 BIRCH-JENSEN A, ROJEL J Malign 


hypertension efter nyrearterieligering. 
[Malignant after ligation of renal ar- 
tery] p. 633-6 
45717 HILDEN T, KROGSGAARD AR Lavt 
serumkalium ved svaer 
[Low blood potassium in severe hypertension} 
p. 636-8. 
4571g TRYGGESETH A Aortastenosens rént- 
[Roentgenological signs of 
aortic stenosis} 638-9. 
Nico- 


45719 SERCK-HANSSEN T Niels Aars 
laysen: 14.1. 1885-19.1. 1958. p. 643-4. 


andre krophulerum. 


HALLGREN B Speciella las- och skrivs- 
varighete: 


Nord. med. 59(19) 8 May 58 


45721 MARQUARDSEN J Arteria-basilaris- 
syndromer. ([Basilar artery syndrome} 

. p. 661-4, 
45722 LUNDERVOLD A, STANG Elektro- 


gnostiske verdi ved 
intrakranielle tumores. [Diagnostic value of 
electroencephalography in intracranial tumors} 
p. 664-8, 


myasthenia gravis. [Tensilon test in 
myasthenia Sol p. 669-70. 
45724 RA Famili b 
‘mb. Rec! med overvei- 


(Rec ) 
cerebral manifestations} p. 670-1. 


Nord. med. 59(20) 15 May 58 


45725 HIRSCH C Arthrosis deformans coxae; 

klinik och patologisk anatomi. ([Arthri- 
tis deformans of the hip; clinical symptoms & 
pathology] p. 687-9. 


45726 . H ty bell 


45727 deformans coxae; 


behandling. (Surgical 
ment of osteoarthritis of the hip] p. 690-2. 
45728 Arthrosis deformans coxae; 


| in osteo- 
* arthritis of the hip] p. 692-4. 


45729 NORING O Senresultater efter ventri- 

kelresection a.m. Polya, [Late results 
of gastric resection by the Polya m: ) p. 694- 
8. 


45730 MELIN K_ Incontinentia pigmenti. 


p. 698. 


Nord, med, 59(21) 22 May 58 


45731 BOBERG-ANS J Mulighederne i moderne 
oftalmo-kirurgi. [Possibilities of 
modern eye surgery] p. 717-21. 
45732 OKSALA A Ultraljudapparaten vid under- 
av dgat och dess sjukdomar. 
agree apparatus in examination of the eye & 
its diseases] p. 721-5. 


45733 HANSEN E P Haemorrhagia retinae ved 
subarachnoideal bigdning. (Retinal 
hemorrhage with subarachnoid hemorrhage] 
p. 725-6. 
45734 KALLIOMAKI JL Klorokvin vid reuma- 
toid artri juine in rheumatoid 


45735 SORENSEN S Blodsukkerbestemmelse 
med antronreagens. [Blood sugar de- 
termination with antron reagents] p. 728-9. 


Nord. med. 59(22)_20 May 58 


45736 TVETERAS E Congenitalt lobaert emty- 
sem. [Congenital lobar emphysema] 
p. 743-6. 


45737 SJOLIN S Hamolytiska animier hos 
speciell hamatologisk diagnostik. 
[Hemolytic onsuts in children; hematological diag- 
nosis} p. 746-8, 


45738 KAISER A, WARELIUS T Skalifraktu- 
rer hos barn, (Skull fractures in chil- 
dren] p. 749-50. 


45739 ORNSTEIN K Colonpolypos hos barn; 
tva fall, varay | ett med Gardners syndrom, 
ng. [Polypsis of the 
pera in children; two cases, one of which with 
Gardner's syndrome; a genetic study] p. 751-3. 


45740 HASTRUP HE Invaginatio jejuno-gas- 
trica efter resectio ventriculi a.m. Hof- 
meister, ‘Sohandiet konservativt. [Jejunogastric 
after y according to Hof- 

meister, conservative treatment] p. 753. 
BERGSTROM J Tuberkulos i oesopha- 


[Tuberculosis of the esophagus) 
p. 754-5. 


45741 


N. Carolina M. J. 1 May 58 


45742 SCHOENHEIT EW President's farewell 
address. p. 173-4. 
PECK WM Radiologi of 
p. 174-7. 


45744 arynd we, BROWN I W Jr, YOUNG 
The open operation for treatment 

septum. p. 178-9. 

45745 VERNON CR, SHANDS HC Medical and 

psychiatric care in severe illness; a case 

p. 180-4, 


457 ABSE DW _ The accident-prone individ- 
ual. p. 185-9. 


45747 MORDECAI A James Edwin Brooks, = 

M. D. ; founder of the North Caroline State 
Sanatorium for the treatment of tuberculosiz-a. 
biographical sketch. p. 190-7. 


North Carolina M. J. _19(6) June 58 
GRAHAM JB Dehumanization; the rea) 
4 
flaw in socialized medicine, 
45749 NORTON JW en of 
adjustment in North Carolina. p. 222.9, 
45750 PERRY IS, NETSKY MG Familial 


two cases. p. 229-34. 
4575! NOONE TA, FULLER HF Management 
of immediate postpartum hemorrhage, 


p. 234-7. 


45752 MORDECAI A James Edwin Brooks 
M.D. ; founder of The North 


NORTHWEST MEDICINE 
(Seattle) 


*Northwest M. 57(6) June 58 


45753 STALLWORTHY J Uterine cancer; ad- 
vances and unsolved problems in treat- 
ment. p. 719-24. 


45754 GIEDT WR, WYSHAM DN, ALLARD J 

Poliomyelitis and polio-like diseases dif- 
ferentiated through virus laboratory studies; report 
of the Washington State Polio Surveillance Study; 
1956. p. 725-31. 


45755 SONNELAND J Newer concepts in sur- 
gery for carcinoma of the colon. p. 732- 


45756 BROUGHER JC Pioneer medicine in 
Clarke County, Washington. p. 739-46. 
45757 HILL RM _ Ovarian pregnancy; a case re- 
port and short review of the literature. 
p. 747-8. 


45758 HACKEDORN HM _ Tolbutamide com- 
pared to insulin for diabetic control. 
p. 749-50. 


MILLER VW What is the State Medical 
Society and what are its purposes? 
p. 773; passim. 
45760 WHITE DR Summary of im 

society activities which affect you in your 
practice. p. 777; passim. 


45759 


Northwest M. 57! July 58 


STALLWORTHY J Conservatism in 
obstetrics. p. 867-73. 


45761 


ROBNETT A H, DURHAM M W, HARPER 
H 
Pp. 


43762 


3 LYLE FM Dysgerminoma of the ovary. 
p. 878-80. 


45764 PACK GT Surgical ent of pri- 
mary and metastatic cancers of the liver. 


p. 881-5. 


45765 PACK GT Management of the patient 
with gastric cancer. p. 885-91. 


45766 LUTHER RD A five-year survey of pri- 


mary bone tumors. p. 892-4 


45767 HAGAN CE Jr The quandary of laryngo- 
pharyngeal cancer. 


p. 895-8. 


45763 COULTER EB Malignant tumors of the 
jejunum andileum. p. 899-900. 


SULLIVAN DE Surgical treatment of 


oe oral carcinoma, p. 901-2. 

— HA The and signifi- 
= of medical ethics. p. 927-8; pas- 
NOURRISSON 
(Paris) 

Nourrisson 46(12) Mar-Apr 58 


CATHALA J, LEPERCQ G, BLANC 
nutritionnelle par acurie chez 
un enfant atteint d’hypertélorisme et de dysplasie 
type Pyle. [Nutritional dystrophy 
caused by lack of affection in a child with hyper- 
a & Pyle type metaphysial dysplasia) 


45772 LAPLANE R, DEBRAY P, SALBREUX B 
Utilisation des antibiotiques dans le trait- 
[Use of antibiotics in therapy & prevention of 
Bouillaud's disease] p. 59-66. 
45773 BOLLOBAS B Sténoses non diphtériques 
des voies respiratoires supérieures. 
[Non-diphtheric stenosis of upper respiratory tract] 
p. 67-75. 
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CURRENT LIST of MEDICAL LITERATURE 


45774-45885 


NUOVI ANNALI D’IGIENE E 


MICROBIOLOGIA 
(Roma) 
Nuovi ann. microb, 1) Jan-Feb 58 
45774 GIOVANARDI A, GROSSO E Indagini 
sull’ inquinamento atmosferico della citta 
Milano. IV. Comportamento dei composti sol- 


@ Milano. V. Comportamento del materiale se- 
e della polvere sospesa. [Air pollu- 
Sediments and suspended dust} 


45776 GROSSO E _Indagini sull'inquinamento 
atmosferico della citta di Milano. VI. 


> anidride carbonica, idrogeno solforato, cloro, 
fluoro, ammoniaca e ossidi di azoto). [Air pollu- 
tion in Milan. VI. Presence and behavior of con- 


chlorine 
p. 31-6. 
45777  PECORA P a e potere im- 
munizzante della parete cellulare di Mi- 
erococeus pyogenes. [Morphology and immuniz- 
ing power of the cell wall of Micrococcus pyogenes) 
p, 37-44. 
45778 D, CELIGM 
versa ita del Mycobacter- 
jum coltivato in terreno Petragnani 
e tensioattivo. (Different pathogeni- 
city of Mycobacterium tuberculosis cultured in 
gycerin and tensio-active Petragnani's media] 
p. 45-9. 
45779 SUSANNA L, GIAMMIRO A, CESARI G 
Prime osservazioni sull' incidenza dell'an- 
chilostomiasi in zone rurali della provincia di 
Ascoli Piceno. [Preliminary observations on the 
incidence of anc ‘is in rural areas of the 
Ascoli Piceno province] p. 50-5. 


45780 er O Contributo alla conoscen- 
dell'acarofauna 


4578; RAGNIG La fase di latenza in relazione 
all'eta della cultura madre. 

latency in relation to age of mother cu! } 

p. 76-9. 

45762 SFORZOLINI GS Progressiva riduzione 
della carica batterica della panna artifi- 

cialmente infettata e conservata a -25°C. [Pro- 

gressive reduction of bacterial load of cream ar- 

457ag FILADORO F, ORSI N Studio della sen- 
sibilita in vitro di Trichomonas vaginalis 

In-vitro sensitivity of Tricho- 
p. 84-90. 


alla tricomicina. 


NURSING OUTLOOK 
(New York) 


Nurs. Outlook 6(6) June 58 


45784 BARCKLEY V_ What can I say to the 
cancer patient? p. 316-8. 
45795 UMAN L Stretching the hours. p. 319. 
45796 WOLFF IS Interviewing in public health 
nursing. II. An examination of skills and 
methods. p. 320-2. 


45787 MULLANE MK Has nursing changed? 
le 


patients with p. 324-5. 
45789 NOTTER L_ Fees for public health 
nursing service. p. 326-9. 


45790 SCHMIDT R Life at home. 
4579; FARRELL M Nursinz; world-wide. 


p. 330-1. 


p. 332-5. 
45792 ; REPORT on progress in nursing educa- 
tion. L education. 
p. 336-41. 
45793 a MT Accreditation was our goal. 


45794 PARKER C The interview in industrial 
nursing. p. 345-7. 

49795 CLEVELAND RA Undergraduate stu 
dents can learn principles of narsing a4- 

ministration. p. 348-50. 


NURSING 
(New York) 
Nurs. Res. _7(2) June 58 


45796 FRY V 
nursing. 


45797 KEITH H 
the functions of a director and assistant 
director of nursing service. p. 57-63. 


45763 MILLER CH, HAMIL EM Rehabilitating 
chronic disease. 


4579g NAVRAN L, STAUFFACHER JC A 
comparative — of the personality 
structure of psy npsy nurses. 
p. 64-7, 


45799 DORFFELD ME, RAY TS, BAUMBER- 
GER TS A study of selection criteria 

for nursing school applicants. pp. 67-70. 

45800 GORBAM DB An evaluation of attitudes 
: towards psychiatric nursing care. p. 71- 


4580! GRIVEST MT A personnel inventory of 
supervisors, head nurses, and staff 
to educational implica- 
tions. p. 77-87. 
45802 DRUMMOND E E International studies in 
nursing p. 88-90, 


OBSTETRICS AND GYNECOLOGY 
(New York) 


Obst. Gyn., N. ¥. 11(5) May 58 


45803 BIGELOW B Comparison of ovarian and 
endometrial morphology spanning the men- 

Opause. p. 487-513. 

45804 NISSEN ED Twins: collision, impaction, 
compaction, and interlocking. p. 514-26. 


45805 SUTHERLAND AM _ Tuberculosis of the 
endometrium; a report on 250 cases with 
the results of drug treatment. p. 527-36. 


45806 RIVA HL, BREEN JL, HATCH R P, 
PICKHARDT W L intra-aortic transfu- 


sion; discussion of technic and report of five cases. 
p. 537-42. 


45807 FLUHMANN C F, DICKMANN Z The 
basic pattern of the glandular structures 
of the cervix uteri. p. 543-55. 


45808 SCOTT R B, NOWAK R J, TINDALE RM 
Umbilical endometriosis and the Cullen , 
sign; a study of lymphatic transport from the pel- 
vis to the umbilicus in monkeys. p. 556-63. 
45809 ROTHCHILD I Progesterone and the 
menstrual cycle; effect of a single dose of 
progesterone administered during the preovulatory 
period on the human menstrual cycle. p. 564-72. 


45810 — AB, GREENE RR, RES RA 
lastic bone and cartilage in the fe- 
male tract. p. 573-8. 
45811 JOHNSON CG Giant calculus in the uri- 
nary bladder associated with complete 
uterine prolapse; report of acase. p. 579-80, 
45812 GAUVREAU NO, BOYLE J J, McGOV- 
ERN PP Liver presentation: report of a 
case. p. 581-3. 
45813 LEE AF, KEIFER WS Automatic 
sealing cannula for tubal patency tests. 
p. 584-5. 
45814 DUBROW H, KUDER K Combined post- 
partum and family-planning clinic. 


p. 586-90, 
45815 BERTLING MH, Si- 
multaneous intrauterine and extrauterine 
pregnancy. p. 591-2. 


45816 MIRSCHBAUM H Walter Schiller and his 
contributions to the early diagnosis of gen- 
italcancer. p. 596-8. 


Obst. Gyn., N. ¥. 11(6) June 58 


45817 SNYDER F F Pulmonary hyaline mem- 
brane contamination of the lungs by fluid 

of the birth canal; studies in rabbits dem 

a hazard of obstetric analgesia. p. 599-616. 


4581g REISHTEIN WA Surgical inte: 
for fetal danger. p. 617-21. 
45819 STAVORSKI J, HARTMAN CG Utero- 
tubal insufflation; a study to determine 
the origin of fluctuations in pressure. p. 622-39. 
SWEENEY WJ Hysterosalpingog- 
45820 raphy. I. Accuracy of preoperati 
hysterosalpingograms. p. 640-5. 
4582| BOBROW ML, FRIEDMAN S Tubal 
pse following abdominal hysterec- 
tomy; report of acase. p. 646-9. 
45622 WATERS E G Recent trends in cesarean 
section; a review of 2066 consecutive 
operations. p. "650-6. 
case report. p. 657-60. 
45824 EPPLE HH, BOSSERT LJ Three si- 
multaneous neoplasms of the female geni- 
talia: a Brenner tumor, a pseudomucinous cystad- 
of the J ovary, anda 
squamous-cell carcinoma of the cervix. p. 661-4. 


45825 WATROUS J B Jr, CARVALHO MA, 
AHEARN RE Pitocin in 


overdosage 
first stage of labor: a case report. p. 665-6. 
45826 BARRY AP Hydramnios. p. 667-75. 


45827 WERCH SC, LEWIS GT, FERGUSON 
JH Can dietary protein deficiency be 
assessed biochemically? @ 
stetric patients. p. 676-9. 
45828 ee oss NELSON A T, LYONS 
we, GRAFF T D, SEEBERT C T, FRA- 
vaginal 


45829 IMMELSTIEL P, BOS J F, NOLEN C 


45830 McCLURE JH Newborn blood 

a method of increasing the partial pres- 
sare of oxygen in the blood of the newborn intent. 
p. 696-703. 

McCORD JM The myth of the missed 
4583! menstrual period. p. 704-6. 


45832 MARCUSE PM Tetrazolium staining in 

cytology of the uterine cervix; cytochemi- 
cal studies on supravital preparations of benign 
and malignant origin. p. 707-14. 


45833 SCHNEIDER C L_ Rupture of the mar- 
ginal sinus of the placenta; abscission 


45834 BRADFORD WZ Extraperitoneal preg- 
with massive retroperitoneal hem- 
orrhage. p. 722-4. 
45835 DIGIULIO V S, GIBSON RL, NEW- 
COMER WS, DE BORD R Spontaneous 
splenic rupture in early pregnancy; report of a 
case, p. 725-7. 


45836 _ HS Obstetric anesthesia. p. 728- 


Obst. Gyn., N. Y. 12(1) July 58 


45837 McKAY DG, HERTIG AT, ADAMS EC, 
RICHARDSON MV Histochemical ob- 
servations on the human placenta. p. 1-36. 


45838 DECKER WH, THWAITE W, BORDAT S, 
KAYSER R, HARAMI ¢, CAMPBELL J 
Some effects of relaxin in obstetrics. p. 37-46. 


45839 HON EH, DAVIS CD Cutaneous and 
uterine electrical potentials in labor; an 

experiment. p. 47-53. 

45840 A, PEDOWITZ P Carcinosar- 

oma of the uterus; report of sixteen 

cases. 34-74. 

4584! SEMMENS J P Monoamniotic twin preg- 
nancy; delivery of living premature twi 

after uterine rupture; a case report. p. 75-7. 


45042 SINYKIN MB triplet 
pregnancy with triple survival. p. 78- 
45843 SWEENEY WJ Hysterosalpingogra- 
phy. P ve hy 
p. 83-90, 
45644 DURFEE RB Surgical treatment of the 
incompetent cervix during pregnancy. 
p. 91-8, 


45845 WITTEN SB Labor in the obese patient. 
p. 99-103. 

45846 BRACK CB, MERRITT RI, DICKSON 
RJ Primary carcinoma of the vagina, 


p. 104-9, 
45847 PASAMANICK B, KNOBLOCH H Sea- 
sonal variation in complications of preg- 


nancy. p. 110-2, 

45648 AZOURY BS, WILLIAMSON SW Anas- 
tomosis of stenosed uterine cervix to uri- 

nary bladder. p. 113-4. 

45849 FREED CR, CHATFIELD RC Chorion- 
epithelioma following ectopic gestation; 

report of acase. p. 115-7. 

45850 KANTOR HI, JORDAN JR, KAMHOLZ 


JH New terminology for forceps appli- 
cation. p. 118-9. 


(Stuttgart) 
Oeff. Gesundhdienst 1 58 
RHAAG L, EYER H Nitrate 


ter] p. 1-12. 

45852 FROEHNER H, GRUTTNER F Salmo- 
nellenbekampfung in veterinarmedizini - 

scher Sicht. en control in veterinary 

view] p. 12- 


45853 GEDICKE K Die Behandlungsnotwendig- 
keit von Kieferfehiformen und Bissanoma- 

lien und ihre Beurteilung unter den Gesichtspunk- 
ten der Beihilfefahigkeit aus Geldern der offentli- 
chen Hand. [Need for treatment of mandibulo- 
maxillary deformities & bite anomalies; evaluation 
p. 22-7. 


45854 HAFEMANN G Gegenwarts- und Zu- 


45855 DANIELS J Sozialreform und dffentli- 
cher enst? [Social reform 
& public health service] p. 49-66. 


DOERKS G Zur Methode und Forsch- 
45856 ungstechnik in der wissenschaftlichen 
Sozialhygiene. [Methods & research technics in 
scientific social hygiene} p. 66-78. 
45657 ERKKILA 8 Uber den sozialmedizini- 
schen Unterricht in Finnland. [Social 
medical training in Finland] p. 78-84. 


45858 GRANDE SJ Hygiene-Belehrung spani- 


scher Schulkinder in Madrid. [Hygiene 
training of Spanish school children in Madrid) 
p. 87-8, 
45859 STRALAU J Professor Dr. Erich Schré- 
der 65 Jahre alt. [To Prof. Erich Schré- 
der at his 65th birthday] p. 90. 


Oeff. Gesundhdienst 20(3) June 58 


45660 HABENICHT G Baden in Grossstadtge- 
wassern. [Bathing in bodies of water of 

large cities} p. 97-101. 

45861 LORENZ K Planmissiger Schwim- 

munterricht im Kleinkindalter. [Planned 

swimming instruction for small children] p. 101- 


45862 THOFERN E Uber Missstiinde an lMind- 

lichen, zentralen Wasserversorgungs- 
anlagen und V lage zur threr Behebung. [De- 
fects in rural central water supply plans and pro- 
posals for improvement] p. 104-7. 


45863 BRANDENBURGER W Physikus Dr. 

Samuel Gottlieb Vogel; der Vater des 
deutschen Seebades. [Dr. Samuel Gottlieb Vogel, 
father of German seabath] p. 107-9. 


OHIO STATE MEDICAL JOURNAL 
(Columbus) 


Ohio M. J. 54 June 58 


45864 FISCHER M Biological economics. I. 
p. 734-5; contd. 

45865 JACOBY J, ZIEGLER C, HAMELBERG 
W, JONES J Resuscitation. p. 741-4. 


45866 SHANON J Topical treatment of psycho- 
somatic skin reactions. p. 745-6. 


45067 KIRK RC So-called tranquilizing agents. 
p. 747-9, 

45868 AITKEN AP Rehabilitation of the in- 
jured. p. 750-2. 

45869 HAYES WM _ Rupture of the long head 
of the biceps flexor cubiti muscle of the 

right upper arm. p. 753-4. 

45870 = RR_ Ruptured uterine varix 

complicating pregnancy; report of two 
cases. 755. 


4587| HAVENER WH Suppression amblyopia: 


45872 MATERNAL deaths involving ectopic 
pregnancy. p. 757-8. 


*Ohio M. J. 54(7) July 58 


45873 BRANDT R Rudi 
siderations. p. 901-2. 
45874 JAMES AP Antibiotic combination ther- 
apy of severe acne vulgaris. p. 903-5. 


45875 rome | A Primary carcinoma of the 


cases seen ounat autopsy St. Elizabeth Hospital, 
Youngstown, 1950-1956. p. 906-7. 


45876 BROWN JR Anew technique for the 
localization of radiopaque foreign bodies. 
p. 908-9. 
45877 WEHBY CT Postural evaluation of low- 
er chest pain. p. 910. 
4567g GOODLOE OM, ROTH LJ Treponemal 
tests: Kahn, nonreactive; V.D.R.L., re- 
active; Kline, weakly reactive; Kolmer Wasser- 
mann, ; Mazzini, tive. p. 911-2, 
45879 — JN, GENTERS KW Clinical 
valuation of two recently developed uro- 
graphic ou. p. 913-4, 
45880 HAVENER WH Chronic simple glauco- 
ma: a case report on preventable blind- 
ness. p. 915-6. 
4586! MATERNAL health in Ohio: maternal 
deaths involving liver disease. p. 917-8. 


OMNIA MEDICA 
(Pisa) 


Omnia med., Pisa 35(5-6) Sept-Dec 57 


45882 SALVIA, VECCHI GP, MASSA L Con- 

siderazioni cliniche su alcuni casi di co- 
artazione aortica. [Several cases of coarctation 
of the aorta] p. 299-314. 


45883 DEL VECCHIO A _ Ii colesterolo mus- 
colare. [Muscle cholesterol] p. 315- 


45864 TOGNIG della 


taneous kidney biopsy for evaluation of kidney 
function in patients of prostatic lesions} p. 351- 
67. 


45885 MARTORANO V Patologia delle appen- 
dici epiploiche: infarto > emorragico idio- 


ico rio delle app 
[Pathology of the epiploic appendices: segmental 
idiopathic hemorrhagic infarct of the epiploic ap- 
pendices} p. 369-84. 


- 
Ommunity survey for uterine cancer. 
ate p. 688-95. 
| 
al ¥ 
2 forati. [Air pollution in Milan. IV. Sulfur di- 
content) p. 1-13. | 
45775 GIOVANNARDI A, GROSSO E _Indagini 
sull'inquinamento atmosferico della citta | 
windows. p. 715-21 
p. 14-30. ‘ 
i Presenza e comportamento nell'atmosfera urbana : 
| 
taminants of various origin in urban atmosphere j 
(carbon monoxide, carbon dioxide, hydrogen sul- | ‘ae 
| 
| 
| 
V. Superfamiglia Ixodoidea. [Acarids of Rome he 
and suburban areas. V. Superfamily Ixodoidea] | 
p. 56-75, | 
| 
| | 
| 
| | 
| 
| 
x 
| 
= 
| 
| 
kunftsaufgaben des Schularztes. [Cur- 
31. 
delivery; a comparison of xylocaine and nupercaine. x 
p. 680-7. 
R-487 


45886-46006 


CURRENT LIST of 


MEDICAL LITERATURE 


Vol. 34, No. 4 


OPHTHALMOLOGICA 
(Basel) 


Ophthalmologica, Basel 135(4) Apr 58 
45806 DUKE-ELDER S Henricus Jacobus 
Maria Weve. p. 234-45. 


COLENBRANDER MC Localization. 
p. 246-50. 

DEKKING HM A self-compensating 
aces electronic manometer for the anterior 
chamber. p. 251-5. 


HJ Shortening of the eye- 
45889 ball. 255-60. 


45887 


45890 voorsionst R, JANSEN L H, BLEEKER 
Unfavourable effects of local treat- 
diseases with modern 
. p. 262-87. 


PLANTEN JT Oculocardiac reflexes in 
operations for strabismus. p. 287-91. 


45092 HUYSMANS J Tumour of the frontal 
sinus with double vision. p. 292. 


45893 WALBEEK K VAN Report of morbid- 
cal examination of an eye after 
lamellar resection of the sclera. p. 293-6. 


45694 WORST JG A new instrument for the 


extraction of non-magnetic foreign bodies. 
p. 297. 


45895 SCHWEITZER NM, BOUMAN MA Dif- 
fi 1 threshold on the 

light reflex of the human pupil. p. 298-300. 

45896 DOESSCHATE J TEN Differential thresh: 


old and firing probability of the off-effect 
in the frog retina. p. 301-17. 
45897 DOESSCHATE J TEN Light-coagulation 
of fundus lesions: demonstration of an ap- 
P. -24, 


45893 DONDERS PC Clinical demonstrations: 


4989! 


45899 GRANIT R_ Physiological basis of flicker 
electroretinography as applied in clinical 
work. p. 327-48. 


ithalmologica, Basel 135(5-6) May-June 58 
45900 WAGNER H, ZIMMERMANN WR Zur 

50. der Schweizeri- 
schen Ophthalmol 50th 
Annual meeting of the Schweizerische Ophthalmo- 
logische Gesellschaft] p. 351-68. 


45901 HEGGLIN R_ Hypertonieprobleme aus 
der Sicht des I Probl of 
hypertension as seen by the internist} p. 371-88. 
45902 RINTELEN F Der Augenhintergrund bei 
Hypertonie. [Eye fundus in hypertension] 
p. 389-404, 
HUBER A, CAGIANUT B _ Zur — 


45903 


maligner Hypertonie und 
f p 


pertension and choked disk] p. 


45904 LANDOLT E Zentralvenenverschluss 

und nachfolgendes hamorrhagisches Glau- 
com bei Primarglaucom. [Central vein thrombo- 
sis and ensuing hemorrhagic glaucoma in primary 
glaucoma] p. 427-31. 


45905 WITMER R, SCHMID A Cholesterin- 
kristall als retinaler arterieller Embolus. 
[Cholesterin crystal as a retinal arterial embolus] 
p. 432-3. 


45906 WITMER R, SCHMID A Zur Therapie 
der Arteritis temporalis. p. 433-5. 


45907 CONSTAM GR_ Diabetes mellitus und 
seine Beziehungen zur Retinopathie. 

[Diabetes mellitus and its relation to retinopathy] 

p. 436-70. 


459g BABEL J, RILLIET B La rétinopathie 


diabétique. [Diabetic retinopathy] 
p. 471-529. 


45909 J F, HOFSTETTER JR, RA- 
L C, NAHMAN $_ Sulfamidés hypo- 
panes... et rétinopathie diabétique. p. 530-2. 


po E, BECK Lésions ocu- 
laires du syndrome de Mauriac. p. 533- 


49910 
6. 


FRANCESCHETTI A, DIETERLE P, 
SCHWARZ A_ Rétinite pigmentaire a vi- 
rus; relation entre tableau clinique et électroré- 
tinogramme (ERG). [Viral retinitis pigmentosa; 
relation between clinical picture and electroretino- 
gram] p. 545-54. 


BAMERT W Zum Muskelgleichgewicht 

44912 beim Strabismus convergens ra- 
lis. [Muscle equilibrium in monolateral conver- 
gent strabismus} p. 555-9. 


45919 FESSL R 15 Jahre Pleoptikschule 
[15 Years of pleoptic school] p. 560-4, 


45914 BURKIE Uber Hornhautveranderungen 
bei einem Fall von multiplem Myelom 
(Plasmocytom). oseea — in a case of 
multiple myel )] p. 565-72. 
¢, VOLLENWEIDER A Mala- 
ie de Behcet et y 
M4 573-8. 


45911 


45916 STAMPFLI-GLOCKER B, MITTELHOL- 
ZER K_ L'importance de la toxoplasmo- 
se dans |'étiologie des uvéites. p. 579-84. 


45917 AMSLER M, Leon's Zur essen- 
tiellen Irisatrophie, p, 584-91. 


SAUBERMANN G Zur Frage der Kunst- 
stofflinse. [Artificial lens] p. 597-603. 


45920 FAVRE M A propos de deux cas de dé- 
générescence hyaloidéorétinienne. 
cases of hyaloid-retinal degeneration] p. -9. 


4592| FRANCESCHETTI A, FORNIS Dégéné- 
rescence tapéto- rétinienne infantile, type 
Leber, avec aspect marbré du fond de l'oeil péri- 
phérique. [Infantile tapeto-retinal degeneration, 
Leber type, with marbled aspect of periphery of 
eye fundus] p. 610-6, 


45922 NORDMANN J, BURGER A Métastase 
primitif? 
(Choroidal or primary melanocarcino- 
ma?] p. 617-26. 


45923 GOLDMANN H Uber den Wert der bio- 

m Untersuchung des Augen- 

hi di [Value of biomi- 
croscopy of the fom in choroiditis] p. 627-31. 
45924 STREIFF E B, STRAUB W, GOLAY L 
synd 

de Lowe. p. 632-9, 

DUBLER H, SCHEIDEGGER J J Re- 
49925 


45919 


aqueuse. re- 
search on the aqueous humor] p. 64 


SCHMIDT T Das Schigtz-Standard-To- 
45926 nometer. p. 645-8. 


45927 HEINZEN H, LUDER P, MULLER A 
Unte: tersuchungen um Rigidita 
[Examination of rigidity factor] p. 649-55, 


45928 BANGERTER A Operationswahl beim 
Glaukom. nme for surgery in 
glaucoma] p. 655-60. 
45929 FANKHAUSER F, SCHMIDT T Die Un- 
ung der Summation 
mit stehender und Reizmarke nach der 
Methode der imetrie 
[Examination of spatial oumaten with static and 
kinetic stimuli marks by the method of quantitative 
light perception perimetry] p. 660-6. 


ORAL SURGERY, ORAL MEDICINE 
AND ORAL PATHOLOGY 
(Saint Louis) 


Oral Surg. 114 58 


45930 BELL RH _ The clinical importance of 
the surgical anatomic spaces of the head 
and neck. p. 339-54. 


VAZIRANI S J, DEVORE DT Fibrolipo- 
ma of the oral cavity; report of a case. 

p. 355-8. 

KOGAN S_ Medical emergencies for 
dentists. p. 359-63; concl. 


45933 KILPATRICK HC Removal of impacted 
third molars utilizing speeds up to 

200,000 r.p.m. p. 364-9. 
BORK KC, WEILER JE Frenum re- 
duction as a treatment for periodontal 

p. 370-5, 
SPIEGEL LH Christmas disease. 
p. 376-90, 
PERSON P The metabolism of oral tis- 
sues; a biologic perspective. p. 391-402. 


BLUM T X-ray interpretation as an aid 
to diagnosis. p. 403-19. 


BERRY DC Mandibular condyle hyper- 
plasia. p. 420-5. 


orsOs S Primary lymphosarcoma of the 

gingivae. p. 426-30. 

; CLARK H, GORLIN RJ On the use of a 

45340 modified fifteen-minute hematoxylin and 

eosin tissue stain. p. 431-2, 

4594| STEWARD GG, CHILTON NW The role 
of antihistamines and corticosteroids in 

endodontic practice. p. 433-40. 


45942 RATTNER LJ Case of suspected oral 
nocardiosis. p. 441-4. 


Oral Surg. 11(5) May 58 
GREEN HG Bone grafts. p. 453-60. 


KENNEDY DJ Acute alveolar abscess 

and mumps in an undetected diabetic. 

p. 461-3. 

MOSS RL Control of postextraction 

edema with pr apr y 

report. p. 464-9. 

44946 SCOPP IW, FREDRICS H Dental ex- 
tractions in ‘patients undergoing anticoagu- 

lant therapy. p. 470-4. 


45947 a SS, JOLY O Response of perio- 
dontal tissues to intraoral injections of 

somatotropic hormone in young adult male rats. 

p. 475-83. 


45931 


45932 


48934 
atrophy. 
45935 


45936 


45937 
45938 


45939 


45943 
45944 


45945 


DUFFY JH, DRSCOLL EJ Oral mani- 

festations of leukemia. p. 484-90. 

= I Study of hypersensitive teeth 
and a new therapeutic aid. p. 491-5. 


45950 LINN RH, TORMEY WC ne 
clinical evaluation of methitural sodium 
(neraval) in dental surgery. p. 496-9. 
GORLIN R J, CLARK J J, CHAUDHRY 
A.P The oral pathology of domesticated 
p. 500-35. 


45948 
48949 


45951 
animals. 


45980 ENGEL MB Integrated beha behavior inca. 
nective tissues. p. 724-35, 

KEESLING R, KEATS AS The etficacy 

of a placebo and several oral analgesics 

inthe treatment of pan of alveolar ostettia 


REDGH CH, PINGRS £ 
(valmid) in dentistry. p. 742-4, 
BRUNSON E G, HASELHUHN DH 
Methitural sodium (neraval Sodium), an 
TY proce- 


48981 


45982 


43983 


45952 ones A. MILLER SC, GOL TH 
ED influence of occlusal trauma 

and protein Me +, on the response of periapi- 
cal tissues following pulpal exposures in rats. 
p. 536-40. 
45953 GORLIN R J, CHAUDHRY AP Oral le- 

sions accompanying pachyonychia congeni- 
ta. p. 41-4. 


45954 RAPOPORT L, ABRAMSON II Applica- 
tion of steroid hormones in pulp-capping 
y report. 


pr 


FLEMING HS Shope papilloma virus 
and tooth germ transplants. p. 549-57. 


Oral Surg. _11(6) June 58 


MANDEL L, BAURMASH H Chronic 
parotitis; with illustrative case report. 
p. 565-77. 
LW, VAZIRANI J, DYER 
MH Recurrent ame’ following 
peed report of acase. p. 578- 


45958 MOURFIELD WR Jr, BARRON JM 
Clinical eval 


ery y 


cones in oral surgery. p. 584-6. 


45959 ARNO A, WAERHAUG J, LOVDAL A, 
SCHEI O Incidence of gingivitis as re- 

lated to sex, occupation, tobacco consumption, 

toothbrushing, andage. p. 587-95. 


45960 COOK TJ Lupus erythematosus dis- 
seminated. p. 596-7. 

4596| BROWN R, THOMASSEN PR, SINGLER 
IM _ The use of novobiocin for treatment 

clinical study. p. 598-602 


45962 REDISH C H, VORE R E, CHERNISH 
s M, GRUBER CM Jr A comparison 
1 sodium 1 sodium, and 
methohexital sodium in oral surgery patients. 
p. 603-16. 


PERACCHIO RL A description of 
45963 inophili 


, Hand- 
Schiiller-Christian disease, and Letterer-Siwe 
disease; report of a case. p. 617-29. 


45964 a HB, LEFKOWITZ W The 

loblastomatous potentiality of odon- 
togenic epithelium demonstrated in tissue culture. 
p. 630-7. 


45965 GILLETTE R, WEINMANN JP Extra- 
follicular stages in dentigerous cyst 
development. p. 638-45. 


45966 LOSCALZO LJ Unpigmented melano- 
of ; report of case. 


p. 646-9, 


45967 WAIS FT Significance of findings fol- 
lowi histologic study of 100- 


biopsy and 
periapical lesions. p. 650-3. 


45963 AMLER MH, JOHNSON PL, BEVE- 
LANDER G "Bone regeneration following 
p. 654-61. 


grafts with polyvinyl plastic sponge. 


45969 SOGNNAES R F, ALBRIGHT JT Elec- 
helial lining 


tron PY P 
of the human oral mucosa. p. 662-73. 


Oral Surg. 11(7) July 58 


44970 TEBOHG P h 

of patients treated in a veterans adminis- 
tration hospital for fractures of the maxilla and 
mandible. p. 681-7. 

4597, ENGLERT RJ, PASQUAL HN Acute 
osteomyelitis of the maxilla; report of a 

p. 688-91, 


45972 SPIEGEL LH Proteolytic enzymes (in- 
Z tramuscular and topical); an aid in treat- 
ment of refractory dry sockets (localized acute 
alveolar osteomyelitis). p. 692-6. 


4593973 TRELAND § L Irrigation of the maxillary 
antrum using an intraoral route. p. 697- 


case. 


9. 
45974 ARMBRECHT EC, NAYAN TM Seba- 
ceous cyst from the floor of the mouth; 
report of acase. p. 700-3. 
45975 COHEN L Dental hemorrhage. p. 704- 
6. 


45976 STARK W, KEIM R P Bilateral molar 
with 


unilateral molar impaction in neck of left condyle. 
p. 707-9. 


MOSKOW BS Unusual mandibular im- 
pactions; report of acase. p. 710-1. 
4478 BAER PN, GOLDMAN H M, SCIGLIA- 
J Studies ona bacitracin periodontal 
dressing. p. 712-20. 


45979 SIMS W A pilot study of a serologic fac- 
tor in periodontal disease. p. 721-3. 


for oral surgery 
p. 745-9, 


COOKE BE Biopsy procedures, 

p. 750-61. 

GORLIN R J, ery AP Adeno- 
ameloblastoma, p. 762-8. 

HERTZ J in the 

cheek; report of acase. p. 769-73, 


45987 KLINKHAMER J M, SPECTOR B Sin- 
gle. intermittent action for cutting 
serial sections of calcified bone and teeth. 
p. 774-7, 


45988 HARE GC following endo- 
dontic treatm y trau- 
matized mouth; report of Pp. 178-80, 


45989 ENGLANDER JA A dilemma in the di- 
agnosis of periapical disease; report of a 
case. p. 781-2. 
45990 HS Effect of carcinogenic 
arbons on tooth germ homotrans- 
plants in ‘om guinea pig castrates. p. 783-91, 
4599, GAFFNEY DD, ROYER R Q, DOCKER- 
TY MB, LIPSCOMB PR Acetone-pre- 
served bank bone in reconstruction of the mandib- 
ular ridge. p. 792-7. 


BELL WH _ Use of trephines in oral sur- 
gery. p. 798-802. 


45986 


ORTOPEDIIA, TRAVMATOLOGIIA 
I PROTEZIROVANIE 
(Moskva) 


travm. Moskva _ 1 
Mar-Apr 58 

4599 BALAKINA VS _ Nekotorye voprosy 
2993  osteosinteza pri lechenii perelomov. 
Some probl of h in treatment of 
ractures} p. 3-9. 

45994 KRYSTANOV DK Lechenie zakrytykh 

diafizarnykh perelomov kostei 


ch'ia 
go osteosinteza. [Treatment of closed diaphyseal 
fractures of the forearm bd metallic intramedul- 
lary osteosynthesis} p. 9-13. 
45995 GRYZLOVA LN, KOZLOV VI _ Leche- 
nie perelomov | trubehatykh kostei metodom 
of 


MA Oslozhnennye perelomy 
‘Sicamcmed of fracture of the 
p. 2 


44997 KARAULOV V Opyt pervichnoi khirur- 

gicheskoi obrabotki melkikh legkikh proiz- 
vodstvennykh travm pal'tsev puk na zheleznodoro- 
zhnom transporte. [Results of primary surgical 
treatment of minor industrial injuries of the fin- 
gers among railway workers] p. 21-7. 


5998 ABAL' MASOVA E A Primenenie kon- 

ser dom kostnykh gomo- 
transplantatov v klinike. [Use of bone homo- 
transplants preserved by cold in clinical practice} 
p. 29-32. 


45999 RUTKEVICH NL K voprosuo pokazanii- 
akh i tekhnike peresadki trupnoi kozhi. 
Indications and technic of transplantation of skin 
rom cadavers] p. 32-8. 


46000 KLEN R_ Izmeneniia poverkhnosti kost- 
i khriashchevogo transplantatov pod 

vliianiem kholoda. [Surface changes of bone and 

cartilage transplants caused by cold] p. 38-40. 


46001 Opyt primeneniia ronidazy pri 
kontraktur sustavov 
posle eGuant itravm. [Result of use of rhoni- 
dase in treatment of scar contractures of the joints 
after burns and trauma] p. 40-3. 
46002 KHOLEVICH IA Ortopedicheskoe vos- 
stanovlenie pri stoikikh travmaticheskikh 
paralichakh malobertsovogo nerva. [Orthopedic 
rehabilitation in recurrent traumatic paralyses of 
the peroneal nerve] p. 43-7. 


46003 PROKHOROVA AG Amputatsionnye 
kul'ti nizhnikh konechnostei u detei i ikh 
ion stumps of lower ex- 
tremities in and their pom p. 47- 
51. 


SLESAREV GG _ Proizvodstvennyi trav- 
matizm v turbinostoenii. {Occupational 
trauma in turbine construction] p. 52-4. 
46005 NOVIKOV NV Plastinka- fiksator dlia 
h kostei. [Fix- 
tion plate for osteosynthesis of long bones] 
p. 55-7. 
46006 PODVAL'NYI AIU, IUSUPOV FS Ne- 
kotorye usovershenstvovaniia v operatsii 
osteosinteza pri medial'nykh perelomakh sheiki 
bedrennoi kosti. (Some improvement in osteo- 
synthesis in medial fractures of the femur neck] 
p. 57-8. 


4591g NEMETZ UR das Auftreten der 
Cataracta glaucomatosa acuta nach durch- 
bohrender Hornhautibertragung. [Occurrence of 
a acute glaucomatous cataract after perforate cornea 
transplantation] p. 591-6, 
i intrav: 
— 
| 45965 
— 
} 
| 
| 
ophthalmological phenomena in Walden- 
disease with cryoglobulinaemia. p. 324- 
eee fractures of the long bones by metallic osteosyn- 
thesis] p. 13-6. 
— 
| | 
} 
| 
| 
| 
| 
| 
| 
| 
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CURRENT LIST of 


MEDICAL LITERATURE 


46007-46108 


October 1958 = 
46007 SHADIN MIA I dlia osteosi: 
teza tonkimi sterzhniami. [Instrument 
with small nails} p. 59-61. 
TUMASHEV GS Metod polucheniia kost- 
46008 nykh shifov dlia avto rovaniia. 
[Method for obtaining bone slices for autoradi- 
ography] p. 62. 
BAKULIN F M Dva sluchaia tiazhelykh 
otkrytykh perelomov trubchatykh kostei, 
Two 


ge pale open fractures of the long bones 
coed by metallic osteosynthesis} p. 63. 


0 BALTANOVA D Gc Sluchai uspeshnogo 


46009 


460! 
porrezhdeniia perednei krestoobraznoi sviazki i 
youtrennego meniska. [Successful operative treat- 
ment of combined injury to anterior cruciate 
ligament and internal meniscus} p. 64-5. 


46011 NA_ Sluchai zhirovoi em- 
i zakrytom perelome bedra. 
Case of fat oot exbeitons in closed fracture of the 
(oer) p. 65-6. 
ETS AG, KORZINA TA Dvustoronnee 
40912 ynedrenie vertluzhnykh vpadin. [Bilat- 
eral protrusio acetabuli] p. 68-9. 
46013 VIL'KHOVOI V F, SIMOROT NI Oso- 
bennosti arterial'noi seti stopy pri trofi- 
cheskoi iazve. [Characteristics of the arterial 
network of the foot in trophic ulcer] p. 69-79. 
46014 CHERKASOVA TI Izmeneniia labil'nosti 
u bol'nykh 


posle po’ hnika i moz- 
a. in of the neuromuscular ap- 
paratus after injury to the spine and spinal cord) 
p. 70-3. 
KOLCHIN GA K kharakteristike proiz- 
vodstvennogo travmatizma sredi buro- 
vyth rabochikh. [Characteristics of industrial ac 
cidents among drilling workers} p. 74-5. 


NM _ Lechenie vnutri- 
relomov proksimal'nogo ot- 
. [Treatment of intra 
articular fractures of the proximal end of the tibia] 
p. 75. 
46017 VINTSENTINI K M, BELOVA AN, 
RUTKEVICH N L, LIPSKII EB Dmitrii 
Ksenofontovich lazykov; k 60-letiiu so dnia rozh- 
deniia. [Dmitrii Ksenofontovich lazykov on his 
60th birthday] p. 83-4, 
46019 APTEKAREVA E I, SHMELEV NS, 
TOKAREV VT Nikolai Grigor'evich 
k 60-letiiu so dnia rozhdeniia. [Nikolai 
Grigor'evich Dam'e on his 60th birthday} p. 84. 


40016 


ORVOSI HETILAP 
(Budapest) 


Orv. hetil. 99(8-9) 23 Feb-2 Mar 58 


CSILLAG M A terhességi reactidk ér- 


téxelése. [The value of pregnancy tests] 
p. 253-61. 
46020 RADOCHAY L, BURGER T, ILLES T A 


hyperparathy 
adenoma operdlt esete kapcsan. 

rathyroidi in ‘tion with 
of parathyroid adenoma] p. 262-6, 

4602; URAL L, NAGY Z, SZINAY G, WILTNER 

W Vesevizsgdlatok sclerodermdban. 

[Kidney examinations in scleroderma] p. 266-71. 

46022 TISZAI A, SZUCS Z, LASZLO IK. Ni- 

Sulfanyl-N2-n-butylcarbamid (BZ 55) acut 

hatdsa a vércukor, kalium és anorganikus- -P szint- 

[Acute ef- 

fects of Ni-s N1-sulfanyl-N2-n-' -butylcarbamide ~55) 
and i 


[About hyper- 
an d case 


46030 BENCZE G, WALTNER K Jr Plasma- 
sejtes leukaemia. [Plasma cell leuke- 
mia] p. 290-2. 


46031 KORANYI G, HAIDEKKER J Insulin bé- 
rérzékenység. [Skin sensitivity to in- 
sulin] p. 293. 


46032 MOLL K,SALANKY K Az ischias, mint 
a combc [Ischias 
as the cause of pain in amputation stumps] 


p. 294. 

46033 nice P Pancreas lévési sériilés tébb- 
ros hasi sériiléssel szdvddétt, gyd- 


[Recovery in a case of gunshot wound 
ted with multiple abdomi- 
p. 295-6. 
46034 Hy seni L, MEDGYES A, DENES 
Z (Mrs) A laparoscopia jelentésége a 
gyomor diagnosztikdjdban. of lapa- 
roscopy in gastric diagnosis} p. 296-8, 
46035 FABIAN S A narkézisjegyzdkényv. 
(Narcosis protocol] p. 299-300. 
46036 DANIEL BOVET, az 1957. évi orvosi No- 
bel-dfj nyertese. [Daniel Bovet, winner 
of the Nobel prize for medicine in 1957] p. 302. 


46037 JENDRASSIK ERNO sziiletésének 100. év- 
100th A y of the 


birth of Erné Jendrassik] p. 304-6, 

46038 150 ESZTENDGVEL ezelétt sziiletett 
Linzbauer Xaver Ferenc, a magyar orvo- 

storténeti kutatds pionirja. [150th of 

the birth of Ferenc Xaver Linzbauer, 

y* on Hungarian medical history] 

Pp 


[The Paviov Physiological Institute of the Soviet 
Academy of Sciences in Leningrad] p. 315-7. 


Orv. hetil. 99(10) 9 Mar 58 


46040 PETRANYIG Cardialis elvdltozdsok a 


changes in collagen diseases] p. 329-34. 
46041 A Acsecsemokori latens 

rél. [Infantile 
latent purulent sinusitis} p. 334-7, 


46042 VARTERESZ V yo 


drtalmas hatdsai. I. A sugdrzdsokrél 
és bioldgiai hatdsaikrol dltaldban. ‘[Injurious ef- 
fects of ionizing radi L and 


their biological effects in general] p. 337-43. 
46043 BARNA §S, HELL F, ERODI F, ANTAL 
P Gyomorfekély miatt operdlt betegek 
vizsgdlata bili nnal. [Examination of ope: 
peptic ulcer patients with biligrafin] p. 344-5. 
46044 mane I, MATHE Z A serum alkali- 


sérgaség Increase of the alkaline phos- 
serum without jaundice) 
p. 346-8. 


46045 pont hap T, SOMOGYI B ACTH és E vi- 


46046 LUKACS VF Gyer 
ban. [Childhood hypoproteinemia ayudrome 
(xwashiorkor) in Korea] p. 350-2. 


46047 WOLF R Az ambulanter végzett gyo- 
mcrpermet-kezelésrél, [Ambulatory 
gastric irrigation therapy] p. 353-5. 


46048 SZALANTAY L, TOVOLGYI B  Iziileti 
Articular osteo. 


] p. 356-7, 


on blood sugar, 
us levels in depancreatectomized dogs| p. 272-3, 


4623 BOGNAR S, NAKO A A liquor cerebro- 
Spinalis penicillin titerének vizsgdlata 
gyulladdsos és ép kériilmények kozétt. [Examina- 
tion of the penicillin titer of the cerebrospinal fluid 
in inflammatory and normal conditions] p. 274-5. 


46024 RUSTIG Tapasztalatok kanyaré, mumps 
és bdérdnyhimlé elleni védelemrol nagyobb 
gyermek-kollektivin. [Experiences on protection 
against measles, mumps and chickenpox in larger 
child communities] p. 275-6. 


460 KATONA F —— rlés a hé- 
pidjdban. [Electric stimulation in the diagnosis 
and therapy of bladder paralysis} p. 277-8. 


46026 SZENDI B Adatok a talajbactériumok 
(clostridiumok) dltal okozott vetéléses 
-sepsiek gyakorisdgdhoz, klinikopatholo- 
sidjdhoz és therdpidj4hoz. [Data on the incidence, 
clinicopathology and therapy of abortive gas gan- 
grene caused by soil bacteria (Clostridiae)]| 


278-83 

46027 A A perfordcids nyfids nagy- 
lentosége pepticus fekély at- 

firéddsa esetén. goat of the size of the 

perforation hole in perforation of peptic ulcer] 

283-5, 

46028 © Az antibiotixus kezelés sze- 

pyocyanea dltal oko- 
2ott of antibiotic in 


ey 


46029 PATKAY J Retroperitonedlis appendici- 
toneal appendicitis} 
p. 288- 


FARKAS K Heveny myeloid leukaemia. 
[Acute myeloid leukemia] p. 358-9. 


Orv, hetil, 99(11) 16 Mar 58 


46050 GERGELY K Surdnyi Gyula; 1899-1958. 
p. 361-2. 


46049 


46051 HEGEMANN D_ Psychothera- 

és dltaldénos orvosi gyakorlat. [Psy- 

chotherapy pe general medical practice] p. 363- 
6. 


BORSOS L Az tjsziiléttkori sebészetré. 
46052 newborn] p. 367-9. 


46053 ENTZ A, wt A Pneumoperitoneum a 
kezelésben. 


Orv. hetil. 99(12) 23 Mar 58 


46059 hous F A szifilisz kezelésének 
tjabb irdnyelvei és ezek dtvitele a gyakor- 

latba. [New guiding principles in the therapy of 

Syphilis and their adaptation to practical problems] 

p. 389-93. 

46060 view L, BARSY G, KUBINYI J (Mrs) 


1953-1956. években. 


A 4) 4 


[Changes in tibioti 
bacteria in -1956] p. 393-8. 
46061 T, E. -SZABO L, SOMOGYI 


uM ida my Infl of hyaluronidase on 

abdominal adhesions] p. 399-401. 

46062 GOMBKOTO B, NAGY T A fekély miatt 
miitott gyomor ‘rdkja; az un. gyomorcsonk 

carcinoma. (Cancer of the stomach operated for 

ulcer; the so-called gastric stump cancer} 

p. 402-5. 

46263 MORAS A novocain-blokdd szivédmén- 

yei és ellenjavall [Complicati 


46064 VOTIN J, KOS R A fertézés veszélyérdi 
cortisonkezelés utén. [Dangers of 
infection after local cortisone therapy| p. 409-11. 


FRIED L, MATYUS L Izoldlt léptuber- 


46065 
culosis. (Isolated spleen tuberculosis} 
p. 411-4, 

46066 PILASZANOVICH I, HALMOS L Sziv- 
tamponad eredményesen mitott esete. 


[Successful surgery in a case of cardiac tampon- 
ade} p. 414-5. 
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26067 8683 Aprillis 4. -1 gondolatok egészsé- 
jovéjérél. [The future of our 
en 4th of April] p. 417- 


4008s FUZI M, ALFOLDY Z, J Lep- 
1954. évben. 
[Incid of jis in 1984]. p. 419-23. 
46069 LOVASZ L Gyomormététek utdni korai 
iirilési zavarok. [Early transit disor- 
ders after gastric surgery] p. 423-30. 
4670 PALASTHY G 
acuta ti és meg- 
betegedéseinek egyideji [Data 


p. 483-4, 


Orv. hetil. 


46068 


KARSAI Z Felnéttxori marészermérge- 
zések antihisztamin kezelése. 
taminic therapy of caustic poisoning in adults} 


[Antihis- 


46086 Ujsziildtt csecsemd« tiidd- 


mycosis of new- 


born infants} p. 484-6. 
46087 PATKAY J Mediastinalis xznthofibroma. 
p. 487-8. 


15) 13 Apr 58 


sutetor I, KOLTAY M Az ataracti- 


sége. 
quilizers} p. 489-93, 


46089 M, SZORADY I Ataracticu- 


(tranquilizers)] p. 4 


alkalmazds4val szerzett tapasztalataink. 
periences on the pediatric application of ataraxics 


94-6. 


[Ex- 


46090 ARVAY 8, SURANYI S Ujabb vizsgdla- 
tok és szempontok a noi ivarszervi 
New 


46091 
8, JAKI G, 


mok6r egyes vitas kér [ 
tions and aspects of some controversial problems 
in tuberculosis of female genitalia] p. 496-502. 


BACHRACH D, KOSZEGI B, SCULTETY 


KORPASSY B 


A vegetativ 


idegrendszer mékidését gatlé gyégyszerek hatdsa 
a hypothalamus fehérpatkanyban. 


(Effects of 


nervous syste 


drugs on the neurosecretion of the hypothalamus in 
white rats} p. 502-5. 
46992 KOVES Uj gyégyeljaras a hasnydlmi- 
rigysipoly kezelésében. 

the therapy of pancreatic fistulae} 
46093 D, Veleszilletett 


[New method in 
p. 505-7. 


1 salivary 


fistulae of "the neck} 


46094 


Orv. hetil. 


46095 


46096 


ADLER P A kéros foglazulds. | Patho- 
logical loosening of the teeth) p. 517- 
25. 


BALO G, ROZGONYI C B. 
ladéx cytologiai képe normdlis terhesség 
1 picture of vaginal smears 


on the simultaneous occurrence of acute infecti 
lymphocytosis and nervous system diseases} 
p. 430-2, 

GOTH E ‘M, LENGYEL L, 
46071 SAVELY Cc 
{Adrenal p. 433-6. 


46072 DANIEL E, SZABO I Az Achilles-in fe- 
dett sérilésér6l. (Closed injuries of the 
Achilles tendon] p. 436-8. 
46073 VEGH P, WEISZ P, GLAZ E, SIPOS P 
Fokozott vizelet aldosteron aktivitds vi- 


rilismushoz mellékvese carcinomaban. 
d urinar: activity in adrenal 


carcinoma fading to virilism] p. 439-42. 
46074 — L, GOBEL _A pertussis okoz- 


y 


p. 
46075 NOVAK M A csecsemék velesziletett 


Pav- 
lik szerint. 


= therapy of the congenital 
a — of infants according to Pavlik] 
5-7 
46076 1 Gregkori agyérelmeszesedés- 
zenvedé betegek largactil kezelése. 

wo of senile cerebral arterioscle- 
rosis} p. 448-9. 
46077 ABERLE L, VARGA F Négy phenilbu- 

tazon- szovédményes . [Four 
henylb therapy) 


Orv. hetil. 99(14) 6 58 
ZELENKA L A fogamzdsgatl4s. 
traception}] p. 453-60. 
BOBORY J, PETRANYIG Az LE-sejt- 


46078 [Con- 


46079 
significance of the lupus erythematosus phenome- 
non} p. 460-5. 

0 GABOR M, PIUKOVICH I A serum gly- 


coproteid szint ésa diphenylamin - -reactio 
kapcso- 


460 


ta the of p. 370-4, 
46054 SZTANKAY c, Ff, CSILLAG A 
ésh 


[Shock and hibernation in qvestael p. 375-80. 
HORVATH M Epeszivdrgds az ép epeu- 


vii 
[Blood pressure studies in puberty] p. 383-5. 
46057 FOLDVARY G, FULOP T Adat a novu- 
(Extrarenal 
effects of novurit] p. 385-6. 
46058 MAJNAR R_ Chronicus cardialis decom- 


gel. [Chroni ardiac decompensation with ad- 
renocortical insufficiency] p. 386-9. 


46055 
taxon. [Extravasation of bile] p. 380-2. 
46u56 PLENCZNER S, SZIRMAY G Vérnyo- 
a pubertas korban. 


latban. [The behavior of t the serum glycoprotein 
level and the diphenylamine reaction in connection 
with inflammations in the small pelvis} p. 466-7. 


46061 HELMECZI L, HARASZTI A, TUZA K 
Klint 


gyakorlati értékérél. [Practical 


nikai megfigyel 
sitis eset kapcsdn. 

nection with four cases of dermatomyositis] 
p. 467-73. 


rlati sebész szempontjabdl. 
el's diverticulum from the practical surgeon's 
point of view] p. 473-5. 
46083 LASZLO B é 
majhydrol ysatumokkal. (Therapy of he- 
patic patients with liver hydrolysates} p. 475-80. 


sults in ultrasonic therapy of Bechterew' s Png 
ease] p. 480-2. 


[Clinical observations in con- 


46062 SZELECZKY J A Meckeldiverticulum a 


40064 DARVAS L, EGYED! L 


[Cy 
in normal pregnancy 


gek vizeletgdtldsdra. 


y] p. 526-31, 


NEMES J Anus vestibularis sziilés 
kapesdn észlelt esete és mitéti megolddsa. 
[A case of anus vestibularis noticed in pregnancy, 
and its surgical management] p. 510-3. 


r 58 


A hiivelyvd- 


46097 SCULTETY S, JAKI G, BACHRACH D, 
KORPASSY B A vegetativ idegrends- 
zert befolydsolo gydgyszerek hatdsa sebészi bete- 
[Effect of drugs influencing 
the autonomic nervous system on the anuria of 
surgical patients} p. 531-7. 


46099 WINTER M Paraaminohippursav alkal- 
mazdsa a 


p. 538-40. 


[p-Aminohippuric acid in kidney function tests} 


46099 CSERHATI I, TANOS B, KELEMEN E 
Th 


bete 


gek 
akut elhuzddo thrombocytosist kelto hatdsa 


[Ac 


ren; f tt emberi th 
prolonged thrombocytosis in mice | induced by - 
serum of patients having thrombocythemia; pos- 
tulated human thrombopoietin}] p. 540-1. 


46109 ZSEBOK Z, TOROKI A cholecysto- 
cholangiographia peroralis médszere. 


p. 541-5. 
46101 


action] p. 553-61. 


p. 562-6. 


46105 


ség (ileitis regionalis). 
extension over the large 
tine (regional ileitis)} p. 545-7. 


Orv. hetil. 
46102 CSABA G, TORO I Uj rdkdiagnosztixai 
eljérds: 


az agarkotési reakcid. 
method for cancer diagnosis: the agar-binding re- 


{Oral method of cholecy 


99(i7) 27 


raphy | 


SOVENYI E, TISZAI A A vastagbél 
nagyrészére kiterjedo Crohn-féle beteg- 
(Crohn's disease with 
r part of the large intes- 


[New 


46103 FEKETE L A testzs{r mennyiségének 
indirext meghatd4rozdsa egészséges és be- 

teg embereken. [Indirect determination of the 

quantity of body fat in healthy and sick man] 


BERES T, KIRALY I, BONA E, LOVE! 
46104 R Tozeg-fulvésavval szer- 


zett therapids tapasztalataink. 
periences with turf fulvic acids} 


KISFALUDY A koma hepaticum patho- 
és 


[Therapeutic ex- 


p. 567. 


and precoma] p. 


nak ké 


46108 


cusbetegség csapddira. 


575-7. 


and therapy of hepatic coma] - 568- 75. 
46106 KISFALUDY S, MEGYESI K Tapaszta- 
latok a cirrhosisos koma és praekoma egy 


ij gyégymddjdval kapcsolatban. 
with a new therapeutic method in cirrhotic coma 


[Experiences 
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46\07 SZEMZOG A fekélybetegek elb{rdidsd- 
rdései, kiilénds tekintettel az ul- 
[Problems in the evalua- 
tion of ulcerative diseases with special regard to 
the traps of peptic ulcer] p. 581-9. 


[Pain in labor and 
p. 590-7, 


KOVACS F A sziilési fajdalomréi és a 
letiisdéeére irdayuls trexvésenrcl 


No. 4 
con. 
gesics 
| 
| 
| 
— 
deno- 
cance of ataraxics or tran- 
in the 
3, 
Sin- 
ting 
rau- | and contraindications of novocaine blockade} 
. p. 406-8. | 
ie di- 
nic | 
ans- | | 
3-91, | fl 
KER- | 
~pre- | 
ndib- fee 
ja Pavlov Elettani Intézete Leningrddban. | P 
| 
| 
wwarzdsok 
| 
| ous 
e- | | 
| 
al- | 
he- 
ne gel6zésében. [The role of ACTH and vitamin E in 
the prevention of abdominal adhesions] p. 348- : 
50. 
Le 
rO- | rea- | 
al 
| 
| 
aii- | 
- PO p. 449-51. 
| 
| | 
| 
| 
| : 
| 
| 
| 
| 
| | 
| 
| | 
| 
attempts on its elimination} 
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46109-46206 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No. 4 


46109 MARTOS K, MAYLATH M, BARATH J 
_Kisérietes a vérfehérjéx és 


bete- 
studies on the changes of blood proteins and 
following intravenous iodine therapy in arterio- 
sclerosis] p. 597-600. 


46110 payee AE NAGY T Adatok az éjsza- 


tural aspects of nocturnal (during sleep) epileptic 

seizures} p. 600-3. 

4611) LAZAR D A vastagbél és végbél 

dix rdkjdnak sebészi jelentésége. (Sur- 

gical significance of the second cancer of the large 

intestine and the rectum] p. 604-8. 

112 ANDOR M, BORSI FEKETE P Az 1957. 
évi influenza-jdrvdny tapasztalatai a kor- 

zeti orvosi gyakorlatban. nays experiences of the 

1957 influenza epidemic in practice of the dis- 

trict health officer] p. 609-11. 


46113 ROKA G, BERKOVITS L epi- 
phrenalis oesophagus diverticulum esete. 
= case of giant epiphrenal esophageal diverticu- 
jum} p. 612-3, 


4h 
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46114 G Gyula dr., 1898-1958, 
7-8. 

46115 S UGjabb adatok a kés6i terhes- 

ségi toxikosisok | tisztd- 

zdsdhoz. [New data ng the 


46134 LAZAR 1 Heveny chlorpromazin (largac- 
_ til ete. ) mérgezések. [Acute chlorpro- 
mazine (largactil, etc.) p ngs} p. 704-7. 


46135 R, VOTIN J Intraglutealis injek- 
cidk szévédményei és technitdja. 

SS and new technic of intragluteal in- 

tions} p. 707-13. 

46136 BETLERI I, FARKAS K, TANKA D Ki- 
sérletes histamin asthma és serum ana- 

phylaxia befolydsoldsa. [Influencing experimental 

histamine asthma and serum anaphylaxis) p. 713- 


balt-dgyi. [Cobalt bomb installed at the radio- 
logical division of the National Oncological Insti- 
tute] p. 716-7. 


46138 SOLTI F, 

néttkori agamm: inaemia. 
maglobulinemia in adults} p. 718-9. 

46139 — G A vékonybél tn. kerek fexé- 


The so-called round ulcer of the 
p. 719-21, 


PAPP M, KISFALUDY S$ Fel- 
[Agam- 


small intestine 


*Orv. hetil. 99(22) 1 June 58 
BOSZORMENYI M Viltozd4sok a tiidé- 


46140 prognézisdban. [Changes in the 
prognosis of pul y tuberculosis] p. 725-9. 
4614| HOLLOSI K, RADNAI B, GERO A, RE- 


MENAR L Necrotisdlo polyangiitis és 


of the pathological process of late pregnancy toxi- 
coses} p. 619-25, 


46116 ANGELESCU E Cushing-syndroma se: 
bészi kezelése. [Surgery of the Cushing 
syndrome] p. 626-9, 
46117 GOTTSEGEN G Acor pulmonale kér- 
szdrmazdsdnak és klinikumdnak néhdny 
kérdésérél. [Some problems of the etiology and 
clinical course of cor pulmonale] p. 630-6. 
 BERNDORFER A Egységes szemlélet a 
fejlédési rendell ég kérdéséd 
[Uniform picture of devel 1 disorders] 
p. 637-9. 
46119 Anyaki sympathicus 
blokddja, [Blockade of the cervical 
marginal trunk] p. 640-2, 
46120 — MARIAFOLDY M A po- 
idit helyi jelentdsége 
az Oregkor bog [Significance of poten- 
“a anesthesia in the surgery of the aged) 
p. 642-4 


46121 KJr Stenosis ostil ven. 
sin, -ben 
Seégérdl. [Signifi of 
d blood p: yin patients suffering from 


stenosis of the ostia venosa sinistra} p. 645-7. 
46122 KIRCHKNOPF M, GERGOFI K, SOTONYI 
G Ch myeloid | ia milidris 
tbhe-vel szdvodott esete. 
loid leukemia complicated 
p. 647-9. 
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46123 SZOBOR A A myasthenia néhdny kliniko- 
pathologiai és therapids 
(Some clini and th probl 
of myasthenia] P. 653-60, 
46124 T Klinikai adatok a csecsemi 


A case of chronic mye- 
miliary tuberculosis] 


By i staphy 
kérdéséhez, [Clinical data on staphylococcal sep- 
Sis in infancy and childhood] p. 661-4. 
46125 HARANGHY L A gerontoldgia jelentisé- 
ge és feladatai. [Significance and mis- 
sion of gerontology] p. 665-7, 


46126 HOLLOSI K, FABRY Tiidéelvdltoz4- 
A Alt 1 arth A 


sok upus ery 
[Pulmonary changes in disseminated lupus ery- 
thematosus] p. 667-72. 


46127 HALASZ S, KOMLOS L, VASS E Pri- 
maer tbe-s gyermekek poliomyelitis elle- 
ni véddoltd; tion of chil- 
dren in primary tuberculosis] p. 672-4, 


46128 BERMAN B Az antibiotikus kezelés 
zeri kérdései. [Current problems 
of antibiotic p. 674-80, 


46129 CIOCATTO E, HARKANYI I Klinikai 
ztalatok curara-szerd anyag alkal- 
mazdsd4val a tetanus-betegség gydgykezelésében. 
[Clinical experiences with curariform material in 
the therapy of tetanus} p. 680-2. 
46130 SCHILLING B Az Oldh-féle szemkankd- 


[Results with 
Oldh's prophylaxis in ocular gonorrhea] p. 682-3. 


46131 PONGRACZ F Az egész emészté rends- 
zerre kiterjedd vékonybél invagindtist 
okozé polyposis. [Polyposis with metastasis to 


the entire gastrointestinal system causing invagi- 
nation of the small intestine] p. 684-6. 
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FERENCZ P Ojabb diagnosztixai lehe- 
46132 tdségek a liquor cerebrospinalis vizsg4- 
lata alapjdén, [New diagnostic possibilities in the 
(camel of the cerebrospinal fluid] p. 689- 


46139 G, TOROK Az idiopa- 


ic cardiac enlargement] p. 698-703. 


R-490 


1 tosi (Ne polyangiitis and granu- 
lomatosis] p. 729-35. 
46142 HALMOS L, PILASZANOVICH I A me- 

conium {Meconium peri- 
tonitis] p. 735-6. 


46143 BOKAY JANOS jun. sziilétésének 100, év- 
forduldja. [100th Anniversary of the 
birth of Jénos Békay, Jr.| p. 738-9. 


46144 BENE FERENC haldlanak szdzadix év- 
forduldja. [100th Anniversary of the 
death of Ferenc Bene} p. 740-1. 


46145 SZAZOTVEN esztendeje halt meg Récz 

Sdmuel pesti orvostandr, a magyar orvosi 
tankényvirodalom megalapitéja. [150th Anniver- 
sary of the death of Sdmuel Racz, medical profes- 
sor in Pest, founder of the Hungarian medical text- 
book writing] p. 741-2. 


46146 MISKOLCZY D Niculescu, Jon T. ; 1895- 
1957. p. 745-6. 


A PANDY-féle reakcié térténete. [The 
history of the Pandy reaction] p. 747-8. 


4614 A BUDAPESTI Or domanyi E; 

anatémiai intézetének mizeuma. [The 
museum of the Anatomical Institute of the Medical 
University of Budapest] p. 754-6. 


46147 


OTO-RINO-LARINGOLOGIA ITALIANA 
(Bologna) 


Otorinolar. ital. 26(1) 1958 
b [Bronch 


[ 
aspects of bronchogenic p. 3-41. 
46150 CANCIULLO D Osservazione di retico- 
lo-istiocitomatosi ‘maligna acuta. [A 
case of acute malignant reticul y } 


p. 42-52. 
MOTTA G Modificazioni della peristalsi 
46151 secondaria esofagea per effetto di stimoli 
watt sulla mucosa faringo-esofagea. 
secondary peristalsis caused by 
etinal applied to the pharyngo-esophageal muco- 
sa] p. 53-67. 
46152 MOTTA G, MOTTA L Ricerche elettro- 
foretiche sulle proteine della saliva paro- 
tidea umana. [Electrophoretic studies of pro- 
teins in human parotid saliva] p. 68-84. 


Otorinolar. ital. (2) 1958 


46153 CARCO P, MOTTA G Gli encefalomen- 
ingoceli basali e sincipitali. [Basal & 

sincipital encephalomeningoceles} p. 85-117. 

46154 CALICETI G, MANARA E, CASTELLINI 
G Sindrome da stiloide 


processo ano- 
malo. [Syndrome due to anomalous styloid 
process} p. 118-28, 
46155 MIANI P Studio imentale sulle mo- 


sper 
dificazioni della coclea indotte da occlu- 
sione del condotto auditivo esterno. [Experimen- 
tal study on changes of the cochlea ed by oc- 
clusion of the external auditory canal] p. 129-42. 
46156 PANEBIANCO G, CERONI T Osserva- 
zioni cliniche sull'impiego del meprobama- 
=e R.L. [Clinical observations on the use of 
in otorhinolaryngology] p. 143-50. 
46157 U_ Tecniche d' anestesia gene- 
ale negli interventi praticati attraverso 
la via eumuane. [Technic of general anes- 
thesia in operations practiced across the oro- 
pharyngeal pathway] p. 151-64. 


PAKISTAN JOURNAL OF HEALTH 
(Lahore) 


_Pakistan J. Health 1(3) Oct $1 


4615y RAFISM Malaria control in West 
Pakistan. p. 93-7. 


46159 RASHID A Education in diseases of ear, 
nose and throat. p. 98; passim. 
SYED RA _ Teaching of ophthalmology. 
p. 99-100; passim. 


KHAN MH_ Tuberculosis in East Pakis- 
tan and its control. p. 101-4. 


ANSARI MAR_ Some observations on 
caterpillar dermatitis. p. 105-14. 


KHAN SA _ Injuries of the hand. p. 115- 
6. 


46160 
4616) 
46162 
46163 
ROMERO H 


Medical aspec 
trial hazards. p. 117-9. 
CRAWFORD AB Metal poisoning. 
p. 120-4. 


46164 'ts of indus- 


46165 


PATHOLOGICA 
(Genova) 


Genova 7-758) 
46166 G, BANCHERI BRAMEZZA 
M 


57 


sul- 
linical aspects 


Vadenoma [Anatomoc! 

of bronchial adenoma] p. 421-32. 

46167 BANCHERI S, BRAMEZZA M Un caso 
di morbo di Gaucher. p. 433-43. 


46168 Tubercolosi isolata della paro- 


novantaduenne. [Isolated 
an] p. 445-53. 
46169 NORDIO 8, ROSSO C Sulla cosidetta em- 
briopatia diabetica. [On the so-called 
diabetic embryopathy] p. 455-67. 


46185 VASADZE GSH O primenenii neiro- 
heskikh preparatov v sisteme kom- 

pleksnoi t terapii pri p kk: 

tonkogo ki [A 


of neu 
preparation in complex therapy of penetrating 
wounds of the small intestine] p. 46-51. 


46196 GASANOV UG 
serdtsa belykh krys v 
vilakh opyta [Method of investigation of the hear 


in white rats in free experimental conditions] 
p. 52- 
46187 
tila po heskoi fi temu: Eksperi- 
vozbuzhdeniia po intramyral'nomu apparatu serdtsa, 
[Method of conducting laboratory studies on patho- 


logical physiology on experimental induction of 
— disorders of intramural cardiac] p. 53. 


v AL SVERDLOV lus 


46188 gg NN K 100-letiu so dnia rozb- 
[100th birth of 
1857-1957] p. 56-9. 


PEDIATRIA POLSKA 
(Warszawa) 


Pediat. 33(1) Jan 58 


BROKMAN H Prof. Dr. Med, Hanna 

46169 Hirszfeldowa. p. 1-8. 

46190 CZYZEWSKA J Dogwiadczenia wiasne w 
Srodk6w pr pra- 


i hormondw w grudliczym zapaleniu opon. 
in the method of administering anti- 


46170 ALLOISIO G, ARDAU B Esiti a dist: 
trattamento chirurgico delle fistole 


nal fistula] p. 469-74. 


4617; ARDAU B, DALLORSO E Studio clinico 
e spe: sull'influenza del 21-id- 
ip! (viadril) sul quadro proteico 
matico. 


Clinical and experimental study of 
the effects of 21 on blood 
protein picture] p. 475-87. 


46172 BIAGGINI GC, NOVELLI A Osserva- 
zioni bioptiche "sulle alterazioni parenchi- 
mali del fegato in talune condizioni patologiche e 
in particolare nella colestasi da calcolosi biliare. 
[Biopsy study of liver parenchyma changes in 
various pathological conditions and especially in 
cholestasis due to biliary calculi] p. 489-94. 


46173 OCCHIPINTI S, RAMOINO L, PODESTA 
Il ricambio dei corpi chetonici nei 
in rapporto all'intervento chiru: 
Ketone body metabolism in the aged in relation to 
surgical intervention] p. 495-509. 


46174 ALBERTI C, GERMINALE T Consider- 
azioni sull'incontinenza di urina dopo 
prostatectomia. [or rinary incontinence after pros. 
tatectomy] p. 51 
P Appendicite acuta nei vecchi. 
" cute appendicitis in the aged] p. 519- 


46176 GERMINALE T La cavia te infezione 

tubercolare generalizzata. [The guinea 
pig in generalized ancien infection] p. 523- 
4. 


46175 


PATOLOGICHESKAIA FIZIOLOGIIA I 
EKSPERIMENTAL’NAIA TERAPIIA 
(Moskva) 


Pat. fiziol., Moskva 1(6) Nov-Dec 57 


46177 ANICHKOV NN, VOLKOVA K G, KIKA- 
ION EE O stenoziruiushchem atero- 


sklerose venechnykh arterii serdtsa i ego, posledst- 
viiakh dlia krovosnabzheniia miokarda. 


bacteri &h in tuberculous 
p. 9-12, 

KLINOWSKA W Zmiany w ogrodkowym 
46!3!  uxtadzie nerwowym w chorobie reumaty- 
cmej udzieci. [Central nervous system changes 
in rheumatic fever in children] p. 13-9. 


46192 BALCAR- BOROMOWA A, KOSTOLOWSKI 
_R 
widzenia pediatry { 
loga na whasnych spostrzeézen. 
atrician & laryngologist] p. 21-30. 


46193 BROKMAN H, OCHOCKA M Nowe lub 
mato znane wnioski kliniczne na podstawie 

[New or little known clinical 
thogenesis of 


46194 OCHOCKA M, BRZOSKO W, SLOMOW- 
NA-WALEJKO Nerki w biataczkach. 
[Kidneys in leukemia] p. 39-46. 


46195 Nieco uwag na temat 
remarks on measles] 
5 


46196 WILKOSZEWSKI E, PAGANOWSKA M, 
BEDNARSKA A Zawartosé przeciwciat 

btoniczych u matki i noworodka. [Diphtheria anti- 

body content in mother & newborn] p. 51-61. 


46197 LEWENFISZ-WOJNAROWSKA T, SUFF- 

CZYNSKA M, KWAPINSKI J, RAU B, 
BACZYNSKA K O poziomie antystreptolizyny 
we krwi u dzieci z chorobg reumatyczng. [Blood 
antistreptolysin O level in children with rheumatic 
fever] p. 63-9. 


46195 ERECINSKI K, MIEROSLAWSKI W Le- 
czenie noworodka 
wicy doodbytni tlenu. 
ment of asphyxia neonatorum by intra-rectal ad- 
ministration of oxygen] p. 71-5. 


46199 GLEICHGEWICHTOWA Odezyn otr- 
zewnowy Ww przebiegu uogdlnionych zaka- 
zefiu lat. [P 1 reaction during 


sequelae in myocardial blood supply] p. 3-9. 


4617g LEBEDINSKII V V, MEDVEDEV VI 
O proiskhozhdenii spazma venechnykh 
sosudov pri e! rimental'noi koronarnoi nedo- 
statochnosti. [Origin of spasm of coronary ves- 
sels in experimental coronary insufficiency] p. 9- 
15. 
46179 MEERSON F Z Diliatatsiia serdtsa v 
usloviiakh kompensatornoi giperfunktsii. 
[Dilatation of the heart in compensatory hyperfunc- 
tion] p. 15-9. 
46180 RAISKINA ME vilianii usilivaiush- 
chego nerva na serdtse v usloviiakh pato- 
logii. [Effect of reinforcing nerve of the heart in 
pathological conditions] p. 20-7. 
TSUKERMAN BM Vosstanovienie dei- 
serdtsa Posle rekrashcheniia 
Pp zheludoch- 
kov. sera of cardiac function following 
arrest in experimental ventricular fibrillation] 
p. 27-34. 
46\u2 KIPSHIDZE NN 
denii ateroskle rot! 


46161 


K voprosu 0 vospoizve- 

(Prodi diose| 

p. 34-8. 

46183 oe 8, TURIN RF Materialy k 

sozdaniiu modeli zlokachestvennoi giper- 

tonii. [Data on production of malignant hyperten- 

sion] p. 38-41. 

46194 BALUDA VP Viiianie bolevogo razdra- 
zheniia na svertyvanie krovi sobak. [Ef- 

fect of pain stimulation on blood coagulation in dogs} 

p. 41-6. 


d infections in newborn infants] p. 77- 
82. 


462u0 CZYZEWSKA Przypadek pleuritis eo- 
sinophilica, wee (Case of allergic 
eosinophilic pleurisy] p. 


4620| KASZUBSKA-POLKOWSKA I Przypadek 
przyzakainego znego zapalenia 

rdzenia w przebiegu odry. [Case of para-infec- 

= transverse myelitis during measles] p. 86- 
RUDOBIELSKA M 


noworodkéw le- 
46202 czony 1 ‘Ween in newborn 


argaktylem 
treated by largactil] p. 90-3. 
46203 PIETRON K Choroba marmurowa u rod- 
(Marmioration in siblings} 


46204 NAWROCKA- KANSKA B, OK-KION 8, 

TORZECKI Z Niezwykte powiktania gli- 
stnicy drég zdétciowych u dzieci Koreafiskich. 
[Unusual complication of biliary ascariasis in Ko- 
rean children] p. 96-102. 


462U5 BLOCH B, KANIA I, SZOMSKI C Przy- 
padek nadnerczowo-pitiowego zespofu hi- 
posalemicznego u3- ~tygodniowego | noworodka. 


infant] p. 103-6, 
462c6 BLOCH B, JAWORSKA J 


Przypadek 
toksoplazmory u driecta 2 1/2-tygodnio- 
[Case of toxoplasmosis in a 2 1/2 week old 
infant] p. 107-9. 
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46207-46308 


October 1958 
er 46230 BERRY HK, SUTHERLAND BS, GUEST | 46263 ELIOT MM Public responsibility for the | 4¢>,7 BRETON A, DELACROX R, GAUDIER 
Pediat. 33 Feb 58 pe M, UMBARGER B Chemical and clini- health and welfare of children. p. 145-53. B, c, FOUCAUT M Thymome 
observations during treatment of children with JAMES JA The later health of prema- chez un enfant de 13 ans. Cystic thymo- 
46207 J, UBELSKA Obeerwacje dric- p. 520-40. 46264 ture infants; a field for further study. ma in a 13-year-old child) p. 110- 
p SKA te, rwacje 4623) WELCH HC, HARRIS LE, DEWEERD Pp. 154-60. 46288 BERNARD R Organisation de la pédiatrie 
maloply JH Nephrectomy in juvenile hypertension | 46265 DEAMER WC disease in enU.R.8.8. p, 121-6. 
of chiléres after eple- with renal disease; report of 15 cases. allergy. p. 161-4. 
nectomy for congenital hemolytic anemia & spon- P 8 46266 ROY TE Antibi and iatrogenic dis- Pédiatrie 13 1958 
taneous thrombopenia] p. 129-44, 46232 mons AJ, LIEBLING W, ADAMS F H ease. p. 164-70. 
The flush method for determining blood 46289 eats aigus jo 
46208 HADYDON B, CICHOCKI W Proby le- pressures in infants. I. Normal values during 46267 CHUTE AL owe france du tronc cérébral chez I' enfant; 
transfusion, endoc rapy and oxygen étude clinique et thérapeutique; & propos de 12 cas 


tem F. 

tor F] p. 145-53. 

462u9 KOWALSKI R 
dzieci. 

dren] p. 155-64. 


biernej 


czenia wyprysku dzieciecego 
[Treatment of infantile eczema by fac- 


Olbrzymie ropnie ptuc u 
[Giant abscesses of lungs in chil- 


godécu przy zastosowaniu — nowych frakcji 


[Passive reaction with 
convalescent children after rheumatic 


fever by using 6 new antigenic 
from streptococcus group A] p. 165-70. 


SKALMOWSKI T Wptyw penicyliny 
h surowic 


462!! frakeji y 
udzieci chorych na ptonice. [Effect of penicillin 
on composition of serum albumin fractions in scar- 


let fever in children} p. 171-8. 


PIOTROPAWLOWSKA M, GORNICKA Z 


46212 


SLIWINSKA Badanie poziomu wita- 


miny C w osoczu u 


vitamin C level in hypothreptic infants] 


p. 179-88. 
46213 Pomyéline zejécie 


optucnej i éciany klatki piersiowej. 
[Favorable outcome of actinomycosis of the lungs, 


pleura & wall of thorax] p. 189-93. 


PATZEROWA T, TORBICKA E 
462'4 dex torbiell trzus 


[Case of pancreatic cyst in a 6 year old boy] 
p. 194-7, 


necrosis] p. 198-200. 


46216 GIETKO M 
congenita. p. 201-4, 


46217. LICHT E, CHILMAN W 


Przypadek 
vein th 


Przypa- 
trzustki u chtopca 6-letniego. 


Case of 
with symptoms of meningitis] p. 205-9. 
CELINSKA W Bakteryjne 
46218 wsierdzia u dziecka z choroba Roger. 
[Bacterial endocarditis in child with Roger's 
ease] p. 210-3. 


46219 BROKMAN H Dr Med. Jadwiga Balicka, 
p. 251-2. 


PEDIATRIA PRATICA 
Paulo) 


Pediat. prat., S. Paulo 29(1) Jan 58 


46220 FRANCA OHDA 


intestinais, em adultos e criancgas. 


induced exclusively by intestinal para- 


disorders 
sites in adults & children] p. 1-14. 


4622) sre paras JO, FIGUEIRA F Notas 
em 
de Vila Sao Paulo. [Notes on intestinal 
Parasitosis in children of Vila Sao Paulo} 
p. 15-22. 
40222 CARVALHO O Cisto branquial. 
p. 23-30. 
PEDIATRICS 
(Springfield, Ill.) 
Pediatrics 21(6) June 58 


46223 HF Enteroviruses. 
p. 873-4. 


46224 HARRIS RC, LUCEY J F, MACLEAN 
IR 


Kernicterus in pre: 


mature infants 
associated with low concentrations of bilirubin in 


the plasma. p. 875-84. 


46225 CORNBLATH M, LEVIN E Y, MAR- 
ETTI E Studies of carbohydrate 


Qu 
Metabolism inthe newborn. II. The effect 


of glu- 


Cagon on the concentration of sugar in capillary 


blood of the newborn infant. p. 


46226 LARSSON Y The islets of Langerhans in 


Pancreatic fibrosis. p. 893-902. 


46227 LLOYD JR, CLATWORTHY H W Jr 
Hydramnios 


sis of 


of the alimentary 


tract; a study of the maternal and fetal factors. 


Pp. 903-9. 


46226 LANIER VS, RUSSEL W F Jr, HEATON 
A, ROBINSO} 


iN A 


Concentrations of active 


isoniazid in serum and cerebrospinal fluid of pa- 
tients with tuberculosis treated with isoniazid. 


910-5. 


46229 LIVINGSTON S, EISNER V, PAULI L 


Minor motor epilepsy; diagnosis, 
Ment and prognosis. p. 916-28. 


treat- 


the first year of life. 


46233 SUTOW WW Incidence of stigmata of 
in children with acute leuke- 

mia. p. 958-62. 
46234 WILSON SG, HACKEL D B, 

8, NASH G, HEYMANN W Aminonucleo- 
side nephrosis in rats. p. 963-73. 
46235 AKERS DR, BINKLEY E L, MILLER 

AP parathyroid 
gland in idiopathic hypoparathyroidism. p. 974-9. 
46236 ABERNATHY R5&, STREM E L, GOOD 

RA _ Chronic asthma in childhood: double- 
blind controlled study of treatment with gamma- 
globulin. p. 980-93. 


46237 CONE TE Jr Recurrent pheochromo- 
cytoma; report of a case in a previously 
treated child. p. 994-9. 
46238 PRYLES CV Current status of combined 
antibiotic therapy. p. 1000-9. 


HILL LF _ Role of the private hospital 
in pediatric education. p. 1010-7. 


CHILDS B Genetic aspects of 
metabolic disease. p. 1018-21. 


46239 
46240 


4624| MEISTER A Phenylpyruvic oligophrenia. 
p. 1021-31. 

BONGIOVANNI AM Congenital defects 
in adrenal steroid synthesis. p. 1031-33. 


GITLIN D, JANEWAY C A_ Congenital 
abnormalities in protein synthesis. 

p. 1034-8. 

LOWE CU Congenital abnormalities 
amino acid transport in renal tubules. 
p. 1039-46. 


46242 


46243 


46244 of 


Pediatrics 22(1), Part 1 58 


MAY CD Iatrogenic disease. p. 1-2. 
in in- 


in causing hy 
fants dehydrated from diarrhea. p. 2-4, 
46247 COLLE _E, AYOUB E, RAILE R Hyper- 
tonic di the role 


of feedings high in solutes. 'p. 5-12. 
46248 KNOBLOCH H, SAYERS M P, HOWARD 
WH _ The ralationship between findings in 
p. 13-9. 
46249 CRAIG JM, UZMAN LL A familial 
metabolic disorder with storage of an 
unusual polysaccharide complex. p. 20-32. 
46250 — DC, LIPSON M J, CARVER D H, 
LNICK JL, ROBBINS FC The de- 
gree and ye of p yel virus 
dh tacts of clinical 


among 
cases of poliomyelitis. p. 33-40. 


BRIGGS JN, HOGG G Perinatal pulmo- 
nary pathology. p. 41-8. 


RICHMOND JB, EDDY E, GREEN M 

Rumination: a psychosomatic syndrome 

p. 49-55. 

46253 CRAMBLETT HG Isolation of a cyto- 
agent resembling the CA virus 

from an infant with croup. p. 56-9. 


46254 GLAZIER MM The effect of immuniza- 
tion against influenza on an epidemic of 
respiratory illness in children. p. 60-4. 


LEIKKIN S L, RHEINGOLD J J, SITES 
JG Frequency of ABO 
p. 65-71. 
46256 LAHEY ME, BEHAR M, VITERI F, 
SCRIMSHAW NS Values for copper, 
iron and iron-binding capacity in the serum in 
kwashiorkor. p. 72-9. 
46257 HELLIESEN P J, COOK C D, FRIED- 
LANDER L, AGATHON § Studies of 
in child: I. Mechanics 
of paramore and lung volumes in 85 normal chil- 
dren 5 to 17 years of age. p. 80-93. 
46258 FOMON SJ, THOMAS LN, JENSEN RL, 


MAY CD Determination of nitrogen 
6 months of age. 


46245 


4625! 


46252 


46255 


balance of infants less than 
p. 94-100. 

46259 FOMON SJ, MAY CD Metabolic studies 
of normal full-term infants fed pasteurized 
human milk. p. 101-15. 


46260 MEYER HF Breast feeding in the United 
States: extent and possible trend; a survey 
milli 


of 1,904 with two and a quarter 
births in 1956. p. 116-21. 
4626! JD, KERRIGAN GA, 


p. 122-34. 
46262 KAMBOLIS K P, LEBHAR NF, BAR- 
thrombosis and 


NETT RN C 
myocardial infarction in a 4 1/2-year-old boy. 


p. 135-44. 


46268 WEGMAN ME, HUGHES JG, PUFFER 
Pediatric 


NOLD MB Observations of a metabol- 


administration. p. 170-4. 


“Pediatrics 22(1), Part2 58 


education in Latin 
America. p. 205-34. 


PEDIATRIE 
(Lyon) 


*Pédiatrie 13(1 


46269 qmaup P, ORSINI A, GIRAUD H, 
AIBAUDI R_ Aspect ‘actuel des gastro- 
ontiens’ aigués & colibacilles pathogénes dans la 
région marseillaise. [Current aspects of acute 
gastroenteritis caused by pathogenic colibacilli in 
the Marseilles area] p. 5-10. 


79 BORI VD La pneumoplasmose ou pneu- 


1958 


nourrisson. [Pn pl or i 1 
plasma cell pneumonia in infants] p. 11-20. 
46271 SARROUY C, GILLOT F, SENDRA L, 
BOINEAU L'encéphalographie gazeuse 
dans la néphrose lipoitiique; a propos de cing ob- 
servations. [Gaseous ows in lipoid 
nephrosis; 5 cases] p. 21-7 
46272 IANCU A, NEULANDER A, ILIESU S$ 
Contribution au traitement de la ménin- 
gite pneumococcique des enfants. p. 29-34. 


46273 KAPLAN M, FISCHGRUND A Remar- 
ques sur l'application pratique et les ré- 
sultats de la prévention systématique prolongée des 
rechutes du rhumatisme articulaire aigu par la 
pénicillothérapie continue. [Remarks on the prac- 
tical application & the results of prolonged sys- 
tematic prevention of relapses in acute articular 
rheumatism by continued penicillin therapy} 
p. 35-41. 
46274 BRETON A, GAUDIER B, PONTE C 
Tumeurs bronchiques chez enfant; a pro- 
pos de 20 cas personnels. p. 43-56. 
46275 GIRAUD P, ORSINI A, RAYBAUD C, 
COLONNA D'ISTRIA J Amygdales et pa- 
thologie infantile. I. Considérations physio-pa- 
thologiques et cliniques. [Tonsils & pathology in 
children. I. Physiopathological & clinical data] 
p. 57-73. 
GILLOT F, — L, RAOUX JP, 
46276 MATTE! L propos de deux 
tions de mic Pp appa: 
[2 Cases of constitutional 
taal appearing in the same family] p. 76- 


46277 SARROUY C, CABANNES R, VENEZIA 
R, SENDRA L, RAOUX JP Hemoglo- 
binopathie S+C chez une enfant de 13 ans. ([He- 
mophilia C & S in a 13-year-old child] p. 79-83. 


46278 RAFFI A, SABATINI R_ A propos d'un 
cas d'acrodynie traitée par la métacor- 
tandracine. p. 83-5. 


46279 CABANNES R, RAFFI A, BOINEAU N, 
DOMENECH A, GUIVARC'H Hémoglo- 
“binose D ou hémoglobinose G? p. 85-7. 


46280 RAFFI A, BOINEAU N, DOMENECH A, 
FILLIOU M A propos ‘de l' observation 
dans une méme famille d'une acrocéphalosyndactyl- 
ie (maladie d' Apert) et d'une acrocéphalie. [A 
case of acrocephalosyndactyly (Apert's disease) & 
acrocephaly in the same family] p. 87-91. 


46281 C, CLAUSSE J, PERETTI 
Action de la vitamine K1 de syn- 

thése au nid des atteintes hépatiques de la petite 

enfance. [Effect of synthetic vitamin K1 in liver 

diseases in small children} p. 91-3. 

46282 pop 3M, LUCCIONI H Précisions 
le syndrome da carence d' autorité. 

= on the syndrome of lack of authority] p. 93- 


46263 FOURNIER A, PAULI A, BAYARD M 
Diabéte galactosique suivi depuis deux 
aaa diabetes with a 2-year follow-up] 
P. p. 8-100 


46284 P, LACHERET' 
LMOTE M, POUPART . Rate f flot- 


tante pee. infar chez un 
Floating spleen with infarction in a newborn in- 
p. 100-2. 
46285 CHRISTIAENS L, CLAEY A, DEMAILLE 
A, DEHAENE P, LEFEBVRE P Tumeur 
de Pepper chez un nouveau-né. [Pepper tumor in 
a newborn infant] p. 102-6. 


46286 BRETON A, TACQUET A, VANHIEU- 
WENHU 


de traumatismes craniens graves. 


study & therapy; 12 cases of severe cranial in- 
juries] p. 131-42. 
46290 LAINE E, GALIBERT P, DELANDT- 
SHEER-ARNOTT G (Mme), DELANDT- 
SHEER JM Les manifestations cliniques des 
malformations vasculaires du cerveau chez I'en- 
fant. [Clinical manifestations of vascular mal- 
of the brain in children} bd — 
ROCHE M 
cérébrales chez enfant. [Therapy 
cerebral tumors in children] p. "157-65. 
46292 comet P, KOHLER C, LECUIRE J, 
Les psycho- 
traitement de certains agitation grave et 
irréductible chez I' enfant et l'adolescent; bilan de 
22 cas avec étude des suites éloignées. [Psycho- 
surgical interventions (lobotomies & topectomies) 
as treatment of various severe & irreducible agi- 
tation states in children & adolescents; evaluation 
of 22 cases with study of late results} p. 167-73. 


46293 SCHACHTER M Contribution a I' étude 
de l'autisme infantile précoce de Kanner. 
[Early infantile autism of Kanner] p. 175-91. 


46294 C, KOHLER S A l'enseigne 
4 voleurs: le vol; manifestation d' in- 
affective chez enfant et l'adolescent. 
[Actions of 4 thieves: stealing; a manifestation of 
lack of affections in children & adolescents} 
p. 193-201. 
46295 KOHLER C, TANGUY, ROY La notion 
de débilité mentale évolutive; liaison avec 
I’ épilepsie et la schizophrénie. [Ideas on evolu- 
tive mental deficiency; connection with epilepsy & 
schizophrenia} p. 203-10. 
46296 BEAUPERE A Du traitement anti- 
syphilitique en neuropsychiatrie infantile. 
p. 211-4, 


G, RAYMOND G 


46297 Re- 
pour caractériels. Rehabilitation as psychothera- 
py in a school for children with character disor- 
ders} p. 215-27. 

46296 THEVENIN L A propos de I'oligophré- 

e; notions prophylactiques et théra- 
p. 229-37. 


ni 
peutiques. 
Pédiatrie 13(3) 1958 


46299 H, GABRIEL H Le traite- 
ent de la maladie hémolytique peri-na- 
[treatment of perinatal hemolytic disease) 


Pp. 
46300 BERNARD R, MAESTRAGGI P, 
CASTERET P, CASTERET M Réfle- 
xions sur la thérapeutique actuelle des toxicoses 
et syndromes suraigus du nourrisson: bilan de 
quatre ans de fonctionnement d'un centre de réa- 
nimation médicale. [Data on the present-day 
therapy of toxicoses & subacute syndromes in in- 
fants: evaluation of 4 years of existence of a center 
for medical resuscitation] p. 259-65. 


46301 FONTAINE G, DUPONT A, GOUDE- 
MAND M_ La maladie des inclusions cy- 

tomégaliques: a propos d'une observation age 

case report] 7 


46302 BERAUD C, CARRON R, MOREL P, 

BASTIDE Le danger hématologique de 
certains examens radiologiques répétés chez l'en- 
fant: & propos d'une observation. {Hematological 
danger of various repeated radiological examina- 
tions in infants: case report) p. 277-84. 


46303 THIODET J, FOURRIER A, MASSONNAT 
J, LAGARIGUE Le centre de traitement 
de poliomyelites de |'H6pital d'El-Kettar: bilan de 
14 mois de fonctionnement. (Center for the treat- 
ment of poliomyelitis at the Hopital d'E]-Kettar: 
evaluation of 14 months of existence] p. 285-90. 


46304 APPAIE A 


[Pathology the tonsils. Therapeutic data) 
p. 291-305. 
46305 BERHEIM M, GIRARD P F, TOMMASI 
M, LARBRE F Etude anatomo-clinique 
d'une intoxication alcoolique aigué chez l'enfant. 
Anatomical & clinical study of acute alcoholic in- 
ation ina child] p. 309-12, 
46306 GAILLARD L, DELPHIN D, GREMILLET 
J Coma hypoglycémique aprés arrét d'un 
traitement 4 la delta-cortisone. {Hypoglycemic 
coma after the stopping of delta-cortisone therapy] 
p. 312-3. 
46307 MILLERET P, VALET A Donnees elec- 


concernant l'enuresie. [Elec 

data & therapy of enuresis] p. 314-7. 

4630g BERNHEIM M, GILLY R, GERMAIN D, 
JARLOT B, RIGAUD P ‘Meni ningite & 


éosinophiles au cours de la distomatose. [Eosin- 


ophilic meningitis during distomatosis] A 
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bacteriologique de amygdales de l'enfant primo- 
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logical examination of tonsillitis in children with 3 
— primary infection after specific treatment] . 
p. 106-10. 
R-491 


46309-46393 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 


34, No. 4 


46309 GAILLARD L, DELPHIN D, GREMIL- 
LET J _ Traitement abortif de la coque- 

luche par les gl anti 

[Preventive treatment of whooping cough by anti- 

whooping cough globulins] p. 320-2. 


46310 ROGET J, BEAUDOING A, MATHIEU G 

La cure climatique d'altitude dans le 
traitement de l'asthme infantile: résultats. [Al- 
titude climate therapy in the treatment of asthma 
in children: results] p. 322-7. 


4631; BADETTI L Trois observations de fa- 
visme chez des enfants corses Ps Cases 
of favism in Corsican children] p. 329- 


46312 GIRAUD P, ORSINI A, GIRAUD H, 

LAUPIES S_ Résultat de l'emploi de la 
cortisone dans les méningites tuberculeuses. 
[Results of the use of cortisone in tuberculous 
meningitis} p. 333-8. 


46313 TEMIME P, WOLF R La dermite fes- 

sitre papulo-érosive du nourrisson, dite 
syphiloide de Sevestre et Jacquet, est-elle une 
moniliase cutanée, d'origine intestinale? [Is 
gluteal papulo-erosive dermatitis, the so-called 
Sevestre-Jacquet syphiloid, a cutaneous moniliasis 
of intestinal origin?] p. 338-40. 


46314 BIANQUIS P Réformes susceptibles 
d'étre apportées 4 la réglementation con-_ 

cernant les créches, [Reforms adaptable to the 

regulations concerning nurseries} p. 341-3. 


46315 DECHAUME M, BRUNEL A, LAMY M 
Réle du fluor dans la prévention de la 
carie dentaire. [Role of fluorine in the preven- 

tion of dental caries] p. 343-8. 


46316 M, SEROR ME _ Résultats d'une 

nquéte sur les embryopathies d'origine 
a, [Results of an inquiry into embryo- 
pathies of rubella origin] p. 348-53. 


PEDIATRIIA 
(Moskva) 


Pediatriia, Moskva 41(2) 


46317 Al Problema difterii v Sovet- 
kom Soiuze. [Problem of diphtheria in 
the Soviet Union} p. 3-8. 


46318 BLIUMENT AL’ KV_ Antibiotiki v 
nii toksicheskoi difterii. 
in the treatment of toxic diphtheria] p. 9.13. 


Feb 58 


46319 FULEKSER SIA O kompleksnom lechenii 
toksicheskoi difterii. [Combined treat- 
ment of toxic diphtheria] p. 13-8, 


46320 IAMPOL’'SKAIA El K klinike difteriino- 
poliradikulonefrita, [Clinical picture 
of diphtheria polyradiculoneuritis] p. 19-25. 


4632! KHACHIIAN GA Kliniko-bakteriologi- 

cheskie paralleli pri difterii. [Clinical- 
bacteriological parallels in diphtheria] p. 25-9. 
46322 KUDRIAVTSEVA NP Nabliudeniia nad 
soderzhaniem antitoksina v krovi u pri- 
vitykh i neprivitykh bol'nykh difteriei. [Content 
of antitoxin in the blood of vaccinated non-vac- 
cinated diphtheria patients} p. 30-3. 


46323 GRENDE VG Techenie difterii u 

bol'nykh s nezakonchennymi protivodif- 
teriinymi privivkami. [Course of diphtheria in 
patients with incomplete courses of anti-diphtheria 
vaccination] p. 33-8, 


46324 SUDZHAEV GA Neskol'ko zamechanii 

k klasifikatsii difteriinogo batsillonosi- 
tel'stva i k uchetu effektivnosti meropriiatii po 
bor'be s nimi. [Some remarks on classification 
of diphtheria carriers and determination of the ef- 
ficacy of control measures} p. 39-42, 


46325 DADASHEVA TC Dinamika syvorotoch- 
nykh belkov krovi pri skarlatine. 
_ of blood proteins in scarlet fever] 
p. 42-7. 


46326 SHARLAIIV Stafilokokkovaia infek- 
tsiia so skarlatinopodobnym simptomo- 


P wi! 
scarlatina-like symptomatology] p. 48-51. 


46327 GERASIMENKO LI 
lechenii kokliusha. [New antibiotics 
p. 51-8. 


4632U CHIRESHKINA N M, KRONROD A P 

Chuvstvitel'nost’ k antibiotikam flory 
verkhnikh dikhatel'nykh putei u detei, bol'nykh 
kor'iu. [Sensitivity of upper respiratory tract 
be ag children with measles to antibiotics] 


46329 PATUSHINSKAIA RA Atipichnaia kor’ 
u detei. [Atypical measles in children] 
p. 61-5. 
46330 KALIVZHIN G Dinamika ostatochnykh 
iavlenii epidemicheski pri 
residual of 
various methods of p. 65- 71, 


4633; TIURIN NA_ K voprosu o lechenii bron- 
khial’ [The problem 

of treatment of bronchial asthma in children) 

p. 71-4, 


46332 KAPUSTINA EV Vozrastnye 
nosheniia arterial’ nykh i 
v miagkoi mozgovoi obolochke bol'shikh caenaes 
mozga po vneutrobnoi zhizni. 


pia mater of the large hemispheres of the brain in 
life] p. 75-82, 


46333 K 80-LETUU prof. C. N. Rozanova. 
‘ightieth birthday of Professor S. N. 
Rozanov] p. 83-4. 


46334 K70-LETOU prof. N. vskogo. 
[Seventieth birthday of Professor Nikolai 
1. Osinovskii] p. 84-5. 


Pediatriia, Moskva 41(3) Mar 58 


46335 SIMSON TP Dostizheniia detskoi psi- 
khoneurologii za 40 let. [Forty years of 
achievement in child psychoneurology] p. 3-8. 


46336 BALAK NP Lechenie khronicheskogo 

tonzillita u detei bol'nykh revmatizmom 
penicillin-kislorodnymi ingaliatsiiami. 
lin-oxygen inhalation therapy of chronic tonsillitis 
in rheumatic children] p. 8-10. 


46337 DOLGOPOLOVA AV, LIALINA NA 
Khronicheskii tonzillit u detei doshkol'nogo 
vozrasta. tonsillitis in preschool chil- 
dren] p. 11-6. 


46338 GVANTSELADZE VS, N SH, 
KARTVELISHVILI TS EK voprosu o 
rtonicheskoi bolezni u detei i podrostkov. 
_—ne in children and adolescents] p. 17- 


46339 LT, VOLODINA VA Dan- 
kapilliaroskopii pri sta- 

diiakh bolezni u 

[Data on capillaroscopy in various stages of hyper- 

tension in adolescents) p. 21-5. 


46340 OSKOLKOVA MK Zvukovye iavieniia 
serdtsa zdorovykh detei po dannym fonok: 
ardiografii. [Phonocardiographic data on heart 
sounds in healthy children} p. 25-33. 


46341 NOVOSELOVA RS Sindrom Vol'f-Par- 
kinson-Uaita v detskom vozraste. 

(Wolff-Parkinson-White syndrome in children] 

p. 33-9, 


46342 SEMENOV BN, MAKAROV VN K vop- 
rosu interferiruiushchei 
dissociation] p. 39-43. 


46343 KRASNOGORSKII NN Infrakrasnaia 

radiatsiia detei bol'nykh toksicheskoi dis- 
pepsii. [Infrared radiation in children with toxic 
dyspepsia] p. 44-9. 


46344 KOGAN RB Fizicheskoe razvitie detei 
2-go i 3-go goda zhizni. [Physical de- 

velopment of children 2-3 years of age] p. 49-59. 

46345 ZYBINA TM _ Klinicheskaia kharakteri 
stika techeniia dizenterii u detei 

vozrasta bol'nykh rakhitom. [Clinical character- 

istics of the course of dysentery in young rachitic 

children] p. 59-66. 


46346 MS Dinamika nespetsifiche- 

krovi u detei v ak- 
tivnoi Pa. r of nonspecific 
antihyaluronidase of the wien in children with ac- 
tive rheumatism] p. 66-73. 


46347 GASPARIAN EI Izmeneniia nervnoi 

sistemy pri pnevmoniiakh u detei rannego 
detskogo vozrasta. [Nervous system changes in 
pneumonia in infants] p. 73-80. 


46348 SEMENOVA IS Infektsionnyi nespetsi- 
ficheskii poliartrit u detei (bolezn' Stilla- 
Shoffara). [Infectious nonspecific polyarthritis in 
children (Still-Shoffar disease)] p. 80-7, 
46349 ABEZGAUS AM _ Sistema gemostaza i 
gemorragicheskie diatezy; literaturnyi 
[System of hemostasis and hemorrhagic 
p. 88-95. 


obzor. 
diatheses; review of the literature] 
PENNSYLVANIA MEDICAL JOURNAL 


( ) 
Pennsylvania M. J. 61(5) May 58 


46350 DE TAR JS The generalist and the 
specialist. p. 603-11. 
4635! RENDIN LJ, GAMBA C L, JOHNSON 
wM Colloidal oxide of silver in the 
treatment of peptic ulcer; a nine-day therapy. 
p. 612-4. 
46352 BARRON W J Jr, BERKHEIMER G A 
The fractured hip; management and prog- 
nosis. p. 618-22, 
46353 STALTER RJ Dioctyl sodium sulfosuc- 
cinate; its use in the prevention of impac- 
tion in hospitalized mental patients. p. 523-4. 
4 4 LONG Cl Physical treatment of the 
oe elderly hemiplegic. p. 628-9. 
PERSPECTIVES IN BIOLOGY AND 
MEDICINE 
(Chicago) 
tives Biol. M., Chic. 1 58 
46355 WILDER RM Recollections and reflec- 
tions on education, diabetes, other meta- 
bolic diseases, and nutrition in the Mayo Clinic and 
associated hospitals, 1919-50. p, 237-77. 


46356 SCHNEIDER HA What has happened to 
nutrition? p. 278-92. 


46357 TEPPERMAN J Etiologic factors in obe- 
sity and leanness. p. 293-306. 


46358 PAGE 1H, McCUBBIN JW, CORCORAN 
ac A guide to the theory of arterial hy- 
pertension. p. 307-25. 


46359 HALSTEAD WC Some biopsychology of 
imagery, and memory. p. 326. 


PFLUGER’S ARCHIV FUR DIE 

GESAMTE PHYSIOLOGIE DES 

MENSCHEN UND DER TIERE 
(Berlin) 


Pflugers Arch. 265(5) 1958 


46360 VIDAL-SIVILLA S$ Die Wirkung hyper- 

tonischer Loésungen auf die intestinale Re- 
sorption d ten. [Effect of 
hypertonic solutions on intestinal resorption of var- 
ious sugars] p. 389-404. 


46361 VIDAL-SIVILLA S_ Die Resorption ver- 

schiedener Zuckerarten nach der Methode 
aufeinanderfolgender Experimente in derselben 
Rattendarmschlinge in situ. [Resorption of vari- 
ous sugars according to the method of successive 
experiments in the same rats with intestinal loops 
in situ) p. 405-9. 


46362 agen H, ZIMMER F, BLEICHERT A 
des elasti- 
schen im kontrahierten Muskel. 
[Static properties of elastic serial elements in con- 
tracted muscles] p. 410-5. 


46363 oon or H, BLEICHERT A Der zeit- 
he Ablauf der Aktivierung im Skelet- 

muskel Pr Schildkréte. [Transient course of ac- 

tivation in skeletal muscles in turtles] p. 416-22. 


46364 GURTNER HP Untersuchungen iiber die 
Wirkung der Aneurinantimetaboliten Neo- 

pyrith und O 

gischen Effekt von Aneurin am isolierten Frosch- 

herzen. [Studies on the effect of the aneurin anti- 

metabolites neopyrithiamine and oxythiamine on 

the anticholinergic effect of aneurin on isolated 

frog heart] p. 423-8. 

46365 MOLLER EA Muskelarbeit und Muskel- 

bei 


{Muscular work and ‘muscular blood circulation in 
reactive hyperemia] p. «29-39. 


46366 HENATSCH HD, meme ome FJ Wir- 


Succinylcholin auf die Muskelspindeln des Frosches 
[Mechanism of action of and 
choline on muscle spindles of frogs] p. 440-56. 


MEVES H, VOLKNER KG Die Wirkung 
46367 on COR auf das 


mingehalt des Rattendarmes bei verschie- 
denem Tryptophangehalt der Nahrung. [Hydroxy- 
tryptamine content of the rat intestine in diets with 
varying tryptophan content] p. 563-6. 


46377 LEMBECK F Die Beeinflussung der 

Darmmotilitat durch Hydroxytryptamin, 
Effect of hydroxytryptamine on intestinal motility 
p. 567-74. ] 


46378 LUTCKE A, KLUSSMANN F W, KAUF- 
MANN W Der i ible Gewich 

als Funktion der Umweltbedingungen; die Haut- bay 

wasserabgabe des Hundes im Indifferenzbereich, 

[The insensible weight loss as function of environ- 

mental conditions; cutaneous water release of dogs 

in the region of indifference] p. 575-96. 


46379 POLZIEN P_ Eine Apparatur zur auto- 
matisc hen eines 


selective control of a shatcaymagregh) p. 597-8, 


Pflugers Arch. 266(2) 1958 


46380 GRUSSER OJ, KAPP H Reaktionen retj- 
naler Neurone nach Lichtblitzen. 1, 

Doppelbli mit hselnd Blitzintervall. 

[Reaction of retinal neurons to light flashes. 1, 

with changing flashing intervals] 

Pp. 


4636| SCHEPPOKAT K D, THRON HL, GAUER 

OH Quantitative Untersuchungen tiber 
Elastizitaét und Kontraktilitat peripherer mensch- 
of human peripheral 
blood in vivo] p. 130-49. 


46382 THRON H L, SCHEPPOKAT K D, HEY- 
DEN A, GAUER OH Das Verhalten der 
kapazitiven und der Widerstandsgefasse der men- 
hlichen Hand in Abh igkeit von thermischen 
Einflussen. [Behavior of capacitance and resis- 
tance and resistance blood vessels of the human 
hand in relation to thermal influences] p. 150-66, 


46383 DODT E, WALTHER JB  Netzhautsensi- 

tivitat, Linsenabsorption und physika- 
lische Lichtstreuung; der skotopische Dominator 
der Katze im sichtbaren und ultravioletten Spek- 
tralbereich. [Retinal sensitivity, crystalline lens 
absorption of physical light diffusion; scotopic 
dominator in cats in visible and ultraviolet spectral 
regions] p. 167-74. 


46304 DODT E, WALTHER JB Der 

Dominator im Flimmer-ERG der 
Katze. [Phototopic dominator in flicker electro- 
retinography in rats] p. 175-86. 


46385 DODT E, WALTHER JB Spektrale Sen- 
sitivitat und Blutreflexion; vergleichende 
U ierten und alb 
Netzhiuten. eiispectral sensitivity and blood re- 
flection; comparative studies in pigmented and 


und die elektrischen Konstanten der quergestreiften 

Muskelfaser. [Effect of CO2 on resting membrane 

potential and electric constants of striated muscle 

fibers] p. 457-76. 

46368 K, KOLATAT T Druck- 

ren der Seamthiens. Pressure volume diagram 
and stretch receptors of frog lungs] p. 477-84. 


FLECKENSTEIN A, HOCHREIN H, KO- 
46369 TOWSKI H Auth der K 
des isolierten F bh 


zens durch Ad ri- 
of lysis of 
isolated frog heart by 

Pp. 

46370 NICOLAI L Uber die Polarisation von 


Licht durch die menschliche Haut. [Po- 
larization of light through the human skin] p. 488- 
92. 


Pflugers Arch. 6) 1958 
46371 RUDIGER W Lokomotorische und vegeta- 
tive Effekte bei elektrischer Reizung der 
vorderen und medialen Kerngruppe des Hypothala- 
mus und des Septums beim freibeweglichen, be- 
L 


retina] p. 187-92. 


46386 PILZ A, SICKEL W, BIRKE R Elektro- 

retinographische Prifung Ortlicher Em- 
dlichk sschiede an der Netzhaut von 
Rana i [Electr i hic testing of 
local sensitivity differences of retina in Rana 
esculenta] p. 193-8. 


“6367 PIPER J Eine Methode zur Lokalisie- 

rung des Stromungswide rstandes. 
[Method for the localization of circulation resis- 
tance] p. 199-206. 


46388 HEINTZEN P Die mathematische 1 

handlung der Temperat 

biologischer Prozesse; eine kritische — 

suchung tiber Berechnung und Brauchbarkeit des 

Temperaturquotienten (Q10-Wertes). [Mathemati- 

cal treatment of temperature dependence of bio- 

logical processes; — study on calculation and 
of ti (Q10-value)]} 

. 207-18. 


rs Arch. 266(3) 1958 


SICKEL W, BAUEREISEN E, LIPP- 
MANN HG Sauerstofflberdruck und 
b-Welle des Elektroretinogramms vom isolierten 
F [Oxygen at high pressure and 


46389 


dingt-reflektorisch trainierten Hund. 
and vegetative effects of electric stimulation of the 
anterior and medial nuclear groups of the hypo- 
thalamus and septum in freely moving conditioned 
reflex-trained dogs} p. 493-500. 


46372 GRUSSER OJ, RABELOC Reakti 


b-waves of electroretinograms of isolated frog eye] 
p. 219-30. 


46390 DRENCKHAHN F O Die Gdementstenung 


retinaler Neurone nach Lichtblitzen. I. 
Enzelblitze und B! Inder Frequenz. 
[Reactions of retinal neurons after light flashes. 
I. Single flashes and stimulation by flashes of 
changing frequency] p. 501-25. 


46373 BEER R, DOLL E, WENNER J Die 
Verschiebung der Sauerstoff- Dissozia- 
tionskurve des Blutes von Sauglingen wahrend der 
ersten Lebensmonate. [Shift in oxygen dissoci- 
ation curve of the blood of infants in the first month 
of life] p. 526-40. 
46374 STEGEMANN J, MAGGIO M Die additive 
Wirkung der Fth 


beim exper 
dem. [Origin of edema in experimental adrenalin 
pul ary edema] p. 231-48. 


4639| DECK KA_ Uber die Wirkung des Gua- 
nidinhydrochlorids und anderer Substanzen 

auf das Aktionspotential der Nerveneinzelfaser. 

[Effect of guanidine hydrochloride and other sub- 

stances on action potentials of single nerve fibers] 

p. 249-65. 

46392 GERLACH E, DORING H J, FLECKEN- 
STEIN 


Papie Stu- 


dien uber die. Adeain- und Guanin-Nucleotide sowie 
andere P nor-Verbindu des 
Genirns bei Narkose, Iscnimie und in Abningi gkeit 
von der Tecnnik der Gewebsentnaame. [Paper 


Muskell, die Regel 


auf des Kreislau- 
fes. ngaey effect of the controlling factors 

lar activity on the regulation 
of blood cireulation] p. 541-9. 
46375 PILZ A, SICKEL W, BIRKE R_ Lokale 

ng und A ung des Elektro- 

retinogramme der -isolierten Froschnetzhaut. 
[Local formation and 


of the 
gram in isolated frog heart] p. 550-62. 


ic studies on adenine and guanine 
nucleotides as well as otner acid-soluble puos- 
phorus compounds of the brain in anestnesia, is- 
chemia and in relation to tae technic of tissue ex- 
traction] p. 266-91. 
46393 SCHULTE FJ, HD Zur 

r int 
len motorischen Innervation | beim Frosch. [Cou- 
pling of 1 and 1 motor innervation 
in frogs] p. 292-307. 


46376 EBER O, LEMBECK F Hydroxytrypa. 
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CURRENT LIST of 


MEDICAL LITERATURE 


46394-46475 


46394 


NICOLAI L_ Wher die Infrarotstrahlung 
des Menschen. IV. Die Infrarotstrahlung 
des menschlichen Auges in Bezieh zum Stefan- 
Boltzmannschen Strahlungsgesetz. 
ation of man. IV. Infrared radiation of the human 
eye in relation to Stefan- Boltzmann radiation law] 
p. 308-17. 
pre GOKHAN N, WINTERSTEIN H Die Wir- 
463% kung von eo auf den pH von Hirnblut 
wd Ce it. [Effect of hy- 
paria on the pH ef cerebral blood and 
p. 318-23. 


TRAUTWEIN W, DUDEL J Zum Mecha- 
nismus der des — 


46396 


rane effect of ylcholine on my eda 


Ratte. [Pa od 
my in rats} p. 335-40. 


PHARMAZEUTISCHE 
ZENTRALHALLE FUR DEUTSCHLAND 
(Dresden) 


Pharm. Zhalle 97(3) Mar 58 


16398 FISCHER R, GHARBO § Zur Bestim- 
mung von Strychnin neben Brucin in Se- 
men, Tinctura und Extractum Strychni. [Determi- 
nation of strychnine in the presence of brucine in 
seeds, tincture & strychnine extract] p. 101-5. 


46399 POETHKE W, WIGERT R Vorschlage 

zum Nachtrag fir das DAB. 6. IV. Neo- 
stigminsalze. [Proposal to the supplement of the 
6th German a. IV. Neostigmine 


46400 KOHLER W Vorschlag zum Nach 
[Proposal to the supple- 
ment of the 6th German Pharmacopeia}] p. 109-10. 


Pharm. Zhalle 97(4) Apr 58 


46413 SCHNABEL W Walahfrid Strabos Gar- 

tenbaugedicht aus der ersten Hilfte des 9. 
Jahrhunderts; das Alteste Zeugnis eines deutschen 
Heilpflanzenanbaues. (Walahfrid Strabos' horti- 
culture poem of the first half of the 9th century; 
the oldest document on German culitvation of medi- 
cinal plants} p. 114-7. 


Pharmazie 13(3) Mar 58 


46414 RAULIN CDE Ataractica. p. 129-30. 


46415 POHLOUDEK-FABINI R, KONIG K Bei- 
triage zur Analytik einiger Sympathicomi- 

metica. I. Uber das papie 

der S ti 

tion to the analysis. of some 

Il. Paper ymp: 

mimetics] p. 131- 

46416 POHLOUDEK-FABINI R, KONIG K Bei- 
trage zur Analytik einiger a 

metica. Uber Farbr 

von Sympathi imetica auf Pa h 

men. [Contribution to the mates of some sym- 

pathomimetics. [1 Color reaction in the detec- 

tion of sympathomimetics by paper chromatog- 

raphy] p. 135-8. 


46417 NAUMANN G Ionenaustauscher und ihre 
Verwendung in Pharmazie und Medizin. 


Allg 
its use in pharmacy & — 
siderations] p. 139-44. 

46418 RICHTER J, ODEBRECHT W Vorlaufi- 

ge Normen fir Deklaration, Verpackung 
und Lagerung von Arzneimitteln; Teilweise gleich- 
zeitig Vorschlage fir das DAB 7. [Prelimi- 
nary standards for storage & packing conditions & 
monographs for drugs; partial simultaneous pro- 
posals for the 7th German Pharmacopeia. II. } 
p. 144-8, 

46419 suaenont M Der Gehalt an atheri- 

m ©} bei Satureja hortensis L. im 
Verlauf on [Ethereal oil con- 
tent of Satureja hortensis during vegetation] 
p. 148-50. 


46420 SPRECHER E Uher den Einfluss 
Scher und Faktoren auf ae 
Bi da ffe der Wein- 


& 
I. General con- 


4640! W, WIGERT R Vi hlig: 

fir das DAB. 6. 5. Mer- 
edition of the German Pharmacopeia. 5. Mer- 
salyl] p. 159-62. 


46402 RADA K Die Unterscheidung einige 
Arten von Fingerhutblattern mit me der 

Ring-Chromatographie. [Differentiation of several 
varieties of Digitalis leaves by ring chromatog- 
raphy] p. 163-7. 
46403 BOGS U, TEICHERT M Weitere Vor- 

schlage fur Salbengrundlagen im 2, Nach- 
trag zum DAB. 6. [Further proposals of ointment 
bases for the 2d supplement of the 6th edition of 
the German Pharmacopeia] p. 167-70. 


(Berlin) 


Pharmazie 13(2) Feb 58 


46404 BOROVICKA M, HACH V_Naturstoffe 
als Arzneimittel; Fortschritte im Jahre 


raute —— graveciens te ). [Effect of genetic & 
climatic factors on the secondary biosynthesis of 
common rue (Ruta graveolens)} p. 151-3. 


FRIEDRICH H Untersuchungen tiber die 
von Pyrus com- 
TV. Verhalten des Arbutine beim Kei- 


4642! 
munis L. 


Pyrus communis. IV. Content of arbutin in ger- 
minating pear seeds & distribution in young plants] 
p. 153-5. 


46422 KREJCIZ Hant (Cannabis sativa) - An- 
tibiotisches Heilmittel. Methodik 
und Ergebnisse der bakteriologischen Untersuch- 
und vorlaufige klinische Erfahrungen. 
{Hemp (Cannabis sativa) - antibiotic drugs. I. 
Method & results of bacteriological experiments 


& pr y clinical ri ] p. 155-66. 
46423 CAESAR Arznei- und Gewirz- 
. [Cultivation of 


medicinal & spice vod in Hungary] p. 167-70. 


46424 SAJNER J, VERIS O Uber das Vortom- 
men von Histamin in Viscum album. 
[o of histamine in Viscum album] 


1956. [Natural substances as drugs; progress in 
1956] p. 65-72 


46405 ZEIDLER H, BERG H Physikochemi- 

sche Studien an Dextran. 
stitration von D 1 [Physicochemical 
Studies on dextran. IV. Turbidity titration of 
dextran solutions} p. 72-7. 


46406 LINDAUR V, ZELENY A_ ter den Ein- 
fluss von Chi auf die 

und Stoffwechselwirkung ¢ des Acetylcholins. [Ef- 

fects of chlorpromazine on the toxicity & metabolic 

effects of acetycholine] p. 77-9. 


46407 BROCKELT G, POHLOUDEK-FABINI R 

r eine einfache Gehaltsbestimmung 
teiner Cy b [A simple method 
for determining the concentration of pure cyanoco- 
talamin solutions} p. 79-81. 


46408 BERKA A, ZYKA J Neue oxydimetr' sche 


in der 
Analyse. [New oxidimetric determination in phar- 
maceutical analysis] p. 81-92. 
46499 SOVOVA M, SOVA V ther die Bestim- 
ae mung von Farb ffy ini in 


De- 
a of contamination in synthetic food Paw 


Ma rhatnff, 


HOLUBEK J, KUDRNAC 8, NOVAK M 
Die Bestimmung von Kodein, Narkotin und 
Thebain in . [Determination of 
ae narcotine & thebaine in poppy head] 


46410 


PFEIFER die quantitative 


[Quantitative determination 
of small amounts of imp opium alkaloids) 


46412 MULLENBERG M_ Untersuchungen Uber 
der Arbeitsaufwand beim Anbau einiger 

work involved in the cultivation of various 

commas & spice plants} p. 109-14. 


p. 170. 


Pharmazie 13(4) Apr 58 


46425 8S, GEBLER K, HAUSCHILD 
Vorschlage fir den Nachtrag zum 

DAB 6. Is to the the 6th 

edition of the German Pharmacopeia] p. 181-3. 


46426 ELLOS Zur Herstellung von oralen 
Schiittelemulsionen. [Preparation of 
emulsions by shaking] p. 183-6. 


46427 NAUMANN G Ionenaustauscher und ihre 
Verwendung in Pharmazie und Medizin. 
2. Spezille Anwendung in der Pharmazie. [lon 
exchange & its uses in medicine & pharmacy. 2. 
Specific uses in pharmacy] p. 186-95. 


46428 JEZO I, SELECKY F, SeFCovic P 
Einige cholinergisch wirkende Stoffe. 
[Some cholinergic active drugs] p. 195-9. 


46429 A, wonder 3 J Peni den 


tus des Frosches. 
promazine on musculus rectus 


frog] p. 200-2. 


LICH H Zur Anal: von 5- 
46430 


Bttect of — 
abdominis of the 


4643! RICHTER J, ODEBRECHT W Vorldufige 
Normen fir die Priifung von zur Injektion 
bestimmten Arzneimitteln; gleichzeitig Vorschlag 
fir das DAB 7. [Preliminary standards for tests 
on drugs intended for injections; simultaneous 
proposal for 7th edition of the German Pharmaco- 
peia] p. 209-12. 


46432 VOIGT R, WEISS F Beitrag zur Papier- 
der 


Contribution to the paper chromatography of e. 


46433 SPRECHER E Atherisches Oi in Pilzen. 
[Ethereal oils in fungi] p. 218-20. 


46434 FELKLOVA M, BABKOVA K Anatomis- 
che Studien iiber die Milchréhren bei 
somniferum L. wahrend der Vegetations- 
[Anatomical study of the lactiferous ducts in 
Papaver 


during veg ] p. 220-9. 
46435 BOING J Untersuchungen Strepto- 
Ruschmann Die 


BRZEZINSKI D K VON Uber eine Apothe- 
kenordnung und Taxa der Stadt Nordhausen 
. [Pharmaceutical regulations 

& prices in Nordhausen in 1657] p. 237-45. 


PHYSICAL THERAPY REVIEW 
(New York) 


. Ther. Rev. 38(5) May 58 


46437 HELLEBRANDT F A, HOUTZ SJ 
Methods of muscle training: the influence 
of pacing. p. 319-22. 


46433 BLUMENTHAL EM A cerebral palsied 
infant under treatment. p. 323-6. 


46439 HOOG J An experimental below-the-knee 


prosthesis. p. 326-30. 
port of two cases. 4 


BASSETT SW, LAKE BM Use of cold 
46441 inthe t of spasti- 


city; report. of three cases. p. ‘333-4. 


46442 BARBATO WJ Hip and back stabilizing 
safety unit for wheel chair patients. 

p. 335-7. 

BEDELL § A supportive apparatus for 
patients standing in hospital and at home. 
p. 337-8. 


46443 


PLASTIC AND RECONSTRUCTIVE 
SURGERY 
(Baltimore) 
Plastic & Reconstr. . 21 58 
46444 WALLACE AB A present (1957) outlook 
on burns. p. 243-53. 
46445 MACOMBER W B, WANG MK, 

VERSACI A Further evaluations of im- 
proved skin grafting technique for extensive third 
degree burns. p. 254-62. 

46446 — RJ _ The prevention secondary 
issue destruction in burns. p. 263-71. 
46447 IF, EARLEY WHITE 

WL Psychic disturbances and wound 
healing. p. 272-8. 

46448 EDGERTON MT, McCLARY AR Aug- 

mentation mammaplasty; psychiatric im- 
plications and surgical indications; (with special 
reference to use of the polyvinyl alcohol sponge 


jvalon). p. 279-305. 
BRUNER JM Corn picker injuries of 
46449 the hand. p. 306-14, 


46450 BERGER JC, HARRIS H L, SLAUGHTER 
WBA clinical method for estimating 

blood loss and transfusion requirements in infants. 

p. 315-8. 

4645; CASTANARES § Subtotal ear loss; modi- 
fication in reconstruction technique. 

p. 319-23. 


POLICLINICO; SEZIONE CHIRURGICA 


Policlinico, sez. chir. 65(1) Jan-Feb 58 
46452 RUGGERI E, FEDELE E, BELTRAMI V 
Indicazioni e ‘possibilita chirurgiche nella 
terapia delle sind i da fl della 
vena cava superiore. [Surgical indications & pos- 
sibilities in treatment of syndromes due to obstruc- 
tive deflux of the superior vena cava] p. 1-23. 
46453 RIDULFO DICHIARA A Contributo 
clinico e radiologico su due casi di atrofia 
ossea maculosa di Siideck. [Clinical & radiological 
contribution on two cases of Siideck's macular os- 
seous atrophy] p. 24-37. 
46454 POMPILI M Varici esofagee. 
geal varices} p. 38-52. 
46455 BRESSAN GC, PAPPALARDOG Pos- 
sibilita di aggressione dell'area nuda del 
fegato; contributo anatomico-chirurgico. [Possi- 
bility of approach to the area nuda of the liver; 
anatomico-surgical study} p. 53-62. 


[Esopha- 


POLICLINICO; SEZIONE PRATICA 
(Roma) 


Policlinico, sez, it. 65(1) 6 Jan 58 
46456 CAGLI V L'elettroforesi su carta delle 

sieroproteine: interesse, significato, 
utilizzazione pratica. [Paper electrophoresis of 
blood proteins: importance, significance & practi- 
cal value} p. 1-15. 


46457 IANDOLO C iI gas nel tratto gastro-in- 
testinale: aerofagia e meteorismo. (Gas 


in the tract: aerophagy & meteor- 
ism] p. 19-22. 

Polic sez. 4 13 Jan 58 
46458 CONFALONIERI C, GRIFONI V Un 


semplice metodo per la conta degli eosi- 
nofili nel sangue periferico. [Simple method for 
determination of the eosinophil count in circulating 
blood] p. 35-9. 

46459 BOUMIS G, EDERLI A Polineurite a 

decorso fatale durante trattamento con 

[Polyneuritis 
therapy} 


idrazide dell'acido isonicotinico. 
with fatal outcome during isoniazid 
p. 40-8, 


46460 GIUGNI F, LAVAGNA E, FACCHINI 
GB, FACCHINI GM Lo studio e il trat- 
tamento dell'asma bronchiale nella collaborazione 
del medico internista col pediatra e |'otorinolarin- 
goiatra. [Study & treatment of bronchial asthma 
from the of the collab of the in- 
pediatrician & otorhinolaryngologist] 
p. 49-52 


4646, MONTI Leonardo da Vinci anatomico 
[Leonardo da Vinci, a self- 

taught anatomist] p. 68-9. 
Policlini: 20 Jan 58 

46462 Su di un caso di porpora 

‘ombocitopenica cronica idiopatica in- 

sorta in comin microcitemico. [Case of chronic 
idiopathic thrombopenic purpura occurring in 
microcytic anemia) p. 75-9. 


46463 MOCCHI N, CASCONE A Comporta- 

mento della velocita di tromboc itosedi- 
mentazione nelle trombosi vasali. [Behavior of 
blood platelet sedimentation rate in vascular 
thrombosis] p. 80-2. 


POZZI G, SCOCCIA S, LEONARDI G 
Risultati eliniet della terapia associata 
de nella tubercolosi 
por [Clinical results of combined phenyl- 
butazone & isoniazid therapy in pulmonary tuber- 
culosis} p. 83-8. 


Policlinico, sez. prat. 65(4) 27 Jan 58 


46465 DI PIERO G_ Ernia diaframmatica con- 

genita dello stomaco con anemia grave in 
soggetto di 2 annie 6 mesi. [Congenital diaphrag- 
matic hernia of the stomach with severe anemia in 
a2 1/2 year old child] p. 115-20. 


4 BORRI M_ Considerazioni su due casi di 
6466 pancreas aberrante. pa in 2 cases 
of aberrant pancreas} p. 121- 


46467 TONDIIV Contributo clinico alla linfo- 

reticulosi benigna da inoculazione; malat- 
tia da graffio di gatto. [Clinical contribution on 
benign inoculation lymphoreticulosis; cat-scratch 
disease] p. 129-32. 


Policlinico, sez. 65(5) 3 Feb 58 
46468 — E I medico di fronte all'iperteso. 

The physician confronted by hyperten- 
sion} p. 163-82. 


46469 LA SINDROME di Tietze. p. 183-4, 


46470 ptr al P La minzione: fisiologia e fi- 
physiopathology] p. 1 


Policlinico, sez. prat. 65(6) 10 Feb 58 


46471 E, BIANCO I Associa- 
jone di Hb Ge microcitemia in due 

membri a una famiglia italiana del ferrarese. 

{Hi Gin ion with microcythemia 

in 2 members of an Italian family from Ferrara] 

p. 203-9, 


46472 MANNA A Vasto elaioma ulcerato pro- 
vocato della regione anteriore del ginoc- 
chio; intervento plastico preceduto da iniezioni di 
siero antireticolo-endoteliale; guarigione. [Giant 
ulcerated eleoma self-induced in the anterior 
region of the knee; plastic surgery preceded by 
antireticular cytotoxic injections; recovery} 
p. 210-6. 


46473 MONTANARI A 1 prelievo di sangue 
dalle prime vene di efflusso delle ghian- 
dole endocrine, a mezzo del sondaggio cardio va- 
sale, per ottenere un' alta concentrazione di ormo- 
ni. [Blood samples from the major venous 
branches of the endocrine glands using the cardio- 
vascular sound, for ob ng a high 
of hormones} p. 217-9. 


Policlinico, sez. prat. 65(7) 17 Feb 58 

46474 SCURO LA, PRATESI G Candidosi 
generalizzata in corso di terapia antibio- 

tica con esito in guarigione. (Generalized moni- 

liasis during antibiotic therapy with recovery] 

p. 243-8. 

46475 D'ADAMO M Enfisema bolloso regres- 
sivo a distribuzione lobare superiore 

bilaterale e tubercolosi polmonare. [Regressive 

bullous emphysema with bilateral upper lobar 

distribution & pulmonary tuberculosis] p. 249-55. 


4 
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46476-46563 


CURRENT LIST of 


MEDICAL LITERATURE 


Vol. 34, No. 4 


46476 Ulteriore contributo 
della 


logia delle ap- 
pendici spi - iche, e sue L Fur- 
ther contribution on the pathology of 
piploicas & their complications] p. 256. 


46477 G Furono epilettici Cesare 
Napoleone? [Were Caesar & Napoleon 
epileptics?} p. 271-3, 


Policlinico, sez. 65(8) 24 Feb 58 
46478 BERTOLINI A M, MASSARI N, GUAR- 
DAMAGNA C_ L'escrezione biliare di Cu 
e Fe prima e dopo carico endovenoso dei due me- 
talli nelle epatopatie croniche. [Biliary excretion 
of copper & iron before & after intravenous load 
s both metals in chronic liver disease] p. 283- 


46479 MOCCHIN, CASCONE Relazione 

velocita di tr 

[Relation between blood, 

platelet sedimentation & erythrosedimentation rate} 

p. 298-300. 

464g0 AMMANITI L, PALMA F Sull'attivita 
anabolizzante ‘del 19-nortestosterone pro- 

Pionato. [Anabolic activity of 19-nortestosterone 

propionate} p. 301-5. 


Policlinico, sez. prat. 65(9) 3 Mar 58 


GIUNCHI G Terapia delle infezioni sta- 
Treatment of staphyl 


4640! 


46499 POZZI G, SCOCCIA S, LEONARDI G 

Interpretazioni del meccanismo d'azione 

del fenilbutazone nella cura della tubercolosi pol- 
monare, [Interpretation of the mechanism of 

action of p in the treatment of pul- 

monary tuberculosis] Pp. 


POLSKI PRZEGLAD CHIRURGICZNY 
(Warszawa) 


Polski Feb 58 
46500 Wotyw hi sig elex- 
troforetycznych frakcji blader surowicy krwi u kro- 
likdw. [Effect of hypoth on the behavior of 
fi of blood proteins in rab- 
bit] p. . 108-10. 


4650! JEZIORO Z Wytworzenie sztucznego 
zetyku z kretego jelita, [Formation of 
an artificial esophagus from the ileum] p. 111-8. 


46502 JASIENSKI J Bliski i odlegty wynik 120 

doragnych resekcji zotadka z powodu 
przedziurawienia wrzodu zoladka 1 dwunastnicy. 
[Short & long term results of 120 early gastric re- 
sections for perforated ulcers of stomach & duo- 
denum} p. 119-30. 


46503 OSZACKI J, MARCZYNSKA A, ADAM- 
CZYK Wptyw urazu operacyjnego 


. chir, 


cal infections} p. 331-44. 


INSULINA ad azione prolungata. 
with prolonged action] p. 345-6. 


46482 [Insulin 


464683 ZILLI E Il metabolismo basale. 
p. 347-51. 


Policlinico, sez. prat. 65(10) 10 Mar 58 


46404 MARTINO G II fattore costituzionale 
dell'epilessia di Amantea. [Constitution- 
al factor in Amantea's epilepsy] p. 363-75. 


46485 POMPILI M Sul gubernaculum testis. 
p. 376-82. 


Policlinico, sez. prat. 65(11) 17 Mar 58 


46486 BONADIES A Significato clinico delle 
coliti. [Clinical significance of colitis} 
p. 403-8, 


46497 ANTONELLI S Sindrome anginosa da 
cancro del polmone. — syndrome 
caused by lung cancer) p. 409-13. 


46488 SCHIAVETTI L, PENDENZAG Auro- 

terapia perorale della malattia reuma- 
toide. a gold therapy of rheumatoid arthritis} 
p. 414- 


Policlinico, sez. prat. 65(12) 24 Mar 58 


46489 RICCI GA, FARACO P La splenoma- 
nometria transparietale nello studio 

dell' ipertensione portale; dati manometrici in rap- 

porto ai quadri splenoportografici. [Transparietal 

splenomanometry in the study of portal hyperten- 

sion; manometric findings in relation to the spleno- 

portographic pictures} p. 443-51. 


46490 CHIDICHIMO G, BONDOLFI M Con- 
siderazioni su un caso di rottura trauma- 
tica del rene Dx; nefrectomia parziale; guarigione. 
[Findings in a case of traumatic rupture of the 
partial nephrectomy; recovery] 

p. 452-1 


' 4649! ANZI M, BORIN G, CAMPESATO A 

Contributo alla conoscenza della macro- 
di Wald [ 

findings on Waldenstrém's macroglobulinemia] 

p. 457-61. 


Policlinico, sez. prat. 65(13) 31 Mar 58 


46492 BONOMINI V, ZUCCHELLI P Sul mec- 
canismo dell'azione diuretica della cloro- 

tiazide nell'uomo. [Mechanism of the diuretic 

action of chlorothiazide in man] p. 487-96. 


46493 SIMEONI 8, UGUCCIONI G Sindrome 

addominale acuta in corso di reticolosar- 
comatosi; osservazione personale e considerazioni 
sui tumori reticolari, p, 497-507. 


Policlinico, sez. prat. 65(14) 7 Apr 58 


46494 F_ Le anemie emolitiche auto- 
mmuni. [Auto-immune hemolytic ane- 
mia] p. 
46495 UN NUOVO diuretico sulfamidico: la clo- 
rotiazide. [A new sulfonamide diuretic: 
chlorothiazide] p. 549-52. 


46445 SCURO LA Il glucagone. p. 553-6, 


Policlinico, sez. 65(15) 14 58 
46497 — F Cisti da echinococco del 

del Douglas. [Hydatid cysts of 
Douglas p. 563-6, 


46495 LEVIG, ALMICIC La malattia mielo- 
osteosclerotica; contributo di 4 casi, 
[Myelo-osteosclerotic disease; 4 case reports] 


resekcji zotadka) na gospodarke elek- 
trolitowa i ‘biakkowa u chorych na raka zotadka. 
(Effect of —— trauma (partial gastrectomy) on 
the electrolyte & protein balance in patients with 
stomach cancer] p. 131-41, 


DOWGIRD A_ Chirurgiczne leczenie 


465004 krwotoku z przewodu pokarmowego w ma- 
toptytkowosci. {Surgical treatment of hemor- 
rhages of the tinal system in th bo 
penia} p. 143-8, 


46505 TAUBENFLIGEL W, WAJDA Z, SENYK 

J Dogwiadczalne badania nad przydatno- 
Scia wolnego ptata otrzewnej dla uzupetnienia uby- 
tkéw Sciany przewodu pokarmowego. [Experimen- 
tal research on the suitability of free flaps from 
the peritoneum to supplement defects in the walls 
of the gastrointestinal system] p. 149-51. 


46507 paleenl T, KACZUR Z, CZARNIE- 

CKI L Leczenie naczyniaka jam 
[Treatment of cavernous angioma] p. 161-5. 
HESS J Hamartoma ptuca. [Pulmonary 
hamartoma] p. 167-71. 


46509 CZYZEWSKI K, SOSINSKI A, WITKOW- 
SKA L Nadprzeponowe zdwojenie prze- 
wodu pokarmowego poprzez przepone komunikujace 
z prawidtowym przewodem pokarmowym. [A case 
of supradiaphragmatic duplication of the gastroin- 
testinal system communicating with normal gastro- 
ee system through the diaphragm} p. 173- 
46510 MASTYNSKA M, WOJCICKI K Pierwot- 
rak dwunastnicy. [Primary cancer of 
the duodenum] p. 181-7, 
4651, MAZURKIEWICZ K Skret uchyika Me- 
ckela o nietypowej lokalizacji. [Torsion 
of Meckel's diverticulum in an atypical site] 
p. 189-92, 


46512 CEGIELSKI M Cztery przypadki kauzal- 
gli. [4 Cases of causalgia] p. 193-7. 


46508 


Polski chir, 3 Mar 58 

46513 PIRTA E Znaczenie anatomicznych sto- 
sunkdw w operacji nadnercza, [Impor- 

tance of anatomical relations in operations on the 

adrenals] p. 207-16. 


46514 mace B, DROZDOWSKI S, PO- 

PIEL F Wptyw pendiomidu na przebieg 
dogwiadczalnego wstrzasu krwotocznego podczas 
zupetnej niedomogi nadnerczy. [Effect of pendio- 
mide on the course of experimental hemorrhagic 
shock during complete adrenal failure] p. 217- 
25. 


46515 OSZACKI J, MARCZYNSKA A, ADAM- 
CZYK B Wotyw urazu operacyjnego na 
erzemiang elektrolitowg i biatkowa u chorych pod- 
danych ii. [Effect of 
surgical trauma on the electrolyte & protein me- 
tabolism in patients subjected to bilateral adrenal - 
ectomy} p. 227-35. 
46516 GALECKI Ocena operacji Crile'a z 


zabi 
[Evaluation of the unilateral & bilateral Crile's 
operation] p. 237-44. 


46517 MLEKODAJ S Zast 
nego podcigni celem 

krwawienia do komory odmy 

[Appl of for decreas- 

ing hemorrhage into the cavity of extrapleural 

pneumothorax} p. 245-50. 


u dzieci 
[Value of suc- 
y tissue in 
(clinical trial of Polish preparation)| 

Pp. 


by Klinicane preparatu). 


p. 567-77, 


46519 CIESZYNSKI T do 
new model of surgical Pp. 


46520 SMOLAK K, SWIEZY A Widkniako-mi¢- 

Sniak przetyku skojarzony z uchytkhiem. 
[Case of fibromyoma of the esophagus associated 
with a diverticulum] p. 259-65. 


46521 WROBLEWSKI 0, SOKOLOWSKI A 
Wielka, urazowa erzepuklina przeponowa. 
[Large ap hernia] p. 267-9. 


BOZEK J Przewlekty ropieti watroby u 
—— dzieci. [Chronic hepatic abscess in chil- 
dren] p. 271-5. 


46523 MIKULOWSKI w, GASINSKI J Przyczy- 

nek do Kliniki guzéw Wilmsa u dzieci. 
[Contribution to the clinical aspects of Wilms’ tu- 
mors in children] p. 277-80. 


46524 


NONNENMACHER A Pozatonowe zao- 
46525 patrzenie przerwania tyinej cewki 
wej. [Retropubic repair of a disruption of 
posterior urethra] p. 285-8. 


46526 HALSKIH Rzadko spotykana posta¢ zta- 
mania kogci skokowej. [Rare fracture of 
the ankle-bone] p. 289-93. 


Polski 30(4 58 
Wotyw potasu na go- 
46527 ouni-aae The influence of potassium 
p. 319-23. 


ZIAREK S_ Sposzkowany, konserwowany 
naskorek jako biologiczny 


opatrunek. [Preserved powdered homogeneous 
epidermis Be biological dressing) p. 325-39. 


46529 HAWRANEK Z Pogrgzony plat skérny w 
plastyce wielkich przepuklin brzusznych. 
[Use of a submerged skin flap in plastic surgery of 
large abdominal herniae}] p. 341-5. 


46530 OSZACKI J, MARCZYNSKA A, LAS- 
KOWNICKI ‘a, FINOWICKA K Metabo- 
lizm pooperacyjnego okresu u chorych na nadczyn- 
nogé tarczycy i wole obojetne. [ Postoperative 
metabolism in patients with hyperthyroidism and 
goiter} p. 347-56, 


BADER O Zamkni¢te 
. [Isolated hepatic lesions} p. 357- 


4652u 


46532 80 


KOE S Zespolenie wych 
drég 26tciowych z 


ia) hy +4. 


ducts to the stomach Gercagumeocteanchs 
p. 369-73, 
46533 ZGORNIAK-NOWOSIELSKA I, REISS J, 


CHAJA W Opornogé na antybiotyki 
szczepdéw bakteryjnych wyosobnionych od chirurgi- 
cznie chorych oraz od nosicieli. [An- 
tibiotic resistance of bacterial strains isolated 
from surgical patients and carriers} p. 375-87. 


46534 SENYKI Klinicana wartoéé 
sukcynylcholiny polskie} ay 


of 
ae in Poland] p. 389-97, 
DOWGIRD A, SIDOROWICZ J Wielolet- 
ni optucnej leczony dekortykacjq. 
standing treated 


pleural abscess of many years’ 
decortication] p. 399-402. 


46536 BILLEWICZ O, DYBICKI J Torbiel 
chfonna Srédpiersi [Lymphangi of 

the mediastinum] p. 403-8. 

46537 PAPROTNY A Rzadko spotykane powik- 
Zanie peknig¢cia watroby. rare com- 

plication of liver rupture] p. 409-11 

4653y BUKOWSKA I, DMOWSKA I Torbiel 

trzustki operowana z ufyciem wstawki je- 


[Surgery of a pancreatic cyst and forma- 
intestinal anastomosis] p. 413-6. 


ide pro- 


tion of an 


POLSKI PRZEGLAD RADIOLOGICZNY 


(Warszawa) 
Polski przegl. radiol. 21(5-6) Sept-Dec 57 


This issue does not contain material 
within the scope of the Current List. 


Polski przegi. radiol. 22(1) Jan 58 


LESZCZYNSKI S, WROBLEWSKA T 
Ochronosis alkaptonurica. p. 3-12. 


46540 PAWLICKA L Dynamika i losy grudli- 


46539 


tis cxtartele Roentgentherapy of hidradenitis of 
the axilla] p. 27-31. 


46542 JANUSZKIEWICZ Opis rentgenowsii, 
Roentgenographic description] p, 45- 


Radioiogical pictures of the tho- 
rax in collagen diseases} p. 55-63. 


46544 KOWALSKI R Obraz radiologiczny i hi- 
pecherzy 
[Radiology & histopathology of emphysematous bul- 
e. 65-72, 
4054s WOJTOWICZ J Morfologia podziabéw 
ogy of the b ] 
p. 73-84, 
46546 


46547 MUSIATOWICZ J, WAREJKO S Parie- 
w schorzeniach nar: 


narzadu rodnego 
kobiety. aphy in gynecological dis- 
eases] p. 97-102. 


46544 KRUSZEWSKI S, ADAMOWICZ B Pray. 
padek torbieli powietrznej krtani 

gocele), [Case of laryngocele}] p. 103-7, 

46549 CHOROSZCZAK Zastosowanie 


nagwietlar. (Roentgen therapy with 
type roentgen apparatus] p. 109-15. 


GEADYSZ B tomografii. 
46550 vances in tomography} p. 117-23. 


POLSKI TYGODNIK LEKARSKI 
(Warszawa) 


Polski tygod. lek. 13(0) 3 Mar 58 


GARNUSZEWSKI Z O nowszych 
bac! 


4655! 


ostuchiwania. [Present methods of 
results of pe & ] p. 301-4, 


ZWYKIELSKI G_  W sprawie chirurgicz- 
nego leczenia ostrych chorodb trzustki. 

[Surgical trea of acute di of the pan- 

creas} p. 304-6. 


46553 GARBER M, MICHALOWSKI A 0 pier- 
wotnym raku watroby w zwigzku ze spo- 
strzeganiem dwéch przypadkow tej choroby. 
as cancer of the liver in connection with the 
rvation of two cases of that disease] p. 306- 


46552 


46554 KUSTRZYCKI A, KASPRZAKOWA J, 
RZUCIDLO Z Przetrwate wspdine ujécie 

owe u 21-letniej kobiety. 
(Ps sistent icular canal ina 
1 year-old woman} p. 311-4. 


s SZCZESNIAK J, BOMBACH E Czy ist- 
46555 choroba Abta-Letterera-Siwe'go. 
Nees? the Abt-Letterer-Siwe disease exist?) 

. 315-8, 


456 SZLEZYNGER J Krwiaki tarc 
(Hematomas of the thyroid] p. "318-22, 


46557 KOZAKIEWICZ J Przypadek trzykrot- 
nego, ponowngeo zakazenia kila w Swietle 
wspotczesnych na reinfekcje kitow3. 
[Case of thrice repeated syphilitic infection in the 
light of recent views on syphilitic reinfection) 
p. 322-6, 


46554 MIEDZIANOWSKI A Srodki cytostaty- 
czne w leczeniu spraw rozrostowych i no- 
wotworowych uktadu krwiotworczego. [Cytostatic 
drugs in the of pi & neoplas- 
tic pi of the hemopoietic system] p. 326- 
32. 


Polski lek, 13(10) 10 Mar 58 
4 J, LICHT E, LACKI 
6559 


4 341-6. 
M, CZAPLICKI S_ W sprawie 
stosowania strofantyny i 
wapnia. administration of 
thin & calcium] p. 346-51. 
46561 TABENSKI Z, PLEWINSKA T, WIE- 
CZORKIEWICZ B Zapobieganie wrodzo- 
nemu — biodra na podstawie wiasnych 
[Prevention of congenital luxation 
of the hip, 4 the basis of material from the Chil- 
dren's Surgery Ward in Gliwice] p. 351-4. 
46562 BROMBERG-SZNEK RAFAZOWICZ A 
O dziafaniu diamoksu w zespole ptucno- 
sercowym. [Effects of diamox in cor pulmonale} 
p. 354-9. 
os- 
46563 GRUSZECKI L, 
rilemmoma of the stomach (schwannoma)] 


- 
Polski radiol. 22(2) Mar 58 
Ps? 46543 DZIEWULSKA K Zmiany radiologicane 
“ess w narzgdach klatki piersiowej w chor 
| 
| 
| 
| | 
| 
Rare 281-4 [Radiological observations on functional disorders 
of the biliary tract] p. 85-96, 
pe | | 
| 
| 
| 
46506 KOLODZIEJ Stwardntente tetnic 
cukrzycy. /{Arteriosclerosis in diabetes 
| 
| 
iwujodku 
| 
= 5 
Sa 
spos6b nawadniania niemowlat 
Me? czakow ptuc na podstawie obserwacji ra- 
diologicanych. [Radiological observations on the 
st dynamics & fate of patients with pulmonary tuber- 
culosis} p. 13-26. 
4654! KANIOWSKI T Rentgenoterapia zapale- 
62. 
R-494 
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46564-4665] 


ORZOWSKI T, KACZUR Z Zylaki 


46565 POLITOWSKI MARSZAZEK Z, 
JAROSZ Z krwi w naczyniach 
fosowatych. [Blood pr in the capillaries) 
p. 364-8. 
ZIELINSKI Prosta metoda 


Polski lek. 13(11) 17 Mar 58 

46567 JAROSZEWSKI Z Wyniki leczenia lar- 
gaktylem i insuling w szpitalach psychia- 


in the are 1084 & 1955). 381-7. 


46568 KOWARZYK H, KOWARZYK Z Analiza 
wektograficzna zazebieri w zespole QRS. 
in the QRS 


in the 

light of immunological investigations & functional 

liver & skin tests; results of aureomycin treat- 

ment] p. 389-93. 

J, KOSMIDER Odczyny 
rgiczne wywotane stosowaniem lekow 


czynnosciowych i skéry; wynitl leczenia 


46570 


Allergic reactions in- 
duced by the application of antihistaminic drugs) 
p. 393-6. 


4657! OSTROWSKA A Zachowanie si¢ biatek 
surowicy w przebiegu biataczek. [Be- 
havior of serum proteins in the course of leuke- 
mias} p. 396-400. 
46572 EISNER Przypadek sarkoidozy serca 
przebiegajacy pod postacig odosobnionego 
tapalenia mieénia typu Fiedlera. [Case of 
sarcoidosis of the heart appearing in the form of 
isolated myocarditis of Fiedler type} p. 400-3. 


46573 MAZUR G Leczenie graybic narzadéw 
of mycoses of 
the internal organs] p. -10. 


*Polski |. lek. 1 24 Mar 58 
BAK S, OSTROWSKA A, SOCHA W, TU- 

TAJ Wplyw cignienia krwi 

na rozw6j dogwiadezal yey tetnic. [Ef- 

fects of arterial blood pressure on the development 

of experimental arteriosclerosis] p. 421-5. 


Zachowanie si¢ J 131 w tarczy- 

ektérych tkankach po podaniu soli 

Behavior of I 131 in the thyroid & in 
after the administration of calcium 


46576 GERKOWICZ T Ostra limfocytoza za- 
kagna; choroba Carla Smitha. [Acute in- 

Carl Smith's disease] 

p. 428-3 


CUESIELSKI L, STEFANOWSKA Za- 


46574 
rand disease] p. 435-9. 
40979 WIELICZANSKI H, ABRAMOWICZ A, 


Polski tygod. lek. 13(13) 31 Mar 58 


4650; MACH Z O dziataniu wapnia na przemia- 
ng jodowa w Swietle badafi z jodem radio- 


ape [Effects of calcium on iodine — 
lism in the light of h with radi 
dine} p. 461-5. 


LACHOWICZ M, ROZNIECKA Nies- 
woiste odezyny kifowe w Swietle badafi 


lige research] p. 466-8. 


46583 AS JANUSZKIEWICZ J Ocena 


minnego 
(BAL)] p. 468-71. 


46584 MUSIATOWICZ J, OBRZUT AA Z za- 
h zakazefi 


[Problem of congenital infections of the new- 

born] p. 472-5. 
4 ZAGORSKI WW wyniki 

w choroble wrzodowej; na 
Stawie spost. go szpitala w Wars- 
tawie. [Early pot hy of stomach resection in 
Peptic ulcer; material of patients of the Military 
Hospital in Warsaw] p. 475-9. 


46586 MAY J, AFEK-KAMINSKA M, ZGOR- 
ZELSKI is (cryptococcosis) z 


oan ia) with de ription of personal cases] 

p. 480-4, 

46597 ADAMSKI A, WITOSZYNSKIS Przy- 
czynek do kliniki 


kity watroby i 
poo aspects of syphilis of liver & spleen] 
Pp. 


4650u ciach pr 
na ing 
performance Pp. 


Polski tygod. lek. 13(14) 7 Apr 58 


2GLICEYNIEI L  Radtologicene bedanta 


the vascular system) p. 501-5. 


46590 HEFTMAN W, NICPAN E Hibernacja w 

zwalczaniu wstrzgsu po oparzeniu. 
[Hibernation in control of shock following burns] 
p. 505 


4659| KLEPACKI W, GERKOWICZ T, STA- 

SKIEWICZ J Akrodynia; choroba Swifta 
i Feera. [Acrodynia; Swift's and Feer's disease] 
p. 510-4. 


46592 LISIECKA- ADAMSKA H 

iro- 
dowisku wiejskim. [Frequency of diabetes mel- 
litus in rural environment] p. 515-8. 


46593 KOBIELA J, MUSIOLIK M Poronienia 
domacicznym wstrzyknigciem 
mydlin. [Abortion induced by intra-uterine injec- 
tion of soap solution] p. 518-21. 


46594 WESOLOWSKIS Przypadek c: 
wycigcia gtéwnej dolnej. [Case of 
owns — of the inferior vena cava] 
p. 521-4. 


46595 GRUCHALSKI W tego 
naczyniaka watroby. [Case of angioma 
cavernosum of the liver] p. 524-6. 


46596 CHOJECKA B, KURZEPA s Oznaczanie 

yz 
tyty lokciowe} i szyjti macicy u kobiet rodzacych. 
Determination of oxytocic properties of the blood 
rom the cubital vein and from the cervix uteri in 
labor] p. 526-8. 


46597 KUCZYNSKA-SICINSKA J Wspomnienia 

2% pracy w szpitalu PCK w Korei. [Rec- 
ollections on activites in the Polish Red Cross 
Hospital in Korea] p. 528-30. 


POLSKIE ARCHIWUM MEDYCYNY 
WEWN 
(Warszawa) 
Polskie arch. med. wewn. 1) 1958 


46598 BACZYK ie M, WOJTCZAK A, 


Wotyw choroble Ad 


disona. 
on kidney function in dlosase) 
p. 1 


4659 EINHORN J Nowa proba badania czyn- 
tarczycy. [Trial of a new thyroid 
function test] p. 13-9. 


46600 — J Oddziatywanie ustroju na 
ztuczne cieptoty w przypad- 
kach di i prawidlowej 


panei tarczycy. | [Reaction of the body to ar- 
tificial increases in temperature in cases of hypo- 
function, hyperfunction and normal function of the 
thyroid] p..21-33. 


4660! -KOCZOROWSKA A, 


nienie tkanek w schorzeniach tarczyc (Hydra- 
tion of tissues in thyroid Gecmses)" + 35-40. 


KUHN M, WOJTCAZK A, GRACZYKOW- 
46602 SKA- KOCZOROWSKA A Zmiany prze- 
strzeni pozakomérkowej u chorych z akromegalia. 
(Changes of the extracellular space in patients with 
acromegaly] p. 41-8. 


Pr do badari h 
i jadra w niektérych 


ti 


46604 NEYMAN W Proba Hickeya i Hare’ aw 
moczéwce prostej. [The Hickey and Hare 
test in diabetes insipidus] p. 57-61. 


46605 aan Szpik i krew obwodowa u ko- 

DYK T, STOLARCZYK J Przypadek 

sym 


oma u mezczyzny w péénym 
in an elderly 


46606 
wieku. [Case of 
man} p. 75-86. 


46607 Spigc 
ts disease] p. 87- 


46608 KUCZEWSKA K, TATON J Rola aldo- 

steronu w patogenezie rdznych zespoléw 
klinicznych. [The role of aldosterone in the path- 
ogenesis of various clinical symptoms] p. 95-106. 


46609 WISNIEWSKA-ROSZKOWSKA K Wplyw 
cyklu miesiecznego na ustrdj kobiety 
influence of menstruation in 


Polskie arch. med, wewn. 1958 


46610 BOBER S, CZARNIECKI W, KROT- 
KIEWSKI A Zmiany elektrokardiografi- 
czne u chorych z cierpi naczyti ob 
Electrocardiographic changes in patients with pe- 
ripheral vascular diseases] p. 153-65. 


4661! BRATKOWSKA-SENIOW B, GRUSZKA S 

surowiczych krwi 
in blood 

proteins in Libman-Sacks disease] p. 167-78, 


46612 BRATKOWSKA-SENIOW B, OLENIACZ 
W Porownawcze badania biatek surowicy 
«rwi moczu w chorobach nerek. [Comparative 
study of the blood proteins and urine in kidney dis- 
eases] p. 179-91. 
46613 POJER J, NINGER E, SEVELA M, 
OLEJNIK U Nasze doéwiadczenia nad 
zachowaniem sie soruwiczej transaminazy w cho- 
robach serca. [Experiments on serum transami- 
nase activity in heart diseases] p. 193-9. 


46614 SICINSKI A Niezupeiny, 
blok prawej odnogi u [Par 
tial right bundle branch block in athletes) p. 201- 


TUSZKIEWICZOWA M, WYSOKINSKI Z, 
value of the 
reaction in the differential diagnosis of joint dis- 

eases] p. 200-14, 


46616 NOWAK J, MAR- 
KIEWICZ M O patogenenie klinice 


46615 


wrzodéw tr 
[Pathogenesis and clinical ina of acute 

pa ulcers of the stomach and duodenum } 

p. 215-23. 

46617 DYKT onvertinaem ia constitu- 

Constitutional in 

blood convertin level] p. 225-38. 

46618 EDELMAN M, SZAFF J O wytrzeszczu 

— [Malignant exophthalmos] 


46619 J, ROSNOW- 
tetniaka tetnicy ghéw- 
nel z peknieciem do prawego oskrzela. [A case 


of aneurysm of the aorta with rupture into the right 
bronchus] p. 245-51. 


46620 KUBICKI S, ZATON-DITKOWSKA G 
Obustronna martwica kory nerek; uwagi 

klini na tle spostr pr: dk Bi- 

lateral necrosis of the renal cortex: ‘clinical as- 

pects in connection with an observed case} 

p. 253-64. 


ZGLICZYNSKI L, BOWKIEWICZ J Ra- 
di tgtnic h ze 


szczegélnym uwz, y. [Radio- 
diagnosis technic “applied 7 the peripheral arter- 
ies with special ref 
p. 265-75, 


Polskie arch. mod. wewn. 28(3) 1958 


oraz w cho: wrzodo- 
wej i ‘dwunastnicy. 1. 
some 
state of reactivity of peripheral vessels to adrenal- 
in and dionin in healthy persons and in neurotic pa- 
tients. I.] p. 297-312. 
DORYWALSKI T, FALDA Z Leczenie 
ostrych zatrué wywolfanych pochodnymi 
. [Treatment of acute bar- 
biturate poisoning) p. 313-27. 
45624 J, PAGOWSKA- -WAWRZYN- 
N tic dis- 
eases} p. 329-43. 


46625 FARDA Z Cigzxie 


4662! 


7 


yw 
acid in rh 


noradrenaliny). Teevere luminal and 
poisoning treated with picrotoxin and levophed 
p. 345-52. 

DYK Przypadek ostrego 
46626 


gor 
nikami mi owymi; éé rézni jaz 
-miesniowym ; dodatni wplyw 
leczenia prednisonem i nivaquing. [A case of 
acute sy ic lupus eryth with 
muscle atrophy; necessity of differentiation from 
dermatomyositis; positive effect of therapy with 
prednisone and nivaquine| p. 353-61. 
46627 DYK T Przypadek ostrego rumienio- 
watego tocznia ukYadowego; opornod¢ ne- 
fropatii toczniowej na skojarzone leczenie predni- 
sonem, nivaquing i nitrogranulogenem. [A case 
of acute systemic lupus eryth 
of the lupus nephropathy to combined treatment 
sone, nivaquine and nitrogranulogen} 
Pp. -75. 


46628 GIETKA J, OCZKOWSKI S, GRABOW- 

SKI T Zespdat Webera-Christiana (pan- 
niculitis nodularis febrilis recidivans nonsuppura- 
tiva, panniculitis recidivans). (Weber-Christian 
disease) p. 377-95. 


46630 UKAWSKA M Zmiany eniowe 


kostnego u spo: . [De- 
generative lesions of bones in athletes] p. 401- 
14, 
46631 MIEDZIANOWSKI A tzw. biar- 
ac’ . [The so-called leukemic 
lung} p. 415-21. 


GIBINSKI K Wysuszenie termiczne. 
46632 (Thermal drying) p. 423-31. 


PORTUGAL MEDICO 
(Pérto) 


Portugal méd. _42(4) Apr 58_ 


46633 VASCONCELLOS D Possibilidades do 
ico precoce do cancer gastrico. 

[Possibilities of early diagnosis of gastric cancer} 

p. 225-38. 

46634 ALMEIDA AGDE Colangiografia per- 

abdominal; 

nota prévia (exper 1). [P cho- 

langiography with intra-abdominal late, prelimi- 

nary note (experimental)] p. 239-43 

46635 TORRINHA JA Modificacdes esqu- 
eléticas pela cortisona. [Skeletal changes 

due to cortisone] p. 244-63. 


POSTEPY HIGIENY I MEDYCYNY 
DOSWIADCZALNEJ 
(Warszawa) 


Postgpy hig. med. dosw. 


46636 KOKOT F 0 tak zwanych ataraktykach. 
[The so-called ataractics] p. 3-20. 


£6637 NIEWIAROWSKEI S, LATAIZO Z O 
mechanizmie dziatania enzyméw. 
[Mechanism of action of enzymes] p. 21-31. 


12(1) 1958 


46638 KWAPINSKI J Znaczenie ukiadu strep- 

tohialuronidaza-antyhialuronidaza w gosé- 
cu. [Significance of the streptohyaluronidase - 
antihyaluronidase system in rheumatism] p. 33- 
47. 


46639 
teins} 


KWAPINSKI J, RAU B, BACZYNSKA K 
Biafko ostrej fazy. [C-reactive pro- 
p. 49-61. 


46640 STESLICKA W Aktualny stan badaf nad 
Present state of the 


studies on anthropogenesis p. 63-84. 

4664) METZGER M_ Badania nad anty- 
genowg pafeczek Shigella boydii. (Studies 

on antigenic structure of Shigella boydii| p. 85-7. 


46642 METZGER M, MULCZYK M Prdby réz- 
nicowania pateczek Flexnera za pomocg 
bakteriofagow. [Attempted differentiation of 
Flexner's bacillus with the aid of bacteriophages} 
p. 89-90. 


46643 BULUK K, JANUSZKO T 0O hamowaniu 
trombiny przez produkt proteolizy i 

nogenu, [Inhibition of thrombin by a product of 

fibrinogen proteolysis] p. 91-2. 

46644 LISOWSKI J, WIECZOREK Z, SKURSKI 

Wplyw zwigzk6éw tiolowych na fagocy- 
toze ~~} in vitro. [Effect of thiol compounds 
on bacterial phagocytosis in vitro] p. 93-4. 


46645 _—— M, SKURSKI A, WIECZOREK 

Hamowanie in vitro tagocytozy bakterti 
za wiruséw bakteryjnych. [Inhibition of 
phagocytosis in vitro with the aid of bacteriophages} 
p. 95-6. 


£6646 LESINSKI J, KONOPKA Z, ZAJAC W 
Woplyw kortyzonu na zjawiska odpornogci 
wkile, [Effect of cortisone on immunological 
phenomena in syphilis} p. 97-8, 


POSTGRADUATE MEDICAL 
JOURNAL 
(London) 


Postgrad. M. J., Lond. 34(391) May 58 


JAMES DG The early diagnosis of 


46647 sarcoidosis. p. 240-4. 


46648 DANBOLT N The historical aspects of 
sarcoidosis. p. 245-7; passim. 
THOMSON AD The pathology of sarcoid- 
osis. p. 248-53. 


46649 


SILTZBACH LE The aetiology of 
sarcoidosis. p. 254-6; passim. 
JEFFERSON M The nervous system in 
sarcoidosis. p. 259-61. 


46650 
4665) 


R-495 


pe 
No. 4 
46564 Gwunastnicy jako przyczyna obfitego krwo- 
. toku do przewodu pokarmowego. [Varicose veins | 
nowski, of the duodenum as a cause of abundant hemor- | 
sit 46629 HANICKI Z Daraprim w leczeniu czer- 
giczne | wienicy prawdziwej. therapy 
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46575 
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salts} p. 425-8. # 
_| 
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: 
leczeniu wstrzasu. [Application of noradrenal- 
in & neosynephrine in the treatment of shock] | ry 
p. 431-5. | 
jetle 
the 1CKA H Przypadek rozlegtego 
stwardnienia kogci w przebiegu niewydolnogci ne- 
ret, [Case of extensive sclerosis of the bones in 
the course of renal failure} p. 440-2. 
no- ZAGORA E, KRUS S_ Spostrzezenia do- 
atic $6580 tyczace przypadku torbieli gruczolu Krau- 
as- se'go. [Observations on a case of cyst of = 
Krause's gland] p. 442-4, 
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Vol. 34, No. 4 


46652 SNEDDON IB Beryllium disease. 
p. 262-7, 


46653 CITRON KM intrath 
p. 268 


46654 MITCHELL-HEGGS GB, FEIWEL M 
Cutaneous sarcoidosis. p. 274-80. 


Postgrad. M. J., Lond. 34(392) June 58 


GARROD O The pharmacology of corti- 
46655 sone, cortisol (hydrocortisone) and their 
new analogues. p. 300-4; passim. 


6 Cortisone and its analogues 
ndocrinology. p. 305-9. 


46657 FLETCHER CM The use of corticoste- 
roids in the treatment of asthma and re- 
lated conditions. p. 310-4; passim. 


466598 SAVAGE O Cortisone and its analogues 
in the of the rh ic diseases. 


p. 316-21, 


bape FD Cortisone and its analogues 
in treatment of the pararheumatic dis- 
p. 322-4; passim. 


46659 
orders. 


GA _ Cortisone and its analogues 


— syndrome. p. 325-8. 


TRUELOVE SC Cortisone and its 


4666! 


gues in 
p. 329-31; passim. 


Cortisone and its analogues 
in dermatology. p. 335-9. 


LEWIS SM Cortisone and its analogues 
in haematology. p. 340-6. 


46662 


46663 


POSTGRADUATE MEDICINE 
(Minneapolis) 


Postgrad. M. 23(5) May 58 


REINHARDT J M Divergent sexuality 
and criminal behavior. p. A-36; passim. 


IANNONE A, BAKER AB Cerebrovas- 
cular disease in general practice. 
p. 460-5. 


WANGENSTEEN OH A critique of oper- 
ations for peptic ulcer. p. 466-83. 
46667 SCHIELE BC, BENSON W Tranquil- 
izing and related drugs; a guide for the 
general physician. p. 484-92. 
PAULSON EC, MOSSER DG byw" 
466) 
of 493-8. 
ARMSTRONG WD The idak basis 
of radiation damage. p. 499-507. 


MICHELSON HE Sarcoidosis. p. 508- 
il. 


46664 


46665 


£6666 


46669 
46670 


46671 HO Discography. p. 512- 


MOE JH Fund: is of the liosi 

problem for the general practitioner. 

p. 518-32, 

£6673 pag F J, KUBICEK WG, DANZ 
JN, OLSON ME Studies of cardiac out- 

put during the ~arly phase of rehabilitation. 

p. 533-44, 


46674 


46672 


VISSCHER MB Shock; with particular 
reference to endotoxin shock. p. 545-9. 


ZINNEMAN Dysproteinemia. 
p. 550-60. 


46676 LILLEHEI C W, DEWALL RA Design 

and clinical application of the Helix res- 
ervoir pump-oxygenator system for extracorporeal 
circulation. p. 561-73. 


4667S 


POUMON ET LE COEUR 
(Paris) 


Poumon & coeur 1 Mar 58 
46677 BRUN J —— au Professeur Du- 
fourt. p. 
46678 OLLAGNIER see au Professeur 
Dufourt. p. 245-7. 
46679 J Résultats obtenus avec 
I'hormone somatotrope dans le traitement 
de la tuberculose pulmonaire cavitaire. [Results 
with opic hormone in the treat- 
ment of cavitary pul y } p. 249- 


46680 VIALLIER J Les tuberculoses & bacilles 
résistants aux antibiotiques; incidences 

médico-chirurgicales. [Tuberculosis due to anti- 

biotic-resistant bacilli; d: gical aspects) 

p. 255-77. 

2666, LIARAS la chirur- 
gie du kyste hydatique du poumon. 
[Restatement on surgery of hydatid othe lun] 

Pp. 


46682 pees G, PETITHOMME H Les tu- 
uloses initiales sévéres de l'enfance 
et 


et de l'adol 
thérapeutiques actuels. [Severe pri primary tuber- 
culosis of children & adolescents; present 
tic & therapeutic problems] p. 289-312. 


POZNANSKIE TOWARZYSTWO 
PRZYJACIOL NAUK. 
WYDZIAL LEKARSKI. 

PRACE KOMISJI MEDYCYNY 

DOSWIADCZALNEJ (D. LEKARSKIEJ) 


Poznaii. tow. przyjaciGy nauk, wydz. lek. 
14(3)_1958_ 


46683 KIERSZ J Wplyw wylqczania receptoréw 
naczyniowych na przebieg ws! dos- 

wiadezalnych. [Effect of exclusion of vascular 

receptors on the course of experimental shock] 

p. 1-55. 


ZYNSKA-RUSZKOWSKA J, WOJ- 
466607 re J Metoda pomiaru przewod- 
[A method 


nictwa elektrycznego tkanek in vivo. 
for the it of the el 
of tissues in vivo] p. 5-20. 


ROGUSKI J, CHADZYNSKA-RUSZKOW- 
SKA J Wartoé¢ omnaczania wody poza- 


m 

cellular fluid in the tissues by the conductometric 
method] p. 23-42. 
46686 ROGUSKI J Rola krwinek czerwonych w 

wodnej ustroju. [Role of the 
erythrocytes in the water metabolism of the or- 
ganism] p. 45-75. 


PRACTITIONER 
(London) 


Practitioner, Lond. 180(1079) May 58 
46687 DOWLING GB _ Bullous eruptions of the 
skin. p. 523-32. 


46683 
46669 


MACKENNA RM Rosacea. p. 533-42, 
PETERKIN GAG The diagnosis and 
treatment of tinea pedis. p. 543-52. 


RUSSELL B_ Tuberculosis of the skin. 
p. 553-63. 


MITCHELL-HEGGS GB Antibiotics in 
dermatology. p. 564-72. 


BAER R L, Vitamins and 
the skin. ’p. 573-9. 


WHEATLEY VR Some clinical aspects 
of research on sebum and the sebaceous 
p. 580-5, 


MILL WA Presenting symptoms and 


46690 


46691 


46692 


46693 


OCETTLI T Acclimatization difficulties 
in the Upper Engadine. p. 590-95. 


46695 STEWART H, ‘MASON AA, WATTS CA 
on hy in general prac- 


tice. p. 597-600. 

46697 SMITH IM _ Personal impressions of 
American medicine. I. p. 601-8; contd. 

46698 MOSER M Current therapeutics. 125. 
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4694) MEDOVYI I L, CHERNIKOVA ZS 
Znachenie issledovanii funktsional'nogo 
tsentral' noi nervnoi sistemy mi metodom 
trii v klinike 
[Importance af study of the functional state of the 
central nervous system by motor chronaximetry in 
tuberculosis] p. 30-3. 
46942 KUTANOVA TN Gazovyi sostav krovi 
pri razlichnykh formakh tuberkuleza 
legkikh. [Gaseous state of the blood in various 
forms of p y tub 1 ] p. 33-7. 
46943 PLAVNIK MS, KOSMAN GP Kandida- 
mikoz i tuberkulez legkikh. [Candida 
mycosis and pulmonary tuberculosis] p. 37-42. 
46944 MIKHLIN PL K voprosu o kandidami- 


culosis) p. 42-5. 


46945 ‘SHOPOV V Nekotorye osobennosti sili- 
koza i v Bolgarii. 

[Some features of ib i 

in Bulgaria] p. 46-9. 

46946 PINKHASIK MI O patogeneze kostno- 
Sustavnogo tuberkuleza u detei rannego 


P tuber - 
culosis in young children] p. 49-55. 


46947 PIRUSSKAIA VV Klinika tuberkuleznogo 
spondilita u vzroslykh. [Clinical picture 
of tuberculous spondylitis in adults] p. 56-67. 


46949 RADKEVICH R A, MAKAREVICH NM 
Izmenenie antitoksicheskoi i eintetiche- 
skoi funktsii pecheni u bol'nykh kostno-sustavnym 
tuberkulezom detei. [Change of antitoxic and 
synthetic function of the liver in osteoarticular 
tuberculosis in children] p. 67-73. 


46949 KOVALIV BM Funktsiia pochek pri 
antibakterial'noi terapii legochnogo tu- 

berkuleza. [Kidney function in antibacterial ther- 

apy of pulmonary tuberculosis] p. 73-8. 

46950 POLESHCHUK AK K voprosu o techenii 
i lechenii pervichnogo tuberkuleza u 


4695; KHUDUSHINA TA Vydelenie tuberkulez- 
riis molokom. 


mikobakte grudnym 
[Isolation of mycobacteria from human milk] 
p. 82-6. 


46952 SKARDS AIA Gomogenizatsiia mokroty 
bol'nogo tuberkul ul 
[Homogenization of sputum in tuberculosis by 
ultrasound] p. 87-9. 


46953 GOL'SHTEIN NI Vspyshka spetsifiche- 


legochnykh ochagakh. [Outb: 

flammation in post-primary pulmonary foci] 

p. 92-100. 

46954 AMIANTOVA MA, APANOVA A M, 
ARTEM'EVA ZS O kontsentratsii 

streptomitsina v krovi pri lechenii im bol'nogo 

tuberkulezom. [Concentration of streptomyc: 

the blood in tuberculosis therapy] p. 101-5. 


46955 GEL'BERG SI, FINKEL' EA, 
GEL'BERG Poluchenie 

kul'tur BTSZH virulentnykh 
mikobakterii s p ihch' iu khimio- 
terapevticheskikh preparatov. [Obtaining labeled 
cultures of BCG and virulent mycobacteria with the 
aid of antibiotics and chemotherapeutic agents} 

p. 105-8. 

46956 VOZNESENSKII AN Udalenie khirurgi- 

shelka iz bronkha posle rezek- 

tsii legkikh u bol'nykh tube rk 

of surgical silk from the bronchus after lung re- 
section in tuberculosis] p. 109-11. 


46957 GG _ Pervichnaia khondro- 
ma legkogo. [Primary chondroma of the 
lung) p. 111-3. 


469568 GIRSHFEL'D R V, ZAKIN MM, LIAKHO- 
VETSKAIA DD Zabolevanie pa: 


is with p y 
46959 FILIPP VASIL'EVICH SHEBANOV, k 60- 
letil iu 80 ania pozhdentia i 35-letiiu nauch- 
i deiatel'- 
[Filipp Vasil'evich on his 60th 
birthday and the 35th 
pedagogic and public activity] 119-20. 


Probl. tuberk., Moskva 36) 1958 
=6960 TATARSKI NV _ 0 trudovoi deiatel'nosti 
i trudoustroistve bol'nykh tuberkulezom, 
ork ability and 


capacity in tuberculosis 
p. 3-5. 


46961 DAMSKER SI Opyt trudovogo ustroi- 
be rkuleznykh lid Work 

capacity of tuberculous invalids) p. 5-9. 

46962 Organizatsiia bor'by 


tuberkulezom v Pol'she. 


46963 RASKA K Tuberkulez kak prof 

noe sabolevanie meditsinskikh rabotnikov. 
[Tuberculosis as a professional disease in medical 
personnel] p. 15-21. 


46964 GRINSHPUNT = M Opyt dlitel'nogo anti- 
bakterial'nogo lecheniia bol'nykh svezhimi 


46965 MATIUSHINA ZV Primenenie adreno- 
dlia 


pobochnogo deistviia antibakterial'nykh preparatov 
pri tuberkuleze. [Use of adrenal cortex hormone 
for elimination of secondary action of antibacterial 
preparations in tuberculosis] p. 28-33. 


46966 KHARCHEVA KA Okratkovremennom 


cal practice] p. a. 

pew and 

46963 VASIL'EV NA Izmeneniia v bronkhial'- 


after op 
pneumolysis] p. 43-51. 
46970 IANCHEVSKAIA AA Funktsional'noe 
sostoiani 


SR Lechenie bol'nykh tu- 
ezom, stradaiushchikh gireptoniei. 
[Treatment of of tuberculosis with hypertension] 
P. 64 
46972 ADAMOV NT Vonutrikostnye perelivaniia 
krovi pri legochnom tuberkuleze i ikh ef- 
bi 


fektivnost’ . ood transfusion in 
ub and its eff ] 
p. 64-7. 
46973 SORKIN AZ Ochastote tuberkuleznogo 
trokhanterita. [Incidence of tuberculous 


trochanteritis] p. 67-70. 
46974 PERSHIN GN, MAKEEVA 00, IAKO- 
VLEVA 


leze (obshchii tuberkulez i tuberkuleznyi menin- 
git). [Chemotherapeutic properties of methazid 
in experimental tuberculosis (generalized tuber- 
culosis and tuberculous meningitis)] p. 71-9. 
46975 ZAPRUDSKAIA DS XK deistviiu anti- 

tuberkuleznykh sredstv. [Action of anti- 
tions} p. 80-6. 


prep 


“£6976 TERLETSKID VM Morfologicheskie iz- 
meneniia tuberkul mikobakterii v 
protsesse lecheriia bol'nykh tuberkulezom legkikh 
antibakterial'nymi preparatami v sochetanii s kol- 
lapsoterapiei. (Morphological changes of Myco- 
bacteria tuberculosis during treatment of pulmo- 
nary i with b ial preparations 
in combination with collapse therapy] p. 86-90. 
“46977 A A Biologicheskie oso- 


nykh — [Biological properties of phthiv- 
azid resistant tuberculosis strains] p. 91-6. 


46978 OLEKHNOVICH LI Chastota A morfo- 
pri 
tuberkuleze, lechennom antibakterial’ nymi —_ 
of my 


ratami. 
of amyloidosis in tuberculosis treated with -_ 
bacterial preparations} p. 96-101. 
46979 KUSEVITSKI 1A, GOLUBEV NA K 
voprosu 0 patogeneze i techenii tuberku- 
leznogo ab pri kostno tuberku- 
leze. [Pathogenesis and course of tuberculous 
abscess in osteoarticular tuberculosis} p. 102-8. 
469¢0 MYSKIN VS Lechenie tuberkuleza kozhi 
dozami ftivazida. [Treatment of 
cutaneous tuberculosis with small doses of phthiv- 
azid] p. 109-12. 


46981 
al'no- 
fatty pedicle flap] p. 112-3. 

46982 KRASNIANSKI M Sluchai ostanovki 


of pulmonary 
thorax] p. 113-4. 


46964 LOZINSKI LIA, BOGDANOVA NT 

Sluchai toksiko-allergicheskogo nevrita 
eritel'nogo nerva pri lechenii streptomitsinom. 
[Toxic allergic neuritis of the optic nerve during 
streptomycin therapy] p. 115-6. 


46985 MORAR' 8S 
nochi v zabolevaemosti 
kulezom. role of 


[The 
tuberculosis] p. 117-8. 


46986 DONSKAIA E P, KARATAEVA E A, BY- 
DILINA IU D, GOROKHOVA VI, DRITS 
ozhdeniia 


46968 FANG-YUNG ND Lechenie bol'nykh 
kostno-sustavnym tuberkulezom v ambu- 

lator kh. [Treatment of 

tuberculosis in dispensaries | 

Pp. - 


46989 TODOROV S, STEFANOV S © vitianii 


kuleza leghikh u varoslykh. 
work conditions on the d mt of pul y 
tuberculosis in adults} p. 9-12. 


46990 AROPIAM 1M tuberte- 


1956- 1957 gg. 
rate of tubsreuioate infection in adults of the 
itepanavan District of the Armenian SSR in 1956- 
1957] p. 12-4. 


46991 ISAKOVICH S P Izmeneniia v zabolevae- 
mosti intratorakal'nym tuberkulezom u 
detei i podrostkov za period c 1948 po 1954 g. 


from 1948 till 1954) p. 15-21. 
46992 BEDNAIA G Techenie iskhody in- 
ykh form hnogo tuberkuleza 
u detei. " [The course and outcome of infiltrative 
forms of pulmonary tuberculosis in children} 
p. 21-5. 
46993 DOLETSKI SIA Differentsial'naia 
jtika diafragmal'noi gryzhi i tuber- 
kuleza legkikh u detei. rential diagnosis of 
diaphragmatic hernia in pulmonary tuberculosis in 
children} p. 25-9. 
«6994 TURKINA Al Khimioteraplia detei, 
bol'nykh tuberkuleznym mezadenitom i 
peritonitom. [Chemotherapy of tuberculous mes- 
adenitis and peritonitis in children] p. 29-34. 


46995 STEPANIAN ES Dykhatel’naia funktsiia 
u bol'nykh tuberkulezom mesenterial'nykh 


specific changes in the lungs} p. 34-40. 


46996 GOROKHOVA EM Dvustroronniaia kom-- 
kollapsoterapiia bol'nykh 
tuberkulezom legkikh. (Bilateral combined col- 
lapse therapy in pulmonary tuberculosis} p. 40-4. 
46997 LI Rentgenologicheskaia kar- 


nogo pnevmotoraksa. 
[Roentgeno picture of pneumotho- 
rax} p. 44-9. 


46998 KOLESHKO LE Izmenentia bronkhov u 
lits s y iskus - 
stvennym pnevmotoraksom. [Bronchial 
after completed eff artificial p 


46999 SHESTERINA MV Lechenie intratra- 
kheobronkhialnym vvedeniem antibiotikov 
bol'nykh tuberkulezom bronkhov i legkikh. 

{T of y and bronchial tuberculo- 
sis by intratracheo-bronchial infusion of antibiot- 
ics) p. 55-61. 

47000 SHLAPAK P T Ob amiloidoze pri ine 


i vidami kollapso- 
y tuberculosis 
and various 


waned with 

forms of collapse Gustedt p. 62-6. 
47001 LIPKINA EA Sravnitel'noe techenie i 
iskhody tuberkuleznykh gonitov v uslo- 
viiakh Dal'nego Severa. [Comparative course 

and outcome of tuberculous gonitis in Far North] 

p. 66-72. 
47002 PRIBOIANU M, POPESCU E, MUNTIANU 

E, SPRINCHANE M Khirurgicheskoe 

lechenie tuberkuleznykh spondilitov. [Surgical 
treatment of tuberculous spondylitis} p. 72-8. 
47003 po A Kompleksnoe 
berkulezom. [Complex treatment of osteoarticu- 
lar tuberculosis in adults} p. 78-82. 


47004 STANISLAVLEVA EN K voprosuo . 


skikh sdvigov pri kostno-sustavnom tuberkuleze. 
[Diagnostic significance of biochemical changes in 
osteoarticular tuberculosis} p. 83-7. 
47005 ONOPCHENKO NV Morfologicheskie 
ene pri tuberkuleze kishechnika, 
lech itsi i khimiopreparatami. 
[Mor phological ‘changes in intestinal tuberculosis 
treated with streptomycin and chemical prepara- 


of 1 pas ily 
empyema] p. 114-5. 


tions} p. 88-95. 


4 gctoder 1958 
bna ia 
SVIRINA ZL K voprosu o diagnosti- 
46919 cheskom znachenii reaktsii Paulia-Bun- | 
valle. significance of Paul-Bunnell 
p. 24-7. 
F R, GINZBURG : 
| | 
} 
SORINER VB Novy! sintetich 
4692! xOoZINER VB Novyi sinteticheskii 
rovezamenitel' iz preparata tselliulozy. [New formami destruktivnogo tuberkuleza legkikh. | { 35-letiiu vrachebnoi deiatel'nosti. [M. A. Vol- 
trom prepa- period intoksikatsii posle ee [Results of prolonged antibacterial treatment of kova on her 60th birthday and the 35th anniversary 
ration] p. 35-7. aniatiia, {Dynamics of vascular reflenes ia pul- — oa of destructive pulmonary tuberculosis] of medical service] p. 124. | 
46922 DANILOVA LA, GASANOV SG Mate- thin a 
dovaniiu deistviia poligliukina v usloviiakh ekspe- 
rimenta. [Data on patho-anatomical investiga- “6987 KHERSONSKAIA RS Opyt aktivnogo ‘ 
tions on the effect of polyglucin in experimental vyiavientia bol'nykh kostnym tuberkule- 
conditions] p. 38-43. zom na sele. [Detection of bone tuberculosis in a 
9 KUDRITSKAIA T E, SHURYGIN D IA | villages} p. 3-6. , 
46929" vilianie aminopeptida of eames 
shivotnykh posle krovopoteri. [Effect of amino- pnevmotorakse pri lechenii bol'nykh le- F 
peptide —— of animals following blood gochnym tuberkulezom. [Short-term pneumo- 
loss] p. 44-7. thorax in the treatment of pulmonary tuberculosis] 
p. 33-7. 
pnevmoperitoneuma i metodika ego vede- nekotorykh uslovii truda na razvitie tuber- E 
kozakh pri tuberkuleze legkikh. [The 
problem of Candida mycoses in pulmonary tuber- ; 
ii zh ka aka y ka - 
| nom dereve u bol'nykh tuberkulezom leg- 
} kikh posle torakoplastiki ekstraplevral' nogo 
| evmoliza. Bronchial changes in pulm - 
| 
[Changes in the morbidity of intrathoracic tuber- 
| y culosis in children and adolescents for the period 
pri razlichnykh fazakh pervichnogo tuberkuleza u : 
tem in various phases of primary tuberculosis in 
| 
| 
| 
iunoshei vzroslykh. [Course and treatment of 
primary tuberculosis in adolescents and adults] 
svoistva metazida pri ekspe tuberku- limfaticheskikh uzlov bez aktivnykh spetsifiche- 
koi skikh izmenenii v legkikh. [Respiratory function 
dia- in tuberculosis of mesentery lymph nodes without 
ogi - 
pl- icheskikh leikozov; rentgenovy luchi, radioaktivnyi | 
| 
of skogo vospaleniia v poslepervichnykh | ; 
| 
123- 
in | p. 4 
| 
| F 
CHAPLYGINA ZA } | 
Prigotovienie i izuchenie rast ktina v ek- | 
| 
| 
4 p. 49-53. 
| | 
a- 
zheniia iskusstvennogo pnevmotoraksa. [Control 
by artificial pneumo- 
'- 
46963 FEDOROVA NN Otdalennyi rezul'tat 
j dvustoronnego pnevmoliza posle dvusto- 
ronnei zakonchennoi empiemy. [Remote results , 
treated with thoracoplasty] fl after bilateral resolved 
R-499 


47006-47114 
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47006 . NM, RASKINA E Z 0 teche- 
nii eksperimental'nogo tuberkuleza u 
belykh myshei pri podkozhnom zarazhenii. 
[Course of experimental tuberculosis in white mice 
after subcutaneous infection] p. 95-102. 


47007 KONDAKSAZOV NA Obdturatsionnyi ate- 
lektaz kak rezul'tat tuberkuleznogo pora- 
as 

f of the b ] 


o lechenii spon- 
. [Treatment of 
105. 


47009 SALEEV AA Otuberkuleze grudnoi 
zhelezy. [Tuberculosis of the breast) 
p. 106-8, 


47010 SKIPTACH VA, POPIASHVILI VA Slu- 

chai operativnogo vmeshatel'stva pri si- 
liko-tuberkuleze. [Surgical intervention in silico- 
tuberculosis] p. 108-9. 


47011 NATAL'IA KONSTANTINOVA BELIAEVA: 
k 70-letiiu so dnia rozhdeniia i 45-letiiu 

nauchnoi i pedagogicheskoi deiatel'no- 

ia 70th | birth 


‘6. 


Probl. tuberk., Moskva 36(3) 1958 
47012 GUL'DINA El, NEZLIN SE Dinamika 

batsillovydeleniia u bol'nykh tuberkulezom 
za 1954-1957 gg. [Dynamics of spread of bacilli 
in tuberculosis from 1954-1957] p. 3-7. 


47013 FEDOROV PP Snizhenie zabolevaemosti 
tuberkuleznym meningitom v sviazi s pro- 
deni ykh privivok po Volyn- 
skoi oblasti. (Decrease of meningeal tuberculosis 
as a result of antituberculosis vaccination in the 
Volyn region} p. 8-9. 


47014 PLATONOV GE _ K voprosu o spetsifi- 
cheskoi reaktivnosti nervnoi sistemy pri 

tuberkuleze. [The problem of specific reactivity 

of the nervous system in tuberculosis] p. 10-6. 


4701S PLOTITSYNA TG, LITOVCHENKO OV, 
PERESYPKINA MI Sostoianie nervnoi 
sistemy u bol'nykh razlichnymi formami tuberku- 
leza kozhi. (Status of the nervous system in vari- 
ous forms of cutaneous tuberculosis] p. 16-23. 


“7016 LABUNSKAIA OI Funktsional'noe sos- 
toianie pecheni u bol'nykh tuberkulezom 
kombinirovannoi antibakterial'noi terapii. 
Functional state of the liver in tuberculosis during 
combined antibacterial therapy] p. 23-7. 


47017 ROZANOVA MD Obnaruzhenie tuber- 
kuleznykh mikobakterii v promyvnykh vo- 
dakh zheludka pri tuberkuleze bez iasnoi lokali- 
zatsii protsessa u vzroslykh. [Demonstration of 
Mycobacterium tuberculosis in gastric lavage in 
tuberculosis without clearly localized process in 
adults} p. 28-32. 


4701@ KULACHKOVSKI IU V_ Techenie tuber- 
kuleza legkikh posle preryvaniia beremen- 

nosti. [Course of pulmonary tuberculosis after 

interruption of pregnancy] p. 33-6. 

47019 KOROVINA IUP K differentsial'noi 
diagnostike sarkoidoza Beka. ([Differ- 

ential diagnosis of Boeck's sarcoidosis] p. 36-43. 


47020 MARTYNIUK KD lechenie 
bol'nykh ki 


v mezhraionnoi bol'nitse. (Surgical treatment of 
osteoarticular tuberculosis in an interregional 
hospital] p. 44-6. 


4702| PIKULEVA IU V Distroficheskie izmene- 
niia v tkaniakh pri tuberkuleznykh koksi- 

takh u detei. [Dystrophic changes in the tissues 

in tuberculous coxitis in children] p. 47-53. 


47022 ABRAMSON ES Saliuzid v terapii tu- 

berkuleznogo meningita u detei. (Saluzid 
in the treatment of meningeal tuberculosis in chil- 
dren} p. 53-7. 


47023 CHERVOV AA Ob izmeneniiakh tsitoza 

i belka spinnomozgovoi zhidkosti pri su- 
barakhnoidal'nom vvedenii streptomitsina. 
{Changes of cytosis and protein in the spinal fluid 
caused by subarachnoidal administration of strep- 
tomycin] p. 57-61. 


47024 KARACHUNSKII MA Lechenie tuber- 

kuleza perifericheskikh limfaticheskikh 
uzlov v dispansernykh usloviiakh. [Treatment of 
peripheral lymph node tuberculosis in dispensary 
conditions} p. 61-5. 


47025 TATARINOVA NV _ Funktsional’noe so- 
stoianie shchitovidnoi zhelezy pri ekspe- 
rimental'nom tuberkuleze krolikov, opredeliaemoe 
metodom radioindikatsii. [Functional state of the 
thyroid gland in experimental tuberculosis in rab- 
bits, determined by radioindication] p. 66-71. 


47026 tar eg LI, BELYKH R A, SHAKH- 

AZAROVA NG Viiianie ftivazida i gi- 
drazida seatasinnnees kisloty na rost belykh krys 
pri otsutsvii v pishchevom ratsione vitamina B 6. 
[Effect of pht' and isonicotinic acid hydra- 
zide on growth of white rats in absence of vita- 
min B6 from the food ration] p. 72-7. 


47027 IAKOVLEVA A I, SHAKHNAZAROVA NG 
Soderzhanie vitamina C u morskikh svinok 
rnom vvedenii ftivazida; gistokhimicheskoe 

[Vitamin C content in guinea pigs 
vasid administration; histo- 


repeated phthi 
chemical study] p. 78-83. 


SMOLIANSKAIA A Z_Ispytanie ustoichi- 

vosti tuberkuleznykh mikobakterii k khi- 

preparatam. [Examination 

of the resistance of Mycobacterium tuberculosis to 
hemotherapeutic preparations) p. 84-8. 

47029 FINKEL' EA Otdalennaia revaktsinatsiia 


47028 


effectiveness] p. 88-91. 


47030 SHERMAN ASH K differentsial'noi 
mezhdu sarkoidozom i tuber- 
kulezom. [Differential diagnosis of sarcoidosis 
from tuberculosis} p. 92-3. 
4703) LOGVINENKO PI, MDIVANI ZM Opyt 
primeneniia tsitrata natriia dlia 
prezhdeniia obrazovaniia sgustkov krovi v etstrap- 
levral'not polosti. [Result of the use of sodium 
citrate for prevention of blood clot formation in the 
extrapleural cavity] p. 94-5. 
47032 ITMAN MR Ekstraplevral'nyi pnev- 
Li 


Extrapleural pneumolysis 
in lung hemorrhages in reulosis}] p. 95-6. 


47033 SHUTSKAIA EI Sluchai neukrotimoi 
nogo tuberkulezom legkikh s 
ksa so spai- 
[Prolonged vomiting { in pulmonary tuber- 
me with artificial pneumothorax with adhesions] 
p. 96-7. 


47034 KALININ AP K voprosu o genital'nom 

tuberkuleze i tuberkuleze briushiny. 
[Genital tuberculosis and tuberculosis of the peri- 
toneum} p. 98-100. 


47035 FEDORUK F F, RAPOPORT LI Sluchai 
appenditsita u bol'nogo tuberku- 
lezom po: ka abstsessom v 
pravoi ‘podvzdoshnoi oblast. [Case of acute ap- 
pendicitis in tuberculosis of the spine with gravity 
abscess in the right iliac region] p. 101. 


47036 KAMINSKAIA AA  Bibliograficheskii 
obzor otechestvennoi periodicheskoi 
literatury po tuberkulezu za 1956-1957 gg. [Bib- 
review of Russian periodical literature 
for tuberculosis, 1956-1957] p. 102-11. 


47037 PAMIATI Konstantina Evgen'evicha Po- 
kotilova, joriam 


mem 
Evgen'vich Pokotilov] p. 118-9. 


PROCEEDINGS OF THE NORTH 
CENTRAL SECTION OF THE AMERICAN 
UROLOGICAL ASSOCIATION 


(Minneapolis) 


47036 BAKER WJ, GRAF EC Equivocal se- 
rous cysts of the kidney. p. 1-8. 


RH Retro-pubic vesico-ure- 
thral suspension. p. 9-16. 


eee IM, JACKSON IJ The role 


1957 


47039 


47055 STUEBER PJ Jr, KOVACKS s, 
SKY 8, PERSKY L 
mia in acute renal ischemia. p. 58-63. 


47056 MYINT M K, RATTNER 
, KLAUS 'R, SHALLOW J The lym- 

47057 TAYLOR JN, GENTERS K Renal an- 

giomyolip and tub clerosi 
p. 69-75. 
BOHNE AW, ACKLES RC, 
KL Needle biopsy of 


47088 
kidney. 
47059 


p. 76-8, 


CULP DA, FLOCKS RH, PORTO JR 
Retropubic biopsy of the prostate. p. 79- 
81. 

GREENE LF interstitial cystitis: diag- 
nosis and differential diagnosis. p. 82-7 


RIBA LW The role of the lymphatics in 
interstitial cystitis (Hunner's ulcer). 
p. 88-103. 


SOKOL JK T of stitial 
cystitis with clorpactin. p. 104-6. 


47060 


47061 


47062 


47063 MILNER WA, GARLOCK WB Selective 
sacral neurectomy in interstitial cystitis. 
p. 107-12. 

WELLER CG Symposium on interstitial 
cystitis. p. 113-5. 


PERSKY L, LEVEY S, ABBOTT WE 


47064 


47065 
Metabolic ing 
of urine from colon to ileal loop. p. 116-21. 


47066 TAYLOR WN Diverticulum of the fe- 
male urethra; an analysis of 64 cases. 
p. 122-9, 


GARRETT R A, YURDIN D Urologic 
complications of imperforate anus. 
p. 130-4, 


ROSENTHAL I, KIEFER 
pheochromocytoma 


47067 


47068 
year old 
47069 MULVANEY WP Periureteritis obliter- 
ans; a retroperitoneal inflammatory dis- 

p. 139-43. 


GT, KLATTE PB Neo- 
p. 144- 


Bilateral in a 12 
p. 135-8. 


ease. 
47070 


6. 
ae RD The rationale and cur- 


er apny 


47071 


47072 WAKIM KG Essentials of renal physiol- 
ogy: eo basis for anuria and pro- 
teinuria. p. 151-63 


47073 McDONALD JH, CALAMS JA A his- 
cal study of extra-parenchymal Ley- 
dig-like cells. p. 164-9. 


47074 GOODHOPE CD Cancer of the prostate; 
further observations with estradurin (pol- 
di . p. 170-1. 


470 
— of spinal cord traction in the 
dysfunction of spina bifida. p. 17-9. 


HODGSON NB, WOOD JA Studies of 
ye in 


47041 
paraplegics. p. 20-2. 


47042 LAPIDES J, HODGSON NB, BOYD RE, 
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47452 STAFFC A x-ray p ing 
machines; a review of present-day equip- 
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47453 OWEN DF Radiography in the operating 
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BORRIE JF Radiation-protection of the 
patient. p. 183-4. 


47456 


RADIOLOGIA CLINICA 
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Radiol. clin., Basel 27(3) May 58 


47457 HALBEIS K, MARCUS GH _ Uber Ve- 
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in roentgenogram, with remarks on m 
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47464 WOLF HG Beitrage zur Diagnose und 
Atiologie des spontanen Pneumoperitone- 

ums beim Neugeborenen. [Diagnosis and etiology 
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47465 SLANINA J The value of hydrogen 
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(New possibilities of x-ray diagnosis of thyroid 
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phy] p. 200-6, 
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47468 GAEBEL E, TESCHENDORF W fiber 
die Réntgenuntersuchung der Cholezystitis. 
[Roentgen study of cholecystitis] p. 227-34. 
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47470 PIRK F, J, KALENDA R 
Atyp’ 
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(Moore). [Caput natiforme (Babaiantz) and hyper- 

tosis fronto-parietalis (Moore)] p. 249-54. 


RADIOLOGIA MEDICA 
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Radiol. med., Tor. 44(4) Apr 58 
47472 OLIVA L_ Il metodo di Vallebona per il 
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tigrammi. [Vallebona method for photographic 
of dimensions of stratigrams] 


47473 Una seconda variet& di ipero- 
osi frontale interna. [A second 
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47474 py se G, VIDAL B Sulla visualizzazio- 
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bronchial. [Bronchographic visualization of bron- 
chial mucosal glands} p. 317-26, 


47475 SOSSAI M Sulla diagnosi radiologia in 
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7-80. 
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Important aspects in the roentgen study of 
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47481 RK Anetio 8 of 
k pain. p. 649-53. 


47482 SIMRIL WA Consideration of pre-ex- 
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preliminary report. p. 732-5. 
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on the pathogenesis of tumors] p. 5-20. 
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mia. [Notes on the bones found in the ex. 


47528 TERGOLINA U, GISLANZONI, BRASCO 
Ancora sul petrolio di Montegibbio Spe- 
cialita medicinale. [Further notes on the crude 
ng Montegibbio, a medicinal specialty] p. 29- 
47529 CASOTTI L Frammenti di stomatologia 
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47534 
p. 81-3. 


47535 GRIFONI V, CONFALONIERI C Leuco- 
penie e logich p. 85- 
9. 


7 OPERATORI e operandi. [ 
oue patients operated on] p. 91-2. 


Mar 58 


Rass. clin. sc. 34(4) Apr 58 
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réntgen respirazione cellulare di 
embrioni di pollo in presenza di aminoacidi. [Ef- 
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propionato, [The anabolizing action of 19-nor- 

testosterone propionate] p. 1-7. 

47522 DIMAGGIO G, CIACERI G L'azione 
inibente della q sull' ip. i 

adrenalinica. [The inhibiting effec t of q 

on adrenalin hyperglycemia] p. 


cirrhosis. I. Anatomical and physiological as- 
pects of the liver] p. 97-106. 
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concentrazione degli elettroliti nel secreto gastrico 
da adrenalina. (Research on the electrolyte com- 
position of human gastric — XII. Influence of 
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plasmocitoma;differenze fra i risultati dei 
metodi di analisi delle proteine. [Blood protein 
disorders in plasmacytoma; differences in the 
results of different methods of protein analysis] 
p. 260-80. 
47555 GRIGNANI F, BRUNETTI P, ARESU G 
Influenza delle sulfaniluree sulle modifi- 
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taneous regression of auricular fibrillation after 
Pericardiectomy] p. 352-6. 


RASSEGNA GIULIANA DI MEDICINA 
(Trieste) 


Rass. giuliana med., Trieste 13(10) Oct 57 


47559 PRELOG M, STRUKELJ L Tre casi di 
resezione epatica; note anatomo-chirur- 


giche. [Three cases of hepatic resection; anatomi- 


Co-surgical note] p. 167-75. 
47360 ROCCO L, DI GIACOMO BE 


prov 
Tiguardanti gli immaturi nati nel 1957 nella pro- 
~~ seed 4i Trieste. [Statistical notes and medical 
in 


Notizie 


infants 
1957 in the province of Trieste] p. 176-80. 


47561 RISOLO A, VALDI F Su di un caso di 
blocco atrio ventricoloare totale instabile 
con blocco di branca destro, in corso di settico- 
piemia da stafilococco aureo. [A case of in- 
Constant atrioventricular block with right branch 


block during septicopyemia caused by Micrococcus 


pyogenes aureus} p. 181-7. 


47562 TUVO F, DESTRADIC Radicolite uni- 
laterale lombare in corso di porpora. 
[Unilateral lombare in corso di porpora] p. 188-9. 


Rass. guiliana med., Trieste 


13(11-12) Nov-Dec 57 


47563 valas E Su di un caso di mielosi aplas- 
tica (mielite fibrosa evolvente verso la 
mielosclerosi con insufficienza midollare), [A 
case of aplastic myelosis (fibrous myelitis develop- 
ing into myelosclerosis with medullary insuffi- 
ciency)] p. 199-201. 


47564 SERGIO I Considerazione su di un caso 
a da a 


[A case of agranulocytosis caused by butylsulfonyl- 
carbamide] p. 202-5. 


47565 — L, DIGIACOMO BE L'influenza 
"ambiente ospedaliero sullo sviluppo 
psichico rey bambino. [Effect of hospital environ- 
ment on the mental deve of the child] 

p. 206-9, 

47566 G L'enfisema polmonare 


sociali ons passato e del presente. 
emphysema in its clinical, pathogenic & social as- 
pects of the past & present] p. 210-9. 
47567 L'impiego di globuli rossi 

i con cromo radioattivo nello studio 
degli emolitici. [Use of erythrocytes labelled 
hemolytic 
states] p. 220-3. 


RASSEGNA INTERNAZIONALE DI 
CLINICA E TERAPIA 
(Napoli) 


Rass. internaz. clin. ter. 15 58 


47568 LOMUNACO F Contributo allo studio 

delle cisti dermoidi del pavimento della 
bocca. 
floor] p. 289-97 


47569 MAURU C, INFRANZI A Nuova tecnica 

per la cura delle fratture sopracondiloi- 

dee dell'omero. [New technic for supracondylar 
fractures of humerus] p. 298-311. 


47570 NAPOLITANO R Contributo allo studio 
dei tumori 


benigni delle sinoviali; sino- 
viomi benigni. [Study of benign synovial tumors; 
benign synovioma] p. 312-20. 


Rass. internaz. clin. ter. 38(8) 30 Apr 58 


4757) BARBAGALLO E Alcune osservazioni su 
gruppi di topini tenuti a diete incongrue. 

[Notes on groups of rats fed unsuitable diets] 

p. 339-44. 


47572 SCALVINI L_ Rottura della colecisti da 
trauma chiuso dell'addome. [Rupture of 
ete caused by closed abdominal injury] 


47573 NAPOLITANO R Contributo allo studio 
del rinoscleroma. (Study of rhinosclero- 

ma] p. 353-9. 

47574 G polmone d'acciaio nella 

mazione del neonato asfittico e pre- 

maturo. "(The iron lung in resuscitation of as- 

phyxial newborn and of premature infants] p. 360- 

2. 


RASSEGNA DI MEDICINA INDUSTRIALE 
E DI IGIENE DEL LAVORO 
(Torino) 


Rass, med. indust. 27(1) Jan-Feb 58 


47575 D'ONOFRIO V, AMELI M, PESCE G 

Sulle otopatie professionali; indagine clini- 
cae prevenzione. [Occupational ear diseases; 
clinical aspects and prevention] p. 1-19. 


47576 E, TERRA L Controlloe 
delle protezioni contro le radiazi- 
and it of 


oni In 
protections against ionizing radiations} p. 20-7. 


47577 GALLINA R, LUVONI R Sull'intossica- 

zione professionale da antimonio; osser- 
vazioni cliniche. wee antimony poison- 
ing; clinical studies} p. 28-37. 


47578 MUNARI M, PENDINI A, TINAZZI V 

Cons: iderazioni sul binomio "umano-tecni- 
co" dell'infortunio. [Notes on the "human-techni- 
cal" binomial in accidents] p. 38-44. 


475793 BATTIGELLI MC Appunti di medicina 

del lavoro negli Stati Uniti. I. Alcuni 
aspetti della legislazione assicurativa sugli infor- 
tuni e malattie professionali negli Stati Uniti. 
[Notes on industrial medicine in the United States. 
I. Several aspects of insurance legislation on oc- 
cupational accidents and diseases in the United 
States) p. 45-51. 


47580 SINATTI M La piaga torpida post-trau- 
matica e il suo trattamento con correnti 
ondulatorie a variazione di frequenza. [Post-trau- 
matic torpid wounds and their therapy with undula- 
tory currents of various frequencies] p. 52-7. 


Igiene industriale nelle 


CLAVENZANI E 
ie [Industrial hygiene in 


miniere di uranio. 
uranium mines) p. 58-63. 


RASSEGNA DI NEUROPSICHIATRIA 
(Salerno) 
1958 


Rass. ichiat. 


47582 SOGLIANI G E. S. T. con onde rettan- 
therapy with rec- 
tangular waves) p. 1-5. 


47583 y PIAN R, MARCHESINI A, NOVELLO 
Elettroshock - succinilcolino-terapia; 
su 553 appl p. 6-14. 


47584 BURRUANO F A proposito di alcuni casi 
di sindrome estenso-progressiva; contri- 

buto clinico. [Several cases of the extenso- 

Progressive syndrome; clinical findings] p. 15-50 


47585 SFONDRINI E, CAZZOLA G Contributo 
clinico allo studio dell'agrafia. [Clinical 
findings in the study of agraphia] p. 75-7. 


47586 MAZZEO M Della sublimita dell'assis- 
tenza ai mentali; formazione degli infer- 
Noble aspirations of welfare 


mieri psichiatrici. 
training of psychiatric 


for the mentally ill; t! 
nurses] p. 51-74. 


Rass. neuropsichiat. 12(2) 1958 


47587 SCARCELLA M Studio elettroencefalo- 
grafico su ventinove casi di paralisi gene- 

rale progressiva. [EEG study of 29 cases of 

progressive general paralysis} p. 81-98. 


47588 et L'uso dell'anestesia 
in elettro- 


shockterapia. 99- 104. 


47589 BURRUANO F Contributo sperimentale 
allo studio della circolazione 

encefalica; studio analitico, anatomico, fisiologico 

e sperimentale. 1. [Experimental contribution 

on the study of blood circulation of the brain; 

analytic, anatomical, physiological & experimental 

study. I.] p. 105-83. 


RASSEGNA DI STUDI PSICHIATRICI 
(Siena) 


Rass. stud. psichiat. 47(1) Jan-Feb 58 


47590 FLORIS V, NOVELLETTO A, ARGENTA 
Sindromi neurologiche nelle malfor- 
mazioni ossee cranio-cervicali. [Neurological 
syndromes in craniocervical bone deformities] 
p. 1-38. 


4759, PELLEGRINI G, SENINI G Possibilita e 
limiti del morfogramma di Decourt-Dou- 
mic in psichiatria clinica. p. 39-48. 


47592 ALBERTON G Osservazioni electro- 
encefa ‘iche su un caso di leucoence- 
falite sclerosante subacuta. p. 49-56. 


47593 um P, CACOPARDO A Sul valore 
odiagnostico del test tsedek in amorali 
durante la submarcosi. [ Psychodi- 
agnostic value of the tsedek test in constitutional 
amorality during subnarcosis} p. 57-66. 


47594 MENGOLI G, MACCAGNANIG Rilievi 
clinici e di laborator io nel corso del 
trattamento con alti dosaggi di meprobamato, con 
particolare riguardo all' E.E.G. ed alle modifi- 
cazioni indotte sulS.N.V. [Clinical & laboratory 
findings during treatment with large doses of 
meprobamate, with special reference to the EEG & 
— in the autonomic nervous system] 
p. 67- 
67595 MACCAGNANI G Osservazioni prelimi- 
nari circa l'azione del meprobamato sulla 
sintomatologia neurologica e psichica di epilettici 
e parkinsoniani. [Initial findings on the effect of 
meprobamate on the logical & psy ‘ic 
pilep' & parki jans}] p. 73-6. 
INGA E F, SBARBORI F Contributo 
alla terapia del delirum tremens. p. 77- 
95. 


47596 


47597 MACCAGNANIG Risultati clinici 

ottenuti dal trattamento con meprobamato 
in 37 ammalati mentali. [Clinical results ob- 
tained with meprobamate therapy in 37 mental pa- 
tients. p. 96-100. 


RENDICONTI; ISTITUTO SUPERIORE 
DI SANITA 
(Roma) 

Rendic. Ist. . San., Roma 21(1) 1958 

47598 SCHMIDT CF Psicofarmacologia. 

[Psychopharmacology] p. 5-15. 

47599 MANN T Aspetti biochimi della riprodu- 
zione. [Biochemical aspects of reproduc - 

tion] p. 16-29. 

47600 PAULING LC Emoglobine anormali in 
rapporto alle malattie. [Abnormal hemo 

globins in relation to diseases] p. 30-48. 


4760; “KREBS HA [i contrallo dei processi 
metabolici. [Control metabolic pro- 

cesses} p. 49-60. 

47602 TAUSSIG HB L'intervento Blalock-Tau- 
ssig. p. 61-73. 


ione del 
fects of a fat diet on blood coagulation] p salon, 


RESENHA CLINICO-CIENTIFICA 
(Sado Paulo) 


Resenha clin. cient., S. Paulo 
27(3-4) Mar-Apr 58 


47604 .PINOTTI M Aos clinicos do Brasil. 
[To the clinicians of Brazil] p. 83-4. 


47605 BOGLIOLO L_ As bases anat6micas da 


e 
[Anatomical bases of 

is mansoni (the hepato- 
splenic form of schistosomiasis) & their clinical 
applications} p. 86-93. 


476¢6 ALMEIDA JUNIOR N DE Métodos de 
diagnostico da tossomose mansOni- 


ca (forma h 
suas aplicagées a clinica. 


4760y FILIZZOLA FILHO B Contribuigio da 

proctologia no estudo da esquistossomose 
mansénica. [Proctology in the study of schisto- 
somiasis mansoni] p. 116-23. 


47609 SILVA JR DA Critério de cura na es- 
Criteria for 


recovery ‘in schistosomiasis mansoni] p. 125-7. 


Resenha clin. cient., S. Paulo 27(5) May 58 

47610 McHARDY G, BROWNE DC, McHARDY 
RJ Aspectos clinicos da amebfase. 

[Clinical aspects of amebiasis] p. 131-8 


4761; CORREA A Estado atual do tratamento 

cirdrgico da surdez; cirurgia das janelas 
e timpanoplastias. [Current status of surgery of 
deafness; surgery of the fenestrae and tympano- 
plasties] p. 139-45. 


47612 CHIASSERINI A Estado atual da tera- 

peutica cirdgica das neurailgias tipicas do 
nervo trigémeo. [Current status of surgical 
therapy of typical Igias of the trig 1 
nerve] p. 147-51. 


47613 AS PROVAS de funcao hepatica. [Liver 


function tests] p. 153-7. 
REUMATISMO 
(Milano) 


Reumatismo, Milano 10(1) Jan-Feb 58 


47614 GOSLINGS J Etudes cliniques du phéno- 
méne L. E. dans la polyarthrite chronique 

évolutive. [Clinical studies of the L.E. phenom- 

enon in chronic evolutive polyarthritis] p. 1-6. 


47615 BARCELO P La nostra experienza sul 
valo ore delle prove sierologiche per la 
a dif iale dell'artrite reumatoide e 


della trite anchilopoietica. [Our ex- 
perience with the value of serological tests for 
arthritis and 


ankylopoietic spondylarthritis] p. 7-12. 


47616 BARBASO E, EINAUDI G Osservazioni 
e rilievi su 70 casi maschili di artrite 

reumatoide. [Observations and findings in 70 

cases of rheumatoid arthritis in males} p. 13-23. 


47617 ORABONA ML, FILOTICO M Puntura- 

biopsia epatica nell'artrite reumatoide. 
[Puncture biopsy of the liver in rheumatoid arthri- 
tis] p. 24-30. 


47618 F, ZINOLLI L, DE CARLO 

Su di un caso di periartrite della 
spallaa causalita psicosomatica; primo 
contributo of {A case peri- 
arthritis of the should psycho- 
somatic origin; early findings] 
p. 31-5. 


47619 
acetate in Pp. "36-44, 


LU’ acetato di idrocorti- 


REVIEW OF ALLERGY AND APPLIED 
IMMUNOLOGY 
(Minneapolis) 


Rev. Alle: 12(2) Mar 58 


BLATT H Third review of microbial 


47620 
allergy, 1956-1957. p. 205-87. 
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47621-47709 


CURRENT LIST of 


47622 GUTMANN MJ Heredity and environ- 
ment as the cause of allergic disease. 
p. 387-425. 


4/623 FORMAN J A current bibliography on 
allergy and applied immunology. p. 426- 


REVIEW OF CZECHOSLOVAK 
MEDICINE 
(Praha) 


Rev. Czech. M. 4(1) 1958 

VRUBEL J The influence of nervous ac- 
ae on the Shwartzman 

p. 1-11. 


WENKE M, WENKEOVA J, SKROBAL D, 
MUHLBACHOVA E of glucose 
p. 12-9. 


hyperlip 


47626 
cotic oun” 


3, KADLEC K The influence 
p of sili 
Pp. 20-8. 


47627 POSPISILOVA V, JANIK A The rela- 
tionship of the blood serum protein frac- 
tions to the clinical picture in psychoses and psy- 


chotic states, determined by paper electrophoresis. 


47628 DOHNAL M, VLCEK V Production of 
Czechoslovak tetracycline. p. 40. 


47629 HEROLD M Problems in the technology 
of antibiotic production for the food in- 
dustry and agriculture. p. 41-3. 


47630 SKVARIL F The present situation with 
regard to plasma fractions in Czechoslo- 
vakia. p. 44-9, 


GROSS K Abrasion of the uterine cervix 
in preventive examinations for gynaeco- 
logical cancer. p. 50-5. 


47631 


REVISTA BRASILEIRA DE CIRURGIA 
(Rio de Janeiro) 


Rev. brasil. cirurg. 35(1) Jan 58 
+ LACAZ P DAS, SCHILLER MB, TIN- 
4/032 CCOEM A da adrenalinemia nos 
of blood adrenali 


estados de choque. 
in states of shock] p. 3-8. 


47633 GUERTZENSTEIN E O tratamento da 
pa cardiaca. [Treatment of cardiac 
artest] p. 9-16. 


47634 LEAO L_ Enxérto osteomuscular no 
tratamento da necrose avascular da 
cabeca do fémur. [Osteomuscular graft in the 
of of the femur head] 
p. 17-25, 


47635 PITANGUY I Consideracgdes em t6rno 
dos t s tubulares. [Concerning 
tubular grafts] p. 27-51. 


47636 BERGER EM, JUGLAIR JUNIOR J 

Tratamento cirmirgico das varizes do 
membro inferior. [Surgical treatment of varices 
of the lower extremity] p. 53-7. 


47637 ‘SHIBATA H Feocromocitoma; considera- 
gdes gerais, com publicac&o de mais um 
caso. [Pheochromocytoma; general data & the 
publication of an additional case] p. 59-69. 
47638 PAULINO F Estenose cirdrgica da via 
iar principal. stenosis of 
the common bile duct] p. 72-4. 


47639 FIALHO F Considerag&o sObre o diag- 
néstico dos linfomas. [Diagnosis of 

lymphomas] p. 76-80. 

47640 MACHADO OJ Teleterapia com cobalto- 

60. p. 82-9, 

PEREIRA AF Hemimandibulectomia 

radical. p. 92-8. 

PINTO F Meningeoma do ca’ 

Mechel. [Meningioma of Meckel's 

p. 


4764) 


47642 


Rev. brasil. ci . 3 Feb 58 
4/643 PRUDENTE A_ Conduta ortodoxa e 

heterodoxa na cirurgia do cancer. 
[Orthodox and heterodox procedure in surgery of 
cancer] p. 113-27. 


47644 GENTIL F CAncer do célon direito. 
[Cancer of the right colon] p. 129-36. 


BARBOSA JF Cancer da hipofaringe; 
estudo de 59 casos. [Cancer of the hypo- 
pharynx; study of 59 cases] p. 137-61. 


47645 


MEDICAL LITERATURE 


Vol. 34, No. 4 


4 A Escolha dos pacientes 

para tratamento cirirgico do cancer da 
mama. [Selection of patients for surgery of breast 
cancer] p. 163-78. 


47647 ANDRADE SOBRINHO JDE CaAncer da 
. tiredide. [Cancer of the thyroid gland] 
p. 179-89. 


47648 PRUDENTE A, BANDIERA D, CALVIS L 
total do esOfago e do est6- 
mago; caso operado com sucesso. [Total resec- 
tion of the esophagus and stomach; case of suc- 
cessful surgery] p. 191-6. 


476493 NA Mucocele frontal; trés 
mucocele; three cases} 
Pp. 197- 


47650 SILVA NETO JBDA, ABRAO A Ampu- 
tag4o inter-escdpulo-mamo-tordcica 


and 
ee node chain for breast cancer] p. 205-8, 
47651 PAULINO F Diverticulo solitario do 
coecum. [Solitary diverticulum of the 
cecum] p. 211-2, 


4/7652 
Latent of the 


P 


47653 FIALHO F, GOLLO FH Leucemias; 
ao estudo de suas lesdes 

viscerais. [ contribution to the study 

of their visceral jeatons] p. 217-24. 


47654 MACHADO OJ Ocarcinoma da 
(Carcinoma of the tongue] p. 226-9. 


47655 PER AF 
mento bilateral num 86 bloco. 

[Vulvectomy with bilateral inguinal evacuation en 

bloc] p. 232-44. 

47656 PINTO F Metastases cerebrais do 
carcinoma primitivo do pulmao. ([Cere- 

carcinoma of the lung] 

Pp. 


REVISTA BRASILEIRA 
DE TUBERCULOSE E DOENCAS 
TORACICAS 
(Rio de Janeiro) 


Rev. brasil. tuberc. 9; 58 


47657 D Aspergilosis 


47658 _GUIMARAES UP Trata- 
da 


berculosis in children] p. 445-52. 


ANDRADE L DE 
género 


47659 


activity in Mycobacterium. 

choice of a quantitative method] p. 453-92. 
47660 FERREIRA MR, T 
AADE 
da hipotermia [Physiological aspects of 
in ‘toa p. 493-550. 


4766! BETTEGA J L, ALMEIDA ASDE, 
BETT 


TEIXEIRA J, VAZ A, 
fist 


47662 FERREIRA JC 
p. 569-70. 


47663 CODES FJ DE 


(Observer errors in chest & 
their correction] p. 571-612. 


47664 MARQUEZY RA La thé anti- 
inflammatoire en tuberculose infantile; la 
place de la surrénale. [Anti- 


therapy of in the 
role of adrenal corticoid therapy] p. "e136. 
47665 ANDRADE L DE, FERREIRA I Atividade 
uredsica 


reciaco dos resultados obtidos em amostras de 
is espécies. [Urease activity of the genus 
of results ob- 


tained from strains of various rim p- 627- 
52. 
47666 BUDIANSKY E Influéncia do B.C. G. 
concorrente nas manifestacdes alérgicas 
de natureza tuberculosa. [Effect of so-called con- 
current BCG vaccination in tuberculous allergic 
manifestations} p. 653-62. 


47667 DOUAT NE, DIAS V M_Intradermor- 
reacdes de paracoccidioidina, cocci- 
dioidina e h tados dos testes em 
300 indivfduos. [intradermal paracoccidioidin, 
coccidioidin & histoplasmin reactions; results of 
tests on 300 persons] p. 663-8. 


47668 a SDEO 0 indice de Vélez em 


The eles’ index in 
© 


47669 Ss O criador da abreugrafia; 
e médico de Manoel de 

Abreu. abreugraphy; a philo- 

sophical & medical profile of Manoel de Abreu] 

p. 683-90, 

47670 —-- Em honra de Manoel de 


[In honor of Manoel de Abreu} 


ABREU MDE No dia da 
[On abreugraphy day] p. 695-8. 


47671 


REVISTA CHILENA DE PEDIATRIA 
(Santiago) 


Rev. chilena 12) Dec 57 


47672 NOE M, ZIEGLER G, GODOY A Re- 
seccion intestinal en el nifio. 
resection in children} p. 471-85. 


47673 L, OSORIO A, GUZMAN 
Reticuloendote! 


fants; five cases of Letterer-Siwe disease} 
p. 486-95. 


47674 AGUIRRE NEUHAUS C, MORICE J In- 
ion intestinal en la infancia; re- 


47675 GARCES H, ROSENBLUT E, BAUZA J, 
GUZMAN A Cirrosis hepatica congenita 
familiar causada incompatibilidad sanguinea 
ABO. [Congenital familial hepatic cirrhosis 
caused by ABO blood incompatibility] p. 503-7. 


47 POBLETE L Metabolismo del calcio. 
876 508-11, 


4/677 PASCUAL BUSQUETS P Atencion del 
nifio pr exp ida en 

la Escuela de Puericultura de Paris. [Care of 

the premature infant; experience in the 

Puericultura de Paris] . §12-7, 

ADRIASOLA G, GALLO A, LEGARRETA 

A Mortalidad perinatal en Chile. 

p. 518-29, 


47678 


REVISTA CLINICA ESPANOLA 
(Madrid) 


Rev. clin. espaf. 68(3) 15 Feb 58 


47679 ROMEO ORBEGOZO J M, ORTEGA 

NUNEZ A, RAM(REZGUEDES J En- 
sermeted do Dubie revisién del prob- 
lema, con aportacidn de una observacidn personal. 
[Dubin-Johnson disease; review of the problem 
with contribution of a case report] p. 143-8. 


47680 VARA LOPEZ H 


L. E. C. = 
culos cerebrales con aire en el hombre. —— 
in blood volume and extracellular fluid in humans 

after filling the cerebral ventricles with air] 

p. 149-55. 

47681 sANCEES JUAN 3 de ia enfermedad de 
De MA, [Ex 
Parkinson's disease] p. 155-60. 


47683 NARANJO P, GRANDA R, ORELLANA 
F 


itrog 
un polimero del acido galacturonico (deplesol). 
rease in renal elimination of nitrogenized 
substances caused by a galacturonic acid polymer 
eplesol)} p. 171-7. 
47684 SARRAGUA SUAREZ F, GOMEZ CABE- 
experiencia 


47685 ES DELATTE L, LOPEZ 
E, ALFEREZ Hidronefrosis 
gigante; nefrostomia por trocar y nefrectomia se- 


hydronephrosis; nephrostomy 
by trocar and secondary nephrectomy] p. 181-5. 


CIFU! 


47686 LAMAS E Sindrome ciati- 


Rev. clin. 28 Feb 58 


47688 
penias caused by 
by 18-25 


47689 PERIANES J, PELAEZ J L, VAzQuEz 

E Alteraciones del espectro proteico en 

el kala-azar. gn in blood protein spectrum 
in kala-azar] p. 225- 


47690 MARCO AHUIR R, BELLOD GARCIA 
Electroforesis 


L_ Estudio de la flexibilidad 
de las con la técnica del 
eS flexibility of the 
& topographical limitation 
of stenosis with the double contrast technic} 
p. 239-41. 


47693 CONCEPCION GUERRA C Estado de 

desarrollo somAtico de la poblacién es- 
colar de Santa Cruz de la Palma. [Status of the 


47694 VALLE JIMENEZ A, COCKBURN MS 
Un 


in striated muscles] p. rid 


DE OYA JC, DE 
7 
47695 RABAGO P, RABAGO G, VARELA 
DE SEIJAS JR p. 248- 
51. 


7 0 OR: JM, ORTEGA 
es NONE A, CARRENO SEGURA V Un 
caso de sindrome de Caplan. p. 251-3. 


47697 LAHOZ NAVARRO F, SASTRE CASTIL- 

LO A Tratamiento del cor pulmonale 
crénico, [Treatment of chronic cor pulmonale] 
p. 253-8. 


Rev. clin. espaf. 68(5) 15 Mar 58 


47698 RIVERA LOPEZ R_ Congelaciones. 
[Frostbite] p. 281-4. 


47699 SCHAPOSNIK F, BOTTINO NR, PALAT- 
NIK M, vELUrvO RO, CHALAR 0 

Anemia microdrepanociftica (drepanoc 

semia). p. 284-94. 


47700 ALBERT LASIERRA P, SANCHEZ ARRO- 


p. 302-6 
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in chronic bronchitis] p. 449-55. 


or yp cycle] p. 375-88. 


47816 WEIL JN PsicoanAlisis de una obesa 

con perversiones sexuales. [{Psycho- 
analysis of an obese female with sexual perversion] 
p. 389-400, 


47817 RASCOVSKY A Esquema de la organiza- 
cién del psiquismo fetal. [Schema in the 
organization of fetal psychic forces] p. 401-9. 


REVISTA DE SANIDAD E HIGIENE 
PUBLICA 
(Madrid) 


*Rev. san., Madr. 32(1-2) Jan-Feb 58 


FOZ A_ Serologia brucelar del ganado 
porcino sacrificado en el Matadero Munici- 
pal de Barcelona. [Brucellar serology of swine 
htered at the Matadero Municipal of Barce- 
lona} p. 21-4. 


47819 JIMENEZ RODRIGUEZ O Estudio sani- 
tario de la comarca de Arucas (Gran 
[Medical study of the territory of 
(Grand Canary Island)}] p. 25-63. 
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REVUE CANADIENNE DE BIOLOGIE 
(Montréal) 


Rev. canad. biol. 17(2) June 58 
MOSIMANN JE _ An analysis of allometry 
in the chelonian shell. p. 137-228. 
HEUSER G_ Experimental anesthesia and 
convulsions with steroids. p. 229-54. 


MURNAGHAN M 9, MACCONAILL M 
Some p of m/ 
p. 255-8. 

GIANETTO R_ The biosynthesis of 
pyrroyl-D-glucuronide. p. 259-61. 


47820 


4762) 


47822 
cresol. 
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REVUE DE CHIRURGIE 
ORTHOPEDIQUE ET REPARATRICE 
DE L’APPAREIL MOTEUR 
(Paris) 


*Rev. chir. Jan-Mar 58 


TRUETA J La a des os 
“7624 Vascularization of 
bones and 3-23, 


47625 J, CORTREL Y Les 
des 
inférieurs, ae de la coxalgie de l'enfant. 


[Unequal length of the legs, a sequel of coxalgia 
in children} p. 24-56. 


Par. 1 


47826 STAGNARA P, PERDRIOLLE R Elonga- 
tion vertébrale continue par plitre a 


casts; 
p. 57-74. 


ORTOLANI M Symptomes et évolution 
de la malformation luxante de la hanche. 
(Symptoms and development of dislocation abnor - 
mality of the hip} p. 75-83. 


4/7828 MASSE P L'importance des lésions 
associées des membres au cours de 
l'accident causal des paraplégies traumatiques. 
[The importance of the associated lesions of the 
limbs in causing ] 


$7846 BEAUMONT JL, BEAUMONT V 

ion du sulfate de dextrane sur les lipides 
pms. [Effect of dextran sulfate on blood lip. 
ids] p. 221-6. 


47847 GACHES J, DONDEY M, FONCIN IF 

Valeur diagnostique de I’ ‘électro~ 
logramme au cours de accidents vasculaires céré. 
braux spontanés; étude de cas avec vérj. 
fication anatomique. [Diagnostic value of the elec. 
troencephalogram during spontaneous cerebral vas- 
cular accidents] p. 227-45. 


47848 HATZFELD C, BRILLE D, CHICHE P 
Etude spirographique de la fonction pa 


p. 84-6, 


476829 MONTMOLLIN B DE Aspect macro et 

microscopique d'une arthrite alcapto- 
nurique. [Gross and microscopic aspects of 
alkaptonuric arthritis] p, 86-7. 


47830 HERBERT JJ Traitement des ankyloses 

du coude dans le rhumatisme. [T: - 
p. 87-90. 


TRIFAUD A_ La résection arthroplasti- 
que dans la —— évolutive. 
coxalgia} 


47831 


p. 
47832 ORMIERES G Guérison spontanée de la 
luxation congénitale de la hanche, 


ol pe oi cure of congenital dislocation of the 
p. 91-4, 


47833 HUSSENSTEIN M Traitement des 
fractures du col du fémur par double 
1 t of of the femur 
neck by double nailing} p. 94-8, 


47634 INGELRANS P, LACHERETZ M, POU- 
PARD B Sur ie traitement de la frac- 

ture de la diaphyse fémorale chez l'enfant. 
[Treatment of fractures of the femoral shaft in 
children] p. 98-101. 

£7835 PICARD JJ, RAPP PE Fractures de 

l'épihyse tibiale avec troubles 

{F of the upper tibial 
epiphysis with cneoeiar disorders} p. 102-6, 


47836 LELIEVRE J Luxations pathologiques 
des orteils. [Pathol 1 dislocati 
of the toes} p. 106-8. 


47837 GALLAND M 
tarsien 


REVUE DU CORPS DE SANTE 
MILITAIRE 
(Paris) 


Rev. Corps san. mil, Par. 14(1) Mar 58 


47838 DEBENEDETTI Service de santé mili- 
taire et assistance médicale gratuite aux 
populations autochtones en Algérie. [Military 
health service & free medical assistance for the 
native population of Algeria] p. 3-4. 


47839 Les problémes du blanchissage 
la détergence au regard des progrés 
récents chimie. [Problems of bleaching & 
its with regard to recent chemical pro- 
gress} p. 5-62. 


4/640 TANGUY RO La pleurésie séro-fibri- 
neuse, vue dans le cadre de la pr 


piratoire dans le rétréci mitral. I. Btude 
ventilatoire. [Spirographic study of respiratory 
function in mitral stenosis. I. Ventilatory Study] 


47849 G, BERNARD J Fréquence de 
leucémies et de tumeurs chez des souris 
C57Blg requ a la naissance du plasma d’anj. 
maux irradie: = of leukemias & tumors 
in C ice having received blood from 
diated Big at birth] p. 257-8. 
$7850 PAOLETTI C, DURAND M, GOSSE Cc, 
BOIRON M Absence de consommation 
de la sidérophiline au cours de la synth€se de 
I'hémoglobine in vitro. me of of consummation 
ia 


vitro] Pp. 259-61. 


4785| CLAUDE A Adeénocarcinome rénal en- 

démique chez une souche pure de souris; 
son effet sur la croissance. [Endemic reaal 
adenocarcinoma in a pure mouse strain; its effect 
on growth] p. 261-2. 


$7852 JP, WARTELLE MENACHE 
Caractéres différentiels des facteurs 
initiale de la character- 
istics of Hageman & P. T.A. factors; role of con- 
tact in the initial phase of coagulation] p. 263-7. 


47853 J Nouvelle méthode de 

ure de la tolérance a l'heparine in 
vitro. oa a method of measuring heparin toler- 
ance in vitro] p. 268-9. 


4/854 DEBRE R, DREYFUS JC, SCHAPIRA F, 
SCHAPIRA G Les adolases et les trans. 
aminases sériques au cours des haere glyco- 
[Blood aldol &t 
during glycogen storage disease] p. 269-71. 


BONARD EC, SCHEIDEGGER JJ Sur- 
face des hématies et protéines plasmati- 
= of erythrocytes & blood proteins} 


47855 


Pp. 


47856 POCIDALO J J, TARDIEU C, FINETTI P 
Anesthésie spinale totale et réactions 

vasculaires sympathiques. [Total spinal anes- 

~~ & sy bh vascular tions} p. 273- 


4/457 GENNES J LDE, POLONOVSKI J Les 

lipoprotéines sériques. I. Techniques de 
fractionnement. [Blood lipoproteins. I. Frac- 
tionation technics} p. 275-88. 


47855 QUIVY D Le dosage de la 5-hydroxy- 
tryptamine. of 5-hydro- 
xytryptamine] p. 289-92 


REVUE FRANCAISE DE 
GYNECOLOGIE ET D’OBSTETRIQUE 
(Paris) 


Rev. fr. gyn. obst. 53(4) Apr 58 


tion tub éflexi cliniques biol q' 

thérapeutiques et. médico-militaires. [Sero-fi- 

brinous pleurisy in the ooo of primary tuber- 
culous clini 

& military medical findings) Pp. “63-80. 


RAYMOND M, WANNIN G Les presta- 
tions hOtelitres dans un hOpital militaire; 
résultats d'une collaboration administrative. 
[Hotel furnishings in a military hospital; results of 
administrative collaboration] p. 81-95. 


4764) 


47842 MEUNIER, PAZAT Traitement d'urgence 
des bralures de l'oesophage. [Emergency 
treatment of esophageal burns] p. 96-9. 


REVUE FRANCAISE D’ETUDES 
CLINIQUES ET BIOLOGIQUES 
(Paris) 


Rev. fr. clin. biol. %(3) Mar 58 


POLICARD A, COLLET A_ Les données 
nouvelles apportées par la microscopie 
la du fonctionnement 
New data contributed 
dge of blood 


47843 


nique & 
des capillaires sanguins. 
by electron y to 
capillary function] “205-7. 


47844 ARVY L La contribution de I'histochimie 
4 la physiologie. (Contribution of histo- 
chemistry to physiology] p. 208-10. 


SCHEPPER P DE os acides alpha- 

cétoniques sanguins; étude clinique et ex- 
rimentale en pathologie hépatique. [Blood a- 
acids; clinical & experimental in liver 
pathology] p. 211-20. 


47845 


+7853 CONTAMIN R, GUEGUEN Y 
de la 


Ivhystérectomie to totale. [Several specific 
in the technic of total hysterectomy] p. 301-9. 


47860 GAUDEFROY M Tuberculose de !endo- 
métre et stérilité. p. 311-9. 


ANDREOLI C Inhibition de la lactation 
au moyen de la distension utérine. 
[Inhibition of lactation by means of uterus disten- 
tion] p. 321-7. 


4786) 


47862 MULLER P, KELLER B Hystéroscopie 
<  ciném: ‘aphique: technique; premiers 
résultats; possibilités futures. p. 329-36. 


47863 HG, PEUVION G, BRUX DE 

in cas de leucosarcomatose génitale avec 
[A case of genital leukosarcoma 
337-44. 


leucose oon 
with acute leukosis] p. 


REVUE FRANCAISE DE 
PSYCHANALYSE 
(Paris) 


Rev. fr. psychanal. _22(1) Jan-Feb 58 


47864 MARTY P La relation objectale aller- 
gique. [Object-relationship in allergy} 
p. 5-29; discussion, p. 30-5. 


47865 FROMM-REICHMANN F Notes sur 
1'évolution du traitement des schizophré- 
nes par la psychothérapie analytique. [Findings 
the devel a of schizophrenics 


p. 37 -56. 
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47866-47944 


October 1958 
GILBERT-DREYFUS, HELD R A pro- 
47866 des obésités. [Regarding types of 
cbesity) p- 99-82. 
47867 MENDELSOHN B La victimologie. 
p. 95-119. 
47868 Siivanre M Ernest Jones, 1879- 
1958. p. 134-6. 
Rev. fr. 22 Mar-Apr 58 


lassique: les variations de 
b et variations). p. 145-89. 


47870 NACHT S Contribution & la discussion du 
jum sur les variantes techniques. 


47869 pores M Symposium sur les variantes 
la technique c 


p. 191-5. 

4767) NACHT S Causes et mécanismes des dé- 
formations névrotiques du moi. [Causes 

& mechanisms of neurotic distortions of the ego} 

p. 197-203. 

47872 WINNICOTT D W Discussion sur la con- 
tribution de l'observation directe de l'en- 

fant & la psychanalyse. [Discussion on the con- 

tribution of direct observation of the child to psy- 

choanalysis}] p. 205-11. 

47873 LEBOVICI Notes sur l'observation 
directe de l'enfant par le psychanalyste. 

[Findings on direct observation of the child by the 

psychoanalyst] p. 213-8. 

37974 BONAPARTE M La psychanalyse face 
aux forces sociales, religieuses et natur- 

elles. [Psychoanalysis in the face of social, re- 

ligious & natural forces] p. 219-22. 

KELY L Souvenir-écran en tant que 

timent réalisé. [Screen-memory 

asa presentiment of reality] p. -30. 
COBLENTZ B, LEBOVICIS Une obser- 

47876 vation de cardiologie. [A cardiological 

case record] p. 231-41. 


41877 DE PICHON-RIVIERE AA _L'inclusion 


47875 SZE 


478g LE BOURDELLES B Surveillance et con- 
tréle des eaux d'alimentation. I. Aspects 


raux actuels. ae en and control of 
rinking water. I. General current aspects] 
p. 147-57. 


47889 * STRAT A Surveillance et contréle 

des eaux d'alimentatio:. Données ré- 
centes sur les méthodes d'examen chimique et les 
procédés de correction des eaux. [Surveillance 
and control of drinking water. I. Recent data on 
methods of chemical examination and procedures 
of protection of water] p. 158-69. 


47890 BUTTIAUX R Surveillance et contréle 
des eaux d'alimentation. I. La stan- 
lyse bactériologique 
de l'eau. [Surveillance and control of drinking 
water. Il. Standardization of methods of bac- 
teriological analysis of water] p. 170-92. 


poco M Surveillance et controle des 


da wii 


47891 


en eau Py por rural en France; ‘situation, besoins 
et politique d'équipement. [Surveillance and con- 
trol of drinking water. IV. Water supply of rural 
France; situation, needs and policy of equipment} 

p. 193-208. 


47892 GREGOIRE F A propos de la surveillance 
et du contréle des eaux d'alimentation. 

[Surveillance and control of drinking water] 

p. 209-10. 


47893 BAZET, GUIBERT La surveillance des 

eaux dans le département de la Charente- 
Maritime. [Surveillance of water in the subdivi- 
sion of Charente-Maritime] p. 211-7. 


47894 COLAS R Eau et technique sanitaire. 
[Water and sanitary technic] p. 216-7. 


47895 H_ L'intérét de la connaissance du 
ol dans le contréle et la surveillance des 

pepenans tance of the study of soil in the con- 

toae and surveillance of water] p. 218-20. 


47896 MONNET P, LE TELLIER H, DREVON A 
La recherche du bactériophage dans les 

eaux par la technique du chloroforme. [Study of 

in water by the chloroform technic] 


des parents dans le cadre de la 
analytique et la conduite de cette situation 4 travers 
Vinterprétation. [Inclusion of the parents within 
the framework of the analytical situation & the 
through 


13(1) Jan-Mar 


47878 BERNARD J, MATHE G_ Réflexions sur 
l'évol des hé thies malignes. 

p. 3-7. 

BESSIS M L'iflot érythroblastique, unité 

a de la moelle osseuse. 

(B bl 1 unity of bone 

marrow] p. 


47890 MURATORE R, DAVIDSOHN I Evolu- 
tion sérologique de la mononucléose in- 
fectieuse. p. 12-20. 


478g; BRUMPT L, BRUMPT V, COQUELET 
ML, TRAVERSE P MDE La détection 
de I’hémoglobine E; etude des populations cambod- 
giennes. [Detection of hemoglobin E in Cam- 
bodians} p. 21-30. 


4762 ANDRE R, BESSIS M, DREYFUS B, 
JACOB _MALASSENET R Association 


p. 221- 


47897 SAYOUR A_ La propagande éducative en 
faveur de l'eau potable. [Education prop- 
aganda in favor of potable water] p. 225-8. 


47898 PITRE J Problémes posés par le con- 

tréle hygiénique des eaux d'alimentation en 
milieu rural. [Problems of hygienic control of 
drinking water in rural areas] p. 229-34. 


Rev. hyg. méd. sociale 6(3) Apr-May 58 


47899 VELICANGIL S, DEMIRHINDI O Di- 

verses possibilités de prévention de la 
carie dentaire par le fluor en Turquie. [Various 
possibilities in the prevention of dental caries by 
fluorine in Turkey] p. 251-60. 


47900 REBOUL E, OLIVIER L, BEDIEZ J 

Quelques aspects de la syphilis dite séro- 

logique, en milieu militaire. [Various aspects of 

so-called serological syphilis in a military center} 
p. 261-74, 


GEVAUDAN P, GAY Faut-il réviser 
47901 
, la notion de iltrat: 


lib hi. 


l'étude de l'absorption et de I'élimination des par- 
ticules minérales et des bactéries en suspension 
dans l'eau de mer chez la moule commune. [Is it 
possible to revise the filtration concept in edible 
lamellibranch molluscs? Study of the absorption & 


que et d'une héemogl 
bine anormale a ~ rare dea non encore iden- 
tifiée, chez un francais d'origine picarde; examen 


a microscope électronique. [Association by 

electroph ofa syndrome and an 
d abnormal h lobin in a F h 

trom Picardy; examination by elect opy] 


of mineral & bacterial particles in a 
sea water by the mussel] 


p. 275-87. 


47902 P Le test d'immobilisation des 
trépon®mes ou test de Nelson (T. P. L. ). 
immobilization test or Nelson's test 


p. 31-46. 


47869 DUPLAN J F, RUDALI G, LATARJET R 
_ Essais de transplantation de la leucose 

lympholde spontanée AkR a des souris de lignées 

homologues. [Attempted transplantation of spon- 

taneous lymphoid leukosis AkR to homologous 

mice] p. 47-60. 


P.1.)] p. 288-90. 


47903 CASTAIGNE P Sénescence et syst®me 
nerveux. p. 291-4. 


47904 DENOIKX PF, BEFNARD PF Organisa- 
tion d'un centre thérapeutique et diététique 
complémentaire d'un centre anticancéreux. 
ofa ic & dietetic center com- 


47684 THERY JP Etude sur le pl 
en contraste de phase et en microscopie 
n Ill. Plasmocytes a corps de Rus- 
sell ea cristaux. [Contrast phase and electron 
y study Il. Plasmo- 
cytes with Russell bodies and crystals] p. 61-78. 


47885 MOURIQUAND C Le sidéroblaste; etude 
morphologique et essai d'interprétation. 
; morphological study and attempted 
ition} p. 79-99. 
47866 WARTELLE O Préparation d'un réactif 
artificiel permettant de doser le facteur 
antihémophilique B (P.T.C., Christmas factor). 
[Preparation of artificial reactive substance per- 
wilting determination of antihemophilic B factor 
(PTC, Christmas factor)} p. 100-6. 


REVUE D’HYGIENE ET DE 
MEDECINE SOCIALE 
(Paris) 


Rev. hyg. méd. sociale 6(2) Mar 58 
47¢g7 WEILL G, ACCARD R, GAUCHER R, 
SCAR! 


Quelques aspects de la tu- 
pulmonaire en milieu rural. p. 139-46. 


pk y to an center] p. 295-307. 

47905 LE MELLETIER J Les examens de la- 
boratoire dans les dispensaires antituber- 

culeux. [Laboratory tests in antituberculosis 


dispensaries} p. 308-11. 


47906 MEYER A, LE MELLETIER J Sanato- 
rium de post-cure. p. 312-6. 


REVUE D’IMMUNOLOGIE ET DE 
THERAPIE ANTIMICROBIENNE 
(Paris) 


Rev. immun., Par. 22(1-2) Jan-Mar 58 
ble de travaux. 
[On gical to a vari- 
ety of an p. 1 1-8, 


47908 PIERON R, KOURILSKY R Sur la réac- 
tion d'immune-adhérence vis-a-vis du 

bacille de Koch. [The immune-adherence reac- 

tion in regard to the tubercle bacillus] p. 9-35. 


473909 VERGE J, PLACIDI L Contribution & 
l'étude de l'action des antibiotiques sur le 
sang et la circulation: l'auréomycine chez le porc; 
clinique et expérimentation. [Contribution on the 
effect of antibiotics on the blood & circulation: 
aureomycin in swine: clinical & experimental 
study} p. 36-43. 


47910 ——— J, VILLETTE O (Mme), 

ICHOU R_ Les phosphatases des [il- 
wuts Moisissures. [Phospha- 
tases in microbial filtrates. Ul. Molds} p. 44- 
50. 


4791, EATIC RY, KATIC DV, TRAILOV Z 


ibility 
using a bivalent vaccine against botulism & tetanus] 
p. 51-7. 


473912 DELAUNAY A, HENON M, PELLETIER 

M Les aggiutinines-amidon et levure. 
L'agglutinine-levure naturelle. [Starch ag- 
Il. Natural yeast agglutinins} 
p. 58-69, 


47913 DELAUNAY A, PELLETIER M, HENON 
M Les agglutinines-amidon et levure. 
Il, Leur parenté, chez le lapin, avec les aggluti- 
nines typhiques. (Starch agglutinins & yeasts. 
Ill. Their relation to typhoid agglutinins in the rab- 
bit] p. 70-87, 
47914 GANCEVICI G, LEAHU L Contribution 
4 l'étude du phénoméne de Thomsen. I. 
Nature de | T des hémati Contribu- 
tion on the Thomsen phenomenon. 1. Character- 
istics of the T antigen of erythrocytes] p. 89-93. 


a G, LEAHU L Contribution 
l'étude du phénoméne de Thomsen. Il. 
io dé T par le sé- 
rum normal. [Contribution on the Thomsen phe- 
nomenon, I. Inhibition of the appearance of the 
T receptor by normal serum] p. 94-9. 


47915 


Inhibiti 1 t du ré 


REVUE INTERNATIONALE 
D'HEPATOLOGIE 
(Paris) 


Rev. internat. hépatol. 8(1) 1958 


47916 DOMINIC! G, MENGHINI G, DALLA 
TORRE M, ORLANDI F Sidérose et 
chromatose hepatiques. p. 1-21. 


47917 SENDRAIL M, GRIMOUD M, GERAUD 

J, BAZEX A, GLEIZES L_ Les en- 
seignements de l'étude cytologique du panc réas 
insulaire dans la chirurgie des hypoglycémies 
chroniques. [Method for the cytological study of 
the insular pancreas in surgery of chronic hypo- 
glycemia] p. 23-48 


47916 ZAHND G, SCHEIDEGGER JJ Analyses 

immuno-électrophorétique et électrophor- 
étique des protéines sériques dans les affections 
hépatiques chroniques. [Immuno-electrophoresis 
& electrophoresis of blood proteins in chronic 
liver diseases} p. 49-58. 


Rev. internat. hépatol. 8(2) 1958 


47319 PIETRI H Barrages veineux intra et 
extra-hépatiques; étude splenoportograph- 


REVUE INTERNATIONALE MENSUELLE 
DE PSYCHIATRIE ET DE NEUROLOGIE 
see PSYCHIATRIA ET NEUROLOGIA 
(Basel) 


REVUE INTERNATIONALE DU 
TRACHOME 
(Marseille) 


Rev. internat. trachome 35(1) 1958 


47927 La lutte antitrachomateuse 
[Antitrachoma campaign in 
Portugal] 


47928 LARMANDE AM, MACHTOUC Une 
nouvelle plaque pour opérer le trichiasis- 
r voie le sans fils trac- 
tours. (A new plate for surgery of trachomatous 
trichiasis by conjunctival route without traction 
threads} p. 12-5. 


47929 N Le caractére de l'inflammation 
rachomateuse. p. 16-26; discussion, 
27-8. 


47930 VOLA J Enquéte sur le trachome dans 

les écoles primaires de Saint- Louis-Du- 
Sénégal (A. O. F.); résultats statistiques, conside- 
rations épidémiologiques. [Survey of trachoma in 
grade schools of Saint-Louis du Senegal (French 
West Africa); statistical results, epidemiological 
aspects] p. 29-46 


47931 
ial 


and paratrachoma. 


Pp. “1-38. 


47932 SEDAN J Trois aviateurs, ex-tracho- 
ma-teux réguliérement tannés depuis 7, 

6 et 5 ans, volant sans incidents et avec une acuité 

visuelle stabilisée 4 10/10. [Three extrachoma- 

tous pilots treated regularly by tannic acid have 

been flying for 7, 6 and 5 years without accident 

and with 10/10 visual acuity) p. 59-63. 


Rev. internat. trachome 35(2) 1958 


47333 THYGESON P, NATAF R_ Les problémes 
du tr p. 83-175; 


English transl., p. 177-227. 


REVUE DE LARYNGOLOGIE, 
OTOLOGIE, RHINOLOGIE 
(Bordeaux) 


Rev. ., Bord. 79(3-4) Mar- 58 


479334 BOZZI E Méthode opératoire pour la 
correction des déviations antérieures de 

la cloison nasale.. [Operative method for correc- 

tion of anterior deviations of the nasal septum} 

p. 153-65. 

4793, SEKULIC B, TAKIC J, BANOVIC N 
Conduite & tenir dans les oesophagites 

corrosives aigues. [Procedure to follow in acute 

corrosive esophagitis] p. 166-79. 

47936 COULET G, DORNIER R, CHASSELLE 
G (Mme) Bégaiements et begues; la ré- 


ique des courants de derivation et des 
veineuses. [Intrahepatic and | extrahepatic venous 
obstructions; sph itudy of 

shunts and venous anastomoses] p. 65-161. 


47920 MARION P Traitement chirurgical 
palliatif des cirrhoses: résultats des 
derivations porto-caves. [Palliative surgical 
treatment of cirrhosis; results of porto-caval 
shunts} p. 163-76. 


47921 NEUMAN M, CARUNTU V_ Hepatites 

chroniques actives avec L. E. 
[Active chronic hepatitis with L. E. phenomenon] 
p. 177-82. 


Rev. internat. hépatol. 8(3) 1958 


47922 POPPER H Transformation de l"hépati- 
te en cirrhose. [Transformation of 
hepatitis into cirrhosis} p. 183-93. 


47923 TELTCHAROV L Les iésions morpho- 
logiques du foie et leur mécanisme patho- 
genique au cours de l'hépatite infectieuse virale 
primitive. [Morphological lesions of the liver and 
their pathogenic mechanism during primary in- 
fectious viral hepatitis] p. 195-205. 


47924 HEPP J Fistules bilio-bronchiques et 

plaies opératoires des voies biliaires. 
[Bilio-bronchial fistulae and surgical injuries to 
the bile ducts} p. 207-18, 


47925 FAUVERT R, BOIVIN P Fistule double 
cholecysto-duodéno-gastrique spontanée, 
avec hémorragei par ulcération artérielle. 


(Sp double cholecy 
fistula with hemorrhage caused by arterial ulcera- 
tion} p. 219-22. 


47926 MA sur 


essai d'un nouveau test: de 
tolérance l'amidon. (Considerations on 
functional examination of the endocrine pancreas; 
trial of a new test: the starch tolerance test) 

p. 223-35. 


éducati réfl aprés 15 années d'expéri- 
ence; déductions. [Stammering & stuttering; re- 
habilitation; reflections after 15 years of experi- 
ence; deductions} p. 180-92. 

£7937 POMPE J ftude sur la chirurgie fonc- 

tionnelle de l'oreille moyenne. [Func- 
tional surgery of middle ear] p. 193-203. 
4793g LAKIEWICZ A Some contributions to the 
therapy of polyp nasi 4 


47939 ZORZOLI GC, BORIANI AV Recher- 
ches histochimiques sur les cellules ci- 
liées de |’ organe de Corti soumises & des stimula- 
tions bh al research on 
ciliated cells of Corti's organ submitted to acoustic 
stimulations] p. 213-20. 
47949 BARAJAS JM, RODRIGUE Z- ADRADOS 
F_ Etude de la conduction ossiculaire 
dans la fenestration conservatrice au moyen de la 
sonde acoustique de Zoliner. [Ossicular conduc- 
tion in conservative fenestration by means of Zoll- 
ner's acoustic saude} p. 221-6. 
47941 S, MARKIEWIC Z-BRZEZINSKA 
Inflammation des sinus latéraux du nez 
chez les hn et les petits enfants. [In- 
flammation of lateral nasal sinus in infants & small 
children] p. 227-41. 
47942 LABARRAQUE Diagnostic topog raphique 
des troubles de la fonction vocale. 
ographic diagnosis of vocal function disorders 
p. 242-9. 
47943 RODRIGUEZ-ADRADOS F, VILLALOBOS- 
MIER E  Utilité de l'incidence transorbi- 
taire en otologie. [Use af transorbital incidence 
in otology}] p. 250-3. 


REVUE MEDICALE DE LIEGE 
Rev. méd. Liege 13(7) 1 Apr 58. 
47944 DIVRY P, BOBON J, J Lhy- 
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Vol. 


47945 VAN CAUWENBERGE H, DECORTIS A, 
MESTREZ G A propos de quelques cas 
de brucelloses humaines. p. 218-23. 
47946 ~ a5 L Petites causeries de diététi- 
XIX. Encore de la diététique 
maigre. “Brief talks on dietetics. XIX. Further 
notes on s. rizing diets} p. 224-6. 


47947 HUGUES J Les maladies 
vasculai 


components} p. 226-33. 


‘Rev. méd. 13(8) 15 58 


GOSSELIN O Les synéchies utérines. 
p. 241-4, 


47949 ERNOULD HJ, REGINSTER A Un cas 
grave de cortico-surrénalome; exérése et 

guérison. sii severe case of co: 

ma; exeresis & recovery] p. 245-9. 


47950 — W, NICOLAS R Indications 
pneumopéritoine dans le traitement 
de la pulmonaire cavitaire. . _[Indica- 
in 


tions for p of 
y losis} p. 250-2, 


HUGUES J Les maladies sanguines et 

vasculaires 4 composante allergique ou 

immunologique. [Blood & vascular diseases with 

- allergic or immunological component] p. 252- 
; contd, 


47948 


47951 


Rev. méd, Lidge 13(9) 1 May 58 


47952 BERNARD J Recherches récentes sur le 

traitement des leucémies et des cancers. 
[Recent research on the treatment of leukemias and 
cancers) p. 269-75. 


47953 VANDE VELDE J Considérations sur le 
rapport, en Basse Belgique, entre hyper- 

thyrofdie et 4ge. [Considerations on the relation 

between tyroidism and age in Lower Belgi- 

um] p. 275-9, 

47954 HUGUES J Les maladies sanguines et 


[Blood and vascular diseases 
with allergic or immunological etiologies] p. 279- 
82; contd. 
47955 DESAIVE P A propos de certains prob- 
cance . [Some cancer 
problems} p. 282-97. 


47956 VAN BENEDEN J Institut provincial 
Ernest Malvoz; services d’hygitne et de 
médecine sociale. p. 297-300, 


Rev. méd. Li 
47957 


13(10) 15 58 


CARLIER J Un cas de carcinomatose 
miliaire. p. 305-6. 


RUYTERS L 
dulctre 


BRASSINNE A Maladie de Hodgkin 
p. 311-4. 


47960 BARAC G, LECOMTE J, RAMIOUL H, 
STAINIER J Utilité pratique de recher- 
cher la porphyrie chez tous les membres d'une 
famille en cas de porphyrie aigué reconnue chez 
l'un d’eux. [Practical use of examining all mem- 
bers of a family for porphyria in a case of acute 
diagnosed porphyria in one of them] p. 314-7. 


47961 VAN R 
et lombosc: 


47958 e atypique 
p. 306-11. 


47959 


jiderations sur- 
une méthode de traitement. {Lumbalgia & lumbo. 
sciatica: data on a method of treatment] p. 317- 
32. 
47962 DOUIN J ae au R. 875 a> 
3- 1-4-morpholinobutyry! 
pyrolidine ‘oxicomania for R 
no)-butyryl Bnd p. 


47963 LA 5S-HYDROXYTRYPTAMINE. p. 333- 
43. 


REVUE MEDICALE DE NANCY 


“Rev. méd. Nancy Vol. 83_ Apr 58 


47964 MIDON J Amputation de la main; rem- 
placement par prothese 

[Amputation of the hand; replacement with pneu- 

matic prosthesis} p. 261-3. 


47965 NEIMANN N, PIERSON M, REMIGY E, 
MANCIAUX M 


applicati 

syndromes of blood platelet origin} p. 263-71. 

47966 LOUYOT P, JEANBLANC J, GAUCHER 
A Que idents de I'hydrocorti 


sone utilisée en injections locales. [Various 
of using hydrocortisone in local injec- 


accidents 
tions) p. 271-7. 
47967 LESURE J Sarcome osteolytique sur 
maladie de Paget. [Osteolytic sarcoma 
with superimposed Paget's disease] p. 278-80. 


47968 MICHON P, DORNIER R, LARCAN A, 
STREIFF F, RACADOT A Macroglo- 
bulinemies de Waldenstrém. p. 281-304. 


47969 LAVERGNE E DE, BURDIN JC, PER- 
NOT C, STREIFF F . Syndrome cholé- 


CHALNOT P, MICHON P, SOMMELET 
47970 J, LARCAN A, PICARD JM Essai de 
des 


4797; ROUSSEL J M, SCHOUMACHER 
PERNOT (Mme), GAUCHER A 
radiologique de l'os temporal par la méthode 
d'agrandissement direct. [Radiological 
od] 2 by the direct enlargement meth- 


47972 pe en P, HELLUY J, WERNER J, 
LORRAIN 


[ 
dications in in bulbar poliomyelitis & in other types 
of respiratory insufficiencies] p, 326-32. 


REVUE MEDICALE DE LA SUISSE 
ROMANDE 
(Lausanne) 


Rev. méd. Suisse rom. 78(4) Apr 58 


47973 SAEGESSER F Réflexions sur la chirur- 
gie chez les vieillards. ene 
the surgery of the aged] p. 193-2 


47974 BERNARD aI Recherches récentes sur le 

des | et des cancers. 
(Current research y the treatment of leukemia & 
cancers] p. 205-17. 


47975 GRZEGORZEWSKI E L'orientation de 
Venseignement médical vers la médecine 

préventive et sociale. 

struction toward pr 

p. 218-33, 

47976 NICOD JL, BARRAS G Actinomycose 
& nocardia (nocardiose). p. 234-43. 


[Orientation of medical in- 
& social medic in 


Rev. méd. Suisse rom. 78(5) May 58 


47977 LOB M L’' rt de Ramazzini (1633- 

1714) & I'hygiéne industrielle moderne 
[Contribution of Ramazzini (1633-1714) to modern 
industrial hygiene] p. 259-69. 


4797g COULON PDE La médecine du travail 
vue par le chef d'entreprise: une expér- 
ience récente en Suisse romande. [Industrial 
in F, ng Switzer- 


47979 — JL Ce que les mineurs valaisans 

ont appris en matiére de silicose. 
[What Valaision miners have taught us regarding 
silicosis] p. 279-88. 


47980 HEMMELER G Les dangers de l'exposi- 
tion aux rayons ionisants pour I'hémato- 

poitse. [Dangers of —— to ionizing radia- 

tions to p. 289 


47981 GRANDJEAN E Vision et conditionne- 
ment optique du poste de travail. [Vision 
& optic conditioning in working areas] p. 297-307. 


47982 GUERDJIKOFF C Quelques vérités 

premiéres sur l'utilité du dosage des 
toxiques industriels dans l'air inhalé par les ou- 
vriers. [Various basic principles on the use of 
the determination of industrial toxics in air in- 
haled by workers] p. 308-19. 


47993 GUERDJIKOFF C, DESBAUMES P Un 

probléme peu connu d'hygiéne industrielle: 
l'intoxication professionnelle par le stéarate de 
plomb. [A little-known problem of industrial 
hygiene: professional poisoning caused by lead 
stearate] p. 320-33. 


REVUE NEUROLOGIQUE 
(Paris) 


Rev. neur., Par. 97(6) Dec 57 


47964 GARCIN R, LAPRESLE J Sur un cas de 


arachnoidiens. [Case of iron overload in the cen- 


fittrations) p. 417-32. 


47985 


47966 COSSA P, BERARD-BADIER M, CA- 
MUZARD M, TARTAR 8S, FORNARI C 
loc 


tion?] p. 450-65, 
47987 — R, LABAUGE R, RIBSTEIN M, 


brospinal fluid; 

gitis] p. 466-81. 

47988 BARUK H Le PF Robert Bing. p. 480- 
1 


47989 MAZARS G_ Angioma- 
tose médullaire dorsale segmentaire. 
Pp. - 
47990 BOSCHIG La nature de I'hydrocéphalie 
p. 4 ‘ 


4799| DEBRIE ML (Mme), GENOVA X Sur 


vec syndrom: 
ACTH et de chlorpromazine. 
mumps encephalitis with Landry’ - 
ralytic syndrome treated by ACTH & chlorprom- 
azine perfusion] p. 494-5. 


47992 GASTAUT H, VIGOUROUX M Etude 
électroenc: le et clinique des 
complications cérébro-spinales de la grippe; & 
de 15 cas survenus pendant la récente 


; on 15 cases oc- 
curring during the recent epidemic] p. 495-501. 


47993 
lisés. p. 501-6. 


COLLOMB H, BERT J Distomatose cé- 
rébrale avec parasitaires généra- 


47994 HARTEMANN P, DUREUX J B, ALGAN 
B isme révélateur d'un 

gliome primitif du chiasma. 

as ——- of a primary chiasmatic glioma] 

p. 506-12. 


47995 CREMIEUX A, ALLIEZ J, BOUDOU- 

RESQUES J A propos d'une observa- 
tion de paralysie périodique familiale observée 
chez le pere et le fils. [Case report on familial 
Pp. 


47996 B, JANNY P Ramollissement 
en rapport avec un 
un cervical. [Pseudotu- 
moral cerebromalacia of sylvian origin in relation 
to a cervical carotid aneurysm] p. 516-21. 


47997 WILLEMIN-CLOG L, POMME B, cule 
LOT 


Rev. neur., Par. 98(1) Jan 58 


47999 ag ~ 8, PERIER J O, QUERSIN-THIRY 


1 


P ra 
inclusions, leuco-encephalite sclerosante 
[Results of experiments with human encephalitis of 
the subacute type with inclusions & subacute scler- 
osing leukoencephalitis] p. 1-24. 


48000 KREBS E, MESSIMY R, PETIT-DUTAIL- 
Lis D Cionies Dilatérales en salves glo- 
bes oculaires et des orteils, associées & des trou- 
bles de 1' équilibre, lors d'une rechute d'un 
infectieux avec icttre. [Intermittent bi- 
lateral clonic convulsions of the eyeballs & toes 


4800! BERTRAND I, GUILLAUME J M, SAM- 
SON M, GUEGUEN Y Tuberculome in- 
tramédullaire dorsal. p. 51-4. 


48002 GARCIN R, LAUNAY C, GUILLAUME J, 
on médullaire 


48003 GARCIN R, LAPRESLE J Sur un cas de 

myopathie e progressive tardive du type Ne- 
vin. [A case of late progressive myopathy of Ne- 
vin type] p. 61-5. 


48004 jo epee JAVALET A, TUSET J Le 


ROUZAUD M, JOBARD P 
48005 
following arteriography] 


48006 JOUBERT P, ECHENOZ M, MISRAN 2 


psycho- 
@'une maladie do Paget 


bone] p. 76-9. 


48008 LAZORTHES G, TURON R, DASQUE 

Tumeur cérébrale et sclérose tubéreuse 
de Bourneville; une observation & forme héredo- 
familiale. [Cerebral tumor & tu- 
berous sclerosis; a heredofamilial 
form] p. 453-7. 


48009 GREINER G F, LAFON JC, MENGUS 
M Recherches 


Cf retraction of the ocular globe @tilling- Tirk- 
Duane syndrome); concerning an atypical case with 
abolition of adduction] p. 468-74. 


48011 PASSOUANT P, CADILHAC J, LETE £ 


48012 GERAUD J, GAYRAL L Les accidents 

nerveux par la proclorpérazine (stémé- 
til). vous complications due to proclorper- 
azine p. 478-80. 


48013 CALMETTES L, DEODATI F, BEC P 

Cécité corticale par intoxication oxycar- 
ee. [Cortical blindness due to acute car- 
bon monoxide poisoning] p. 481-3. 


48014 ANDUZE-ACHER, CHABBERT, GAYRAL 
GLEIZES, TURNIN Paralysie complete 
isolée de la II® paire par anévrysme carotidien 
(1 cas) et par anévrysme du carrefour carotido- 
cérébral postérieur (1 cas). [Complete isolated 
paralysis of the 3rd cranial pair caused by carotid 
aneurysm (1 case) & by aneurysm of the carotid- 
posterior cerebral junction (1 case)] p. 483-4. 


48015 POURSINES Y, ROGER J Syndrome th- 
lamique 


par la 
facial 
p. 486-8. 
48016 fronto-orbitaires ré- 
d'origine adrénalinique. [Re- 
current pain of adrenalinic origin] 
p. 489-90. 
48017 gee G, ROGER J, VIGOUROUX 
Localisation médullaire d'un médullo- 
avec syndrome d’ hypertension intra- 
ledullary localization of a medullo- 
hypertensi 


48018 POURSINES Y, ALLIEZ J, ery 
latérale 


c lateral sclerosis of bulbar onset with 
initial paralysis of the dilators] p. 495-7. 


48019 MONTAUFFIER, CAMO, PERROUTY, 

VIGOUROUX Ocedeme papillaire bilatéral 
d'étiologie inconnue. [Bilateral papillary edema 
of unknown etiology] p. 498-500. 


avec paralysie initiale des 


Rev. otoneur., Par. 1 
48020 ©, PIQUET JJ 


des lésions cérébrales post-commotionnelles. 


48022 LIBERSA C, DECROIX G por séquelles 
des tr 


“ic Central 
fermés: les anosmies traumatiques. 
sequelae of closed cranial injuries: traumatic 
anosmia] p. 22-8, 


PRUET J, PIQUET JJ 


fermés: les vertiges et 
sequelae of 


48023 


MM 34, No. 
4 
riforme post-mycotherapique a welchia perfrin- [Ce- 
gens. [Post-mycotherapeutic cholera-like tere familial: affection autonome? Ou forme 
syndrome caused by Clostridium welchii] spéciale spino-bulbo- 
p. 305-8, cérébelleuse? anatomo-clinique. [Poly- 
radiculo-spinal cord syndrome of familial nature: 
rea. existence as an autonomous disease or a special 
sanguines et form of spino-bulbo-cerebellar heredo-degenera- 
jallergique ou 
Ne a os . immunologique. [Blood & vascular diseases with these physiopathologique et therapeutique. [Clas- 
allergic & im al sification of postoperative deliriums; therapeutic & 
Pe physiopathologic synthesis] p. 309-10. 
du liquide céphalo-rachidien; la méningite aigué REVUE D’OTO-NEURO- 
curable & éosinophiles. [Eosinophilia of the cere- OPHTALMOLOGIE 
Pests) ‘ 
| 
Rev. otoneur., Par. 29(8) 1957 
48007 POURSINES Y, ALLIEZ J, SOULAYROL 
R_ Paralysie vélo-pharyngée unilatérale 
eI avec participation laryngée d'origine traumatique 
be : a tomie et ses indications dans les polyomyélites (Unilateral velopharyngeal paralysis with laryngeal 
cae bulbaires et dans d'autres types d'insuffisances involvement, of traumatic origin} Pp. 449-52. 
une encéphalomyélite ourlienne grave 
7 tHe gration phonétique dans quelques cas de lésion 
Prasiccs tegration in several cases of temporal lesion] 
a me de rétraction du globe oculaire (syn- 
| drome de Stilling-Tiirk-Duane); & propos d'un cas 
fo ele asculaires a posante allergique ou | [Lack of efficacy of the prostigmine test on my- 
ie | asthenic ocular paralysis] p. 475-7. 
| 
spect clinique et thérapeutique d'une radic 
myélite a Schistosoma mansoni. p. 521-5. 
LG 47998 POUYANNE H, ARNE L, LOISEAU P, 
MOUTON L Considérations sur deux 
We ot cas de thrombose de la carotide interne chez 
Pe, 3 Venfant. [Findings on 2 cases of internal carotid 
ae, thrombosis in children] p. 525-30. 
po 
act p. 490-4. 
| 
current infectious syndrome with jaundice] p. 25- 
[Central sequelae of closed cranial injuries: ana- 
est tomical & pathogenic findings in post-concussion 
Ge ree surcharge ferrique du systéme nerveux ste spinal extradural congénital che - 1 
" cy agiques d'origine plaquettaire. [Therapeutic vraisemblable de suintements hémorragiques sous- pement ultérieur d'une cyphose. [Medullary com- fermés: les surdités centrales. [Central sequelae 
ee BES pression due to extradural congenital spinal cyst in of closed cranial injuries: central deafness} 
Se a 6 year old child; surgery, cure, with subsequent p. 13-21. 
development of kyphosis] p. 54-61. 
G, BARBIZET J, BRION S | 
propos de deux observations de dégéné- 
Beas rescence du corps calleux; existe-t-il un syndrome 
nC aieame clinique caractéristique de la maladie de Mar- 
| 
tionnelle, astasie-abasie. [2 Case reports on 
eee corpus callosum degeneration; possible existence tomes sous-duraux; son évolution en fonction du 
Se of a clinical syndrome characteristic of Mar- ‘ degré du collapsus cérébral. [Palm-chin reflex 
par Ps chiafava-Bignami disease: dementia, opposition in subdural hematoma; relation to the extent of closed cranial injuries: post-concussion vertigo 
Sey hypertonia & astasia-abasia] p. 433-49. cerebral collapse] p. 65-70. & their objective manifestations] p. 29-47. 
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4g025 GRAULICH R, MUREAU J, FERVAILLE 
i Une étude des influences cosmiques 
sur les hommes: la rythmologie. [Study of cos- 
mic influences on men: rhythmology] p. 323-42. 
48026 FLATIN J La cinétique de la réaction 
thyrofdienne & l'hormone thyréotrope chez 
auratus L.; ses réactions en fonction de 


actions as function of temperature] p. 343-5. 


27 FIEHRER A Renseignements donnés par 


by the myelogram 
hemophilia (11 cases)] p. 349-54. 
49026 HENRY M, ROMANI JD, JOUBERT L 
e exsudative dépigmentaire 


49029 FALCHETTI, MERIEUX J Titrage sur 

lapins et sur cultures de tissus des anti- 
corps neutralisants de sérums et de laits de vaches 
immunisées par le virus de la vaccine. [Titration 
m rabbits & on tissue cultures of neutralizing anti- 
bodies of serums & milks of cows immunized by 
vaccinia virus] p. 399-403. 


laxie des maladies infectie- 
des vaches immunisées. [New prospects of pre- 
vention by milk of infectious diseases by the use in 
the child of milk obtained from immunized cows] 


48031 COPELMAN LS La biologie du temps; 

le temps en psycho-| e en patho- 
logie comparée et & travers la litterature. 


rative ug e] p. 407- 
12 
48032 LETORT J Le du stalinon. 


jugement 
[Decision on stalinon] p. 422-6. 
48033 CUVIER G Modalités particulitres de la 
prophylaxi 


agricole. 
prevention in agricultural areas] p. 426-9. 


REVUE DU PRATICIEN 
(Paris) 


Rev. Par. 


CASTAIGNE P, Polynévri- 
tes toxiques; orientation générale du diag- 
p. 807-8; passim. 

LEREBOULLET J Le probleme de la 
p. 815-8; pas- 


11 Mar 58 


BOUDOURESQUES J Polynévrites 

intoxication professionnelle. p. $27.30. 

BOUDOURESQUES J Polynévrites par 

intoxications accidentelles et criminelles. 

p. 831-2; passim. 

BOUDOURESQUES J Les polynévrites 

médicamenteuses. p. 839-42. 

2? La rééducation motrice dans 
polynévrites. rehabilitation 

inpolyneuritis] p. 845-7. 

48040 HANAUT A_ Epicardo-péri- 

cardite et cortisone. p. 849-50. 
4904; LABADIE P La glycorégulation. 
Pp. 851-2; passim. 
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48042 CACHIN M, PERGOLA F Maladies du 
fole et des voies biliaires en 1957. 
[Diseases of the liver & bile ducts in 1957] 
923-4; passim. 
diseases) 843-4; pan 
portography in liver diseases} passim. 


48044 a Les tumeurs des voies bili- 


48045 3 Les icttres au 
cours grossesse. [Jaundice in 
Pregnancy] p. 963-4; passim. f 


43046 CACHIN M, LEVY C Aspects actuels 

des ictres de la chimiothérapie. [Cur- 
P- 


LEVRAT M Traitement médical des 
angiocholites de la lithiase du cholédoque. 
[Medical treatment of angiocholitis caused by 
calculi of the common bile duct] p. 985-8. 


48048 ALBOT G, TOULET J Dyskinésies duo- 
dénales ou duodéno-biliaires et 
sies de I’ étage digestif sus-mésoc 
pron nouveau dérivé gu piperil-3 


48047 


or duodenobiliary 
sia of its mesocolic digestive stage; 
piperidol 


trial with a new 3- derivative] p. 989- 
90; passim. 
Rev. Par. 1 1 58 


48049 HUGUIER J Pathdgénie et formes ana- 


by vaginal prolapse] p. 1039-40; passim. 


48050 SENEZE J Examen clinique d'une 

malade atteinte de prolapsus génital. 
[Clinical examination of the patient with genital 
prolapse] p. 1067-70; passim. 


4805! ROBERT H Des procédés opératoires 
dans les prolapsus génitaux. p. 1073-4; 
48052 MORIN P Comment conseiller une 

génital, r 5 mais d 
aun cho [How to 
advise a middle-aged woman with genital prolapse, 
giving up motherhood but desiring to preserve a 
normal sexual life] p. 1087-9. 


48053 FUNCK-BRENTANO P Comment con- 
seiller une femme désirant des materni- 

tes et atteinte d'un prolapsus génital. [How to 

advise a woman desiring 

with genital prolapse] p. 1091-4. 

45054 AMELINE A Comment conseiller une 
femme atteinte de prolapsus et renoncant 

a la vie genitale. [How to advise a woman with 

genital prolapse giving up sexual activity] p. 1095- 


48055 ROBERT H Du traitement 
prolapsus génitaux. 


médical 
p. 1099-101. 
PERRAULT M, PHILBERT M Le chlo- 


rothiazide: nouveau diurétique de syn- 
thése. [Chlorothiazide; new synthetic diuretic} 
p. 1102; passim. 


48057 BENOIT P Manifestations nerveuses 


48056 


la pr 
p. 1113-4, 
Rev. Par. 11) 11 58 
48058 BOUR H generale des 
teurs du poumon. 
pneumoconiosis, 

lung] p. 1153-4; passim. 

48059 A, COLLET A 

‘oeil sur l'anatomie 

ee. [Rapid survey of 

anatomy of pneumoconioses] p. 168-8 passim. 

48060 ROCHE L, PERRIN L F, MARIN A 
Symptomes, évolution, de la 

silicose pulmonaire. p. 1175-8; passim. 

48061 AMSLER R L'asbestose pulmonaire. 
p. 1195-8; passim. 

48062 BALGAIRIES E Pneumoconioses non 
sclérogénes dues 4 des poussiéres miné- 

rales. [Non-sclerogenic pneumoconioses caused 

by mineral dusts} p. 1207-8. 


48063 hg P, GOUFFAULT J, DELAHAYE 

M emboligéne dans les phié- 
bites superfi sedan = mbolism risk in superfi- 
cial phlebitis} p. 1217-8 


Rev. prat., Par. 8(12) 21 Apr 58 


40064 MERKLEN FP Réactions de l'orga- 
nisme contre I' infection et immunité anti- 
infectieuse. p. 1267-70. 


40065 MERKLEN F P Immunité bumorale: 
antitoxines et anticorps. p. 1271-82. 
4066 MERKLEN F P Immunité tissulaire et 

affections & virus. [Tissue immunity & 
viral infections] p. 1285-97. 


48067 BERTHAUX P Immunologie humorale: 
p. 1299- 


MERKLEN FP Antigtnes microbiens. 
[Microbial antigens] p. 1311-26. 
BERTHAUX P Anticorps 
[Antibodies & 
MIKOL C Anticorps et sérologie de la 


syphilis. [Antibodies & syphilis serology] 
p. 1339-42, 


48068 


48069 et complément. 
1327-38. 


48070 


48071 MOREAU R, DEUIL R, PIETRI E In- 
fections aigués survenant chez les dia- 
bétiques rés par les sulfamides hypoglycé- 
miants. [Acute infections occurring in diabetics 
treated with hypoglycemic sulfonamides] p. 1345. 


48072 LA REFORME de I'enseignement médical. 
Reforms in medical education] p. 1359- 


Rev. prat., Par. 6(13) 1 May 58 


BONNEFO!I A Notions générales sur les 
48073 vaccinations. (General aspects of vac- 
cinations] p. 1379-80. 


BRETEY J Vaccination par le B.C.G. 
p. 1383-4; passim. 


Vaccination anticoquelucheuse. 
> 1391-3. 


FASQUELLE R_ La vaccination antivario- 
lique. [Vaccination against smallpox] 
p. 1394; passim. 


LEPINE P Vaccination contre la polio- 
myélite. p. 1409-10; passim. 


LAFFAILLE A, BONNEFO! A, PAR C 
Vaccination ‘ique, vaccination 
antitétanique; leur influence sur la morbidité et la 
mortalité par diphtérie et tétanos. [Vaccination 
against diphtheria and against tetanus; their influ- 
ence on the morbidity and mortality of diphtheria 
and tetanus] p. 1417-20; passim. 


48079 — A, LE MINOR L, LAFFAIL- 
ination typho-para- 

1433-4; passim. 

BONNEFO! A, LE MINOR L, LAFFAIL- 

LE A_ La vaccination antidiphtérique- . 

e itypa dique. p. 1443- 


48074 


48075 


48076 


48077 


48078 


CATEIGNE G Vaccin antigrippal. 
[Anti-influenza vaccine] p. 1446; passim. 


48082 PANTHIER R Les vaccinations obliga- 
toires pour les voyages au long cours. 

[Compulsory vaccinations before starting long 

international trips} p. 1453-4; passim. 


48083 BONNEFOI A, LAFFAILLE A, PAN- 
THIER R Indications sur l'ordre chrono- 
logique des vaccinations obligatoires ou recom- 
mandées. [Suggestions on the chronological orde: 
d vaccinations] 


48061 


for 
p. 1461-3. 


Rev. prat., Par. 8(14) 11 May 58 
45084 MARCHAND M Pneumopathies par 


poussiéres végétales. 
caused by plant dusts} p. 1493-4; passim. 
48085 SADOUL P, SENAULT R, MACINOT C, 
AUBERTIN N, GUILLERM J La pnev- 
moconiose des mineurs de fer du Bassin de Lor- 
raine. p. 1505-8; passim. 


40086 HADENGUE A Pneumopathies chimiques. 
p. 1513-4; passim. 


SADOUL P, AUBERTIN N, GUILLERM J 
Explorations fonctionnelles pulmonaires 
au cours des pneumoconioses. [Pulmonary func- 
tional during p ] 

p. 1523-4; passim. 


40088 LESOBRE R Traitement des pneumo- 
conioses (silicose et asbestose). 
p. 1537-8; passim. 


48089 JARRY JJ Réparation et prévention des 
Pneumoconioses. p. 1545-6; passim. 


48087 


Rev. prat., Par. 15) 21 May 58 


48090 BOURLIERE F Liannée gérontologique 
(1957). p. 1605-8; passim. 


4809! BINET L, BOURLIERE F, MOLIMARD R 
— des t de 


la sénescence. [Modern trends in the treatment of 
the aging] p. 1615-8. 


48092 HERBEUVAL R, CUNY G, GILGEN- 

KRA J Problémes nutritionnels chez 
le vieillard. [Nutritional problems in the aged] 
p. 1621-2; passim. 


48093 HERBEUVAL R, CUNY G, GILGEN- 
KRANTZ J, TENETTE M Accidents 
vasculaires cérébraux et réhabilitation chez by 


Cerebr p re- 
habilitation in the aged] p. 1628; passim. 


PICHOT P, LEMAIRE G 
40U94 


de la New in 

the treatment of psychic ‘lei of senility] 

p. 1633-4; passim. 

48095 POILLEUX F, PIUSSAN P Les trau- 
matismes chez les vieillards. [Trau- 

matisms in the aged) p. 1643-4; passim. 


48096 R_ Le vieillissement des popu- 
conséquences économiques et 
wags ng of populations; economic & social 
p. 1653-4; passim. 


sociales. 
consequences 


HANAUT A_ Philebites superficielles. 
p. 1661. 


48097 


43099 GUILLEMAN P Utilisation thé 
actuelle de la vitamine E. 
apeutic use of vitamin E] p. 1662; passim. 


“Rev. prat., Par. 8(16) 1 June 58 


48099 MATTEO JDI Propos sur !'étivlogie des 
anévrysmes de l'aorte. p. 187526; 

passim. 

MATTEO JDI, COLONNA D Les as- 

pects anatomiques des anévrysmes de 

Pp. 1883-4; passim. 


VERNANT P Diagnostic clinique des 

anévrysmes de l'aorte thoracique. ([Diag- 
nosis of aneurysms of the thoracic aorta] p. 1901- 
4; passim. 


48102 DEGEORGES M, HAYEM F Les anév- 
rysmes de l'aorte abdominale. p. 1913- 
4; passim. 

BINET JP Traitement chirurgical des 
anévrysmes aortiques. p. 1923-4; 
passim. 

LABADIE P Rein et glucose. 
& glucose} p. 1945-6; passim. 


435100 
l'aorte. 
48101 


48103 


48104 [Kidney 


Rev. prat., Par. (17) 11 June 58 


48105 LAURENCE G La naissance du cotyle. 
[Origin of the acetabulum] p. 1985-6; 
passim. 


POULIQUEN E Luxation congénitale de 

he; son » son traitement 
dés la naissance. [co dislocation of the 
hip; its detection, treatment & origin] p. 1993-6. 
passim. 


48107 paar ths Le diagnostic de la luxation 

de la hanche A l'age de la marche. iag- 
nosis of dislocation of the hip at the age of ] 
p. 2023-7. 


48108 PETIT P P Traitement de la luxation 

congénitale de la hanche aprés luxation. 
[Treatment of congenital dislocation of the hip after 
dislocation] p. 2029-30; passim. 


48109 POSTEL M Les luxations congénitales 
invétérées de la hanche et leurs séquelles 

di {l 1 dislocations of 
the hip & their late sequela] p. 2067-70. 


REVUE DE INFANTILE 


ZEITSCH IRIFT F FOR 
KINDERPSYCHIATRIE 
(Basel) 


REVUE DU RHUMATISME ET DES 
MALADIES OSTEO-ARTICULAIRES 
(Paris) 


Rev. rhumat., Par. 25: Feb 58 

= F, TOURAINE R, 
LOYAU G Polyarthrite psoriasique. 
p. 75-84. 


Tests d'activité rhuma- 

e: syndrome protéique du sérum. 
[Tests of the blood protein 
syndrome] p. 85-92. 


48112 MICHOTTE LJ Le role du systém ner- 

veux dans la polyarthrite chronique évolu- 
tive. [Role of the nervous 
evolutive polyarthritis] p. 93-102. 


48iig PuIG — J, FERNANDEZ VALLADO 
P, GIJON BANGS J Rhumatismes gout 


teux atypiques. p. 103-10. 
48114 SEZE SDE, LICHTWITZ A, HIOCO D, 
BORDIE: P Ostéomalacie compliquée 
hyperparathyrofdie ou forme ostéomalacique de 
I'hyperparathyroidie. [Osteomalacia complicated 
roidism or osteomalacic form of 
hyperparathyroidism] p. 111-26. 


40115 SHICHIKAWA K, ITOT Etude séro-im- 
munologicue de la polyarthrite chronique 
évolutive. [Sero-immunological study of chronic 
evolutive polyarthritis] p. 127-51. 
Rev. rhumat., Par. 2 Mar 58 
48116 RAVAULT P, RIFFAT G, LEJEUNE E 
Les ostéo-arthrites vertébrales et coxo- 
{émorales des infections urinaires; 4 propos de 3 
cas aprés prostatectomie. [Vertebral & coxo- 
femoral osteoarthritis from urinary infections: 3 
cases after prostatectomy] p. 171-90. 
48117 P, POMMATAU E, MAITRE- 
PIERRE J Les atteintes du nerf cubital 
au cours des ~All et ostéochondromatoses du 


coude. [Involvement of the ulnar nerve during 
arthrosis & hondromatosis of the elbow] 
p. 191-204, 


48118 BACRI J La diurése dans la goutte: ef- 

fets de la cure d' Evian sur la clearance 
de l'acide urique. [Diuresis in gout: effects of 
Evian therapy on uric acid clearance) p. 205-11. 


48024-48118 


. DEREUX J, DEREUX J F Les séquelles boutique 
phy} fermés: les séquelles neurclogiques. [Central 
sequelae of closed cranial injuries: neurological 
sequelae) P- 48-64. 
SRAM R 
| 
| 
— 
| 
LAYROL 
latérale | = 
matique. 
la température Kinetics of thyroid reaction to 
QUE & anatomoclinical forms of genital prolapse; = 
dans I'hémophilie vraie (11 cas) [Information re- | 
NGUS | j 
le l’inté- 
on] que et conséquences pratiques. [Depigmentary - 
emudative myopathy of the hog; disease of adapta- y 
tions pathogenic test & practical aspects] p. 355- | 
Syndro- 95; discussion, p. 395-8. } 
un cas 
mdrome 
| 
| 
| 
astig- 
ques. 
idents 
émé- 
rper- 
6. 
CP 
ate car- npa- 
AYRAL 
nplete | 
dien | 
ido- | | 
lated 
‘arotid | 
2) | 
| 
me tha- 
tement 
Re- 
gin] | 
| 
dullo- nostic. 
rome] 
ébut 
atéral | 
| 
| 
| 
jens | 
velae 
| | | 
| 
| 
urs 
ot 
: mm 
R-511 


CURRENT LIST of 


MEDICAL LITERATURE 


48119-48201 


48119 CECCHI E, BACCARINI V Malforma- 

tion de la charniére crAnio-cervicale as- 
sociée & des festati logit [Mal- 
formation of the craniocervical joint with neuro- 
logical manifestations] p. 212-9. 


48120 ROMIEUX RP Prostatectomie: tarsite 
& coli: guérison. [Prostatectomy: tarsi- 
tis caused by coli & recovery] p. 220-3. 


FEROND M, FORESTIER J Spondylar- 
Pp. -6. 


RUELLE M, DRUEZ G Un cas d'ostéo- 
myélosclérose. p. 227-9, 


48123 TELTCHAROV L, TZONEV I Au sujet 
des maladies dites du collagéne; observa- 

tion d'un syndrome articulaire, vasculaire et lym- 
pho-ganglionnaire: association d'une polyarthrite 
chronique évolutive et de la maladie de Brill-Sym- 
mers. [Concerning so-called collagen disease: 
case of an articular, vascular & lymphoganglion 
syndrome: association of chronic evolutive poly- 
arthritis with the Brill-Symmers disease] p. 230- 
4. 


48121 
cale. 


48122 


REVUE DE LA TUBERCULOSE 
(Paris) 


Rev. tuberc., Par. 22(1) Jan 58 
48124 BERNARD £, PIERON R, LUNEL J, 

FABRE C, BAROIS A Conditions d’ap- 
parition et caractéres des rechutes de la tubercu- 
lose pulmonaire de l'adulte; a propos de 234 cas en 
milieu hospitalier. [Conditions of appearance and 
character of relapse in pulmonary tuberculosis in 
adults; 234 cases in hospital environment] p. 1- 
24; discussion, p. 107-8. 


48125 LESOBRE R, OURY M Etude clinique et 
sociale de la mortalité tuberculeuse dans 

un service hospitalier de p logie depuis 1952. 

[Clinical and social study of tuberculosis mortality 

in ‘ hospital service of pneumology after 1952] 

p. 25-41, 


48126 WITZ J P, KROMER J P, RUEBSAMEN 
G, OUDET P, WEISS AG Deux perfora- 
tions tuberculeuses de l'aorte ascendante. [Two 
ub rf of the ascending aorta] 
p. 42-56. 


48127 MARTIN-LALANDE J Evolution des tu- 
berculoses pulmonaires avec souches an- 
tibiorésistantes a pousse tardive, a développement 
minime, a ha’ ési oua bilité syner- 
gique croisée; confrontations bactério-cliniques. 
[Evolution of pulmonary tuberculosis with antibi- 
otic-resistant strains, with late attack, minimal 
develop it, high or crossed sensitiv- 
ity synergism; bacterial and clinical findings] 
p. 57-70. 


48126 ARKHIPOVA O P, OUVAROVAOA Ré- 
partition dans l'organisme du cobaye des 
mycobactéries virulentes et avirulentes (B.C.G. ) 
de la tuberculose marquées par P32 lors de la con- 
tamination par voie sous-cutanée. [Distribution 
in the organs of guinea pigs of virulent and aviru- 
lent (BCG) Mycobacteri ib 1 labeled 
bay he at the time of subcutaneous infection] 
p. 71-91. 


48129 LARDANCHET J, STUDER C, LACAL- 

MONTIE J és dangers de la radiosco- 
pie chez les tubercuieux au long cours; a propos 
d'une radiodermite dorsale. [Dangers of radios- 
copy in chronic tuberculotics; dorsal radioderma- 
titis] p. 95-102. 


48130 LEVY FM, AMIONE J, MONTAZAUD 8, 
ORSAUD E Compte des unités vivantes 
de mycobactéries par sur milieux 
liquides, [Calculation of living units of mycobac- 
teria by seeding on liquid medium] p. 102-7, 


48131 BOURGEOIS P, DUBOIS-VERLIERE 
(Mme), MAEL Etude de l'action discon- 
tinue de l'isoniazide sur le bacille de Koch par la 
méthode des cultures sur lames. [Study of the 
intermittent action of isoniazid of "s bacilli by 
the method of slide cultures] p, 108-11. 


VAQUETTE A Calcifications et caver- 
nes; rapports ques. p. 111-8, 


48133 KLARNET J, CHEVALIER R_ Complica- 

tion inhabituelle d'un plombage par billes 
acryliques. [Unusual complication of plombage 
with acrylic balls] p. 119-22. 


48132 


RHODE ISLAND MEDICAL JOURNAL 
(Providence) 


Rhode Island M. J. __41(5) May 58 


48134 HINKLE LE Jr Health, human ecology, 
and the Hungarian revolution. p. 253-5; 
passim. 
LOTHGREN ET Tax savings in estate 
planning for physicians. p. 256-8. 
ACUTE poliomyelitis in Rhode Island, 
1948-1957; a special report from the 
Division of Vital S of the Rhode Island 
Department of Health. p. 259-60. 
48137 HYDE RW Butler Health Center; today. 
p. 261-3. 


48135 


48136 


LIANG DS, DE CARVALHO A_Leiomyo- 
ma of the prostate. p. 264-5; passim. 
48139 SCHIFF BL Dermatitis from acetozol- 
amide (diamox). p. 265. 


48138 


RHUMATOLOGIE 
(Aix-les-Bains) 


Rhumatologie No. 1 Jan-Feb 58 


48140 ESHOUGUES JRD' Les aspects fluxion- 
naires rhumatoldes de la maladie de 

Pierre Marie. [Inflammatory rheumatoid aspects 

of Pierre Marie disease] p. 1-21. 


4814, BONNIOT A, ARNAUD G, JACQUOT F 
Ostéoarthropathie hypertrophiante 

pneumique de Pierre Marie par fibrome endo- 

thoracique; role du 

ese de la maladie de Pierre Marie. 

Marie's os’ pneumi 

que caused by intrathoracic fibroma; role of the 


ic nerve in the orgin of Pierre Marie's 
disease] p. 22-34. 


48142 FORESTIER J Réflexions sur la théra- 
peutique de la polyarthrite chronique évo- 
lutive et en particulier sur la corticotherapie 
surrénale. [Findings on the therapy of chronic 
evolutive polyarthritis & in particular on adrenal 
corticotherapy] p. 35-42. 


48143 ROZIER M_ Les lombalgies dans le rhu- 
matisme inflammatoire. p. 43-6. 


Rheumato 1 Mar-. 58 

48144 RUELLE M, HENRARD A Le réadapta- 
tion dans les affections rhumatismales. 

[Readaptation in rheumatic diseases] p. 55-65. 


48145 PUIG-LEAL J, FERNANDEZ DEL VAL- 

LADO P, GLJON-BANOS J Traitement 
de la périarthrite scapulo-humérale avec l'alpha- 
chymotrypsine. [Treatment of scapulo-humeral 
periarthritis with slpha-chymotrypsin] p. 66-75. 
48146 LAURENT F Faut-il continuer & faire 

aux coxarthrosiques des injections intra- 
articulaires d’hydrocortisone? [Is it necessary to 
continue treating hip joint diseases by intraarticular 
injections of hydrocortisone?] p. 76-85. 


48147 LAMBERT P Le syndrome du canal car- 
pien. 7 carpal tunnel syndrome] 
p. 86-97, 

48148 SEJOURNET G Le traitement des lom- 
balgies par la gymnastique lombaire. 

[The treatment of lumbar pains by lumbar exer- 

cises] p. 98-101. 


RIFORMA MEDICA 
(Napoli) 


Riforma med, 72(10) 8 Mar 58 


48149 BONANNO S, DISALVO C Comporta- 

mento deila funzionalita renale con le 
prove di dep nell' endoang: obliterante. 
[Behavior of renal function studied by depuration 
tests in obliterating endangiitis] p. 257-8. 


48150 GIOVAC Léa resistenza osmotica leu- 
cocitaria nei tubercolotici sottoposti a 
terapia chemioantibiotica. [Leukocytic osmotic 
resistance in tuberculous patients after chemo- 
antibiotic therapy] p. 259-61. 


4815! CANDELA F, CANAZIO P L'adenolin- 
foma in sede parotidea. [Parotid adeno- 
lymphoma] p. 261-5. 
48152 TOZZI A Considerazioni su un caso di 
i intestinale. _ on a case of 
intestinal polyposis] p. 266-70. 
48153 CANESTRINI G Gli incidenti nelle com- 
automobilistiche. [Accidents in 
automobile races} p. 271-2. 


Riforma med. _72(11), Part2 15 Mar 58 


48159 RIZZO R, VENTRUTO V_ Le extrasis- 
toli del tronco commune del fascio di His. 

meee see originating in the common trunk of 

he bundle of His} p. 320-2. 


48160 DE ROSA F Un caso di dermatomiosite. 
[A case of dermatomyositis] p. 323-7. 


48161 DOUGLAS GF Incidenti e morti sulle 
. strade di citt& e sulle vie di grande comu- 
nicazione. [Traffic accidents and deaths in the 
highways} p. 335-7. 


Riforma med. _72(13) 29 Mar 58 


48162 CHIURCO GA Cause e concause nella 
genesi della cancerizzazione. [Causes 
& concomitant causes in cancerogenesis] p. 341- 
6. 


48163 DIGAETA S_ Anastomosi interbronchi- 
ali in un caso di malattia suppurativa del 

polmone, [Interbronchial anastomosis in a case 
of purulent lung disease] p. 347-50. 


48164 PARODI F, AFFRIS Sulla terapia tol- 
butamidica in diabetici adulti selezio- 
nati. [Tolbutamide therapy in selected adult dia- 
betics] p. 351-3. 


48165 MOSSA G Psicologia e psichiatria nel- 
la prevenzione degli incidenti stradali. 


y in the pr of traf 
accidents] p. 359-61. 


Riforma med, 72(14) 5 58 
48166 BENAGIANO A La fluoroprofilassi della 
carie dentale. [Fluoride prevention of 
dental caries] p. 369-77. 


48167 RIZZO R, BUONANNO G Un caso di 


e [ 
acute tuberculous thyroiditis] p. 377-81. 


COLONNA S$ Le cisti della milza. 
[Splenic cysts] p. 382-6. 


OSTAPOWICZ G Primo soccorso or- 
ganizzato negli incidenti stradali. [Or- 
ganized first aid in traffic accidents] p. 391-4. 


48168 


48169 


Riforma med. 72(15) 12 Apr 58 


48170 


TELO W, TURA S_ Fattori patogenetici 
nella mielosclerosi; ill di due 
casi p 1 Pathogenetic factors in myelo- 
sclerosis; two case reports} p. 401-8. 


4817! ALONZO M La chirurgia delle corona- 


] p. 408-18. 


48172 AZZ1 A_ 1 problema della concessione 
della patente di guida al debole di udito. 
[The problem of granting driver's licenses to sub- 
jects of hearing loss] p. 419-21. 


Riforma med. _72(16) 19 Apr 58 


48173 JACONO I Considerazioni su di un caso 
di meningite. p. 437-42. 


48174 ZILLI A, RICCI M_ Esperienze cardio- 
logiche nel bambino dell'et@ scolare: 
studio clinico-statistico su 320 casi. (Cardiologi- 
cal experience in children of school age: clinical & 
statistical study of 320 cases] p. 443-8. 
48175 CIAMILLO E, LAUS S§_ II pneumoperi- 
toneo nel quadro della riflessoterapia 
delle emottisi. [Pneumoperitoneum in the picture 
of reflexotherapy of hemoptysis] p. 448-50. 
48!7G BRANDALEONE H L'aspetto medico 
della i li d 


pr automo- 
bili. [Medical aspects of the prevention of auto- 
mobile accidents. p. 450-2. 


Riforma med. 72(17) 26 58 


48177 CASSANO A, NUZZOLO L, GIORDANO 
Le ristocetine: caratteristiche, 

attivita antibatterica, assorbimento, eliminazione 

: concentrazione nei vari liquidi organici. 


48154 D'AGATA A Effetti della tetraciclina, a 
somministrata, sulla flora fecale. 
[Effects of administration of tetracycline 
on fecal flora] p. 285-6. 
48155 PERACCHIA A Sindromi anginose e 
doanginose in corso di affezioni delle 


nous synd: 
patic bile ducts; pre- & postoperative clinical & 
statistical findings] p. 287-95. 

48156 RUIZ G, VECCHIONE P Azione locale 

dell' idrocortisone nella prevenzione delle 

tromboflebiti superficiali sperimentali. 
effects of cortisone in prevention of experi- 
mental superficial thrombophlebitis] p. 296-7. 


48157 NIGST H Incidenti stradali tramviari. 
[Streetcar accidents] p. 307-9. 
Riforma med. 72(12) 22 Mar 58 


48158 LUPACCIOLU G, D'AMICO M, ROMANO 
G L, JACOBONI M, TEDESCHI A La 


d light) 


[ istics, ial activity, 
absorption, elimination & concentration in various 
organic liquids. p. 465-71. 


4817y AULISA B, MACONI F Su di un caso di 
recidiva di ganglioneuroma del simpatico 

lombare. [Recurrent ganglioneuroma of the lum- 

bar sympathetic] p. 471-6. 

48179 PARRAVICINI M II trattamento associa- 
to con cloramfenicolo e iclina nella 

brucellosi. [Combined chloramphenicol-tetracy 

line therapy of brucellosis] p. 477-9. 


48180 GIUNTINI L Aspetti medico-sociali 
degli incidenti stradali con speciale 
do alle lesioni del sistema osteo-articolare. 
[Medical & social aspects of traffic accidents with 
special reference to lesions of the osteoarticular 
system] p. 480-2. 


Riforma med. 172(18) 3 May 58 


4816| ZANGAGLIA O, FERRATA A Le com- 
neurologiche della malattia da 

siero; descrizione di due casi e rilievi patogenetici 

i {Neurological complica- 


eliti cronicis. 


48163 TARTARO SM _ Su di un caso di necrog, 
midollare asettica. [A case of aseptic 
necrosis of the bone marrow] p. 504-7, 


48184 GEMELLI A_ Esame psicotecnico ed 5. 
ame di psicologia clinica per gli autist;, 

[Psycho-technical examinations and clinical pey. 

nations for automobile drivers 

p. 509-10. 


Riforma med. 72(19) 10 May 58 


48195 POLOSA P, REITANO U Rilievi 

umorali ed istologici in un caso di Kim. 
melstiel-Wilson. (Clinical, humoral and histo- 
logical aspects of a case of Kimmelstiel-Wilson 
syndrome} p. 521-6. 


48186 PALMA R Ulcera acuta del colon tras- 

verso con ascesso secondario del fegato; 
resezione del colon, e piombaggio 
del cavo ascessuale; chiusura e guarigione per 
primam. [Acute ulcer of the transverse colon with 
secondary abscess of the liver; resection of the 
colon, évidi and plombage of the abscess 
cavity; closure and healing per primam] p. 527- 
31. 


48187 ALTIERI A, SORRENTINO F Sull'uso 
di un nuovo preparato nelle nefropatie 
acute e croniche, nell'insufficienza renale acuta 
e negli stati tossici. [Use of a new preparation in 
acute and chronic kidney diseases, acute renal 
insufficiency and toxic states} p. 531-4. 


RIVISTA DI ANATOMIA PATOLOGICA 
E DI ONCOLOGIA 
(Padova) 


Riv. anat. pat. 13(3) Oct 57 

48188 RAGAINI L, PICCOLI P Tracheo-bron- 
copatia condro-osteoplastica. Ras- 

segna critica e rilievi statistici. [Tracheo-bron- 

chopathia chrondro-osteoplastica. 1. Critical re- 

view & statistical findings] p. 289-338. 


48189 MASCHIO C, JACCHIA E Limiti nei 
rapporti tra osteodisplasia fibrosa, osteo- 

mielosclerosi, fibrosteomi, esostosi. [Limita- 

tions in the relation of fibrous dysplasia, osteo- 

myelosclerosis, osteofibroma & exostoses} 

p. 339-68. 

48199 DOGLIONI L La silicosi della milza. 

[Silicosis of the spleen] p. 369-417. 


LUISE R_ Su di un caso carcinoma gastri- 
co con metastasi spleniche. p. 418-32, 


48191 


Riv. anat. pat. 1344) Nov 57 


48192 D'ALESSANDRO A, IGNESTI G Com- 
portamento della fosfatasi alcalina del 

tessuto osseo in rapporto allo sviluppo del tumore 

di Walker. [Activity of alkaline phosphatase in 

bone tissue in relation to the development of Walker 

tumors] p. 433-42. 

48199 VACCATO AE Patologia e clinica dei 
tumori della parotide. [Pathology and 

clinical aspects of tumors of the parotid gland) 

p. 443-556. 


48194 RASO M Desossipiridossina e adenocar- 
cinoma della Ua. 


[ idoxine and sp 

of the breast] p. ix-xi. 

48195 DE'STEFANI GB, RICCI V Consider- 
zioni anatomo-cliniche su quattro casi di 

tumori perifaringei. [Anatomo-clinical aspects 

of four cases of peri- tumors] p. aii- 

xx. 


48196 MOSCA L, SAVIC Sulla citologia 
preipofisaria di neonate con ovaie cistiche. 
Cytology of the anterior pituitary gland in newbors 
with cystic ovaries) p. xxi-xxv. 


48197 MALANDRA B Sulla sarcoidosi ossea. 
[Osseous sarcoidosis] p. xxvi-xxx. 


46198 BIANCHI C, CUCURACHI L, PIZZIGON 
E R idollari anti 


lary reactions following the introduction of carcino- 
genic substances into the marrow cavity of long 
bones] p. xxxi-xxxii. 


all’introduzione nella cavita midollare di ossa 
di ich {c 


Riv. anat. pat. 13(5) Dec 57 


48199 DALFORNO 5S, PANSA E Sui tumori neo- 

rogenici del simpatico. [Neurogenic tu- 
mores of the sympathetic nervous system] . 557 
601. 


mestruanti, [Study of spontaneous 
orrhages in menstruating women] p. 602 


46201 CURRIS B, PERRIS C Le alteraziool 
dei nuclei magnocellulari ipotalamici 
sclerosi multipla; nota preventiva. [Alterations * 
hypothalamic mag nucle! ia 
sclerosis; preliminary note] p. 624-60. 


v 
Ol. 34, No.4 
48182 MARCHIS E, QUARTAA La 
| nel trattamento delle osteomi 
zate. [Rovamycin in therapy of 
4 
i, 
| | 
| } 
| 
| 
| 
| 
| | 
| 
| 
| Sub- 
| | 
} 
| 
| | 
| 
riopatie e dell'infarto del miocardio. 
[Surgery of coronary disease and myocardial in- 
| 
| 
| | 
| | 
vie biliari extraepatiche; rilievi clinico-statistici 
pre- e post-operatori. [Anginous & pseudo-angi- 
48200 ABRESCIA N Contributo allo studio delle 
| emorragie cerebrali spontanee in donne 
-23. 
| 
| 
proiezione tridimensionale dell' immagine radio- 
ee aes logica a luce polarizzata. [Three-dimensional tions of serum sickness; description of two cases 
aii SY > — of x-ray pictures with polarize and pathogenetic, serological and therapeutic notes] 
R-51 
van 


October 1958 


CURRENT LIST of MEDICAL LITERATURE 


48202-48281 


wr4g202 BEZZIC Sopra un caso di istiocitoma 
sistemico 


dei linfonodi. 


DALLA BERNARDINA L, RIGOLI E 

Studio anatomo-radiologico del rene a 
parcellare. [Anatomo-radiological study 

Joony foci in the kidneys] p. 673- 


48204 TARDINI A istometriche ese- 
guite, 


48203 


Indagini 
dopo l'azione dell'ACTH, 
fibrosi epatica da tetra cloruro di carbonio. His- 
tometric research on the effect of ACTH on hepatic 
p. 699- 


RIVISTA DI EMOTERAPIA ED 
MUNOEMATOLOGIA 
(Pavia) 


Riv. emoter. 5(1) 1958 

48205 SILVESTRI G, PICCHIO E Considera- 
zioni sulla ricerca in vitro di una iso- 

leuco-agglutinina naturale. [Findings on in vitro 

research on a natural iso-leuko-agglutinin) p. 1- 

14. 


48206 DE NICOLA P, ZANGAGLIA O, CAP- 
PELLETTI G A Ricerche <email 
che sui sieri antiend 
genetiche sindromi | emorragiche di 
research on anti- 
endothelium serum; pathogenic data in hemor- 
thagic syndromes of vascular origin] p. 15-30. 


48207 ZANGAGLIA O, MAZZETTIGM Ri- 


sperimentali. on ex- 
Blood coagu- 
lation changes during thrombopenia] 
p. 31-42. 
48208 ASTALDI G, MEARDI G, KARANOVIC 
I Ricerche sulla protezione degli eri- 
trociti del sangue incubato in vitro. a on 
of erythrocytes in blood 
vitro] p. 43-54. 
48209 ZANGAGLIA O, MAZZETTIGM Ri- 
cerche sulle piastrinopenie sperimentali. 
lari nel corso del- 
[Research on ex- 


1958 


CEPPELLINI R Recenti progressi di 
48210 genetica ed i 
malattie da isoimmunizzazione materno-fetale. 
[Recent genetic and immunological progress in dis- 
eases caused by materno-fetal iso-immunization] 


p. 71-80, 

48211 ZANGAGLIA O Sulla preparazione di un 
siero antiglobuline di cane (siero di 

Coombs) e studio di alcune sue caratteristiche im- 

munologiche. [Preparation of an antiglobulin se - 

rum from dogs (Coombs serum) and study of some 

of its immunological characteristics] p. 81-8. 


48212 ZANGAGLIA O, MAZZETTIGM Ri- 
cerche sulle piastrinopenie sperimentali. 
VI. Studio anatomo-patologico delle cavie sotto- 
poste a piastrinopenia sperimentale. [Research 
0m experimental thrombocytopenia. VII. Anato- 
mo-pathological study of guinea pigs after produc- 
tion of experimental thrombocytopenia] p. 89-100. 


48213 PIPITONE V, DE SANTIS U, RUSSO R 

Ricerca di anticorpi incompleti antiemazie 
in varie condizioni morbose con il test delle emazie 
tripsinate; positivita permanenti e transitorie. 
[Research on incomplete anti-erythrocyte antibodies 
in various pathological conditions using the trypsin- 
treated erythrocyte test method; permanent and 
transitory positive results] p. 101-16. 


48214 NINNI M, ZANGAGLIA O, MONITILLO E 
Ricerche sulle etero-agglutinine anti-eri- 
trociti di gallo nel siero di sangue umano in condi- 
tioni normali e patologiche. [Research on chicken 
anti-erythrocyte hetero-agglutinins in human blood 
— & in pathological conditions} 


48215 ROSTI P, ZANGAGLIA O Ricerche sulla 
i immunitaria delle piastrino- 
Penie da ——— [Research on immunological 
caused by trans. 


fusions} 


ytope: 


RIVISTA DI GASTRO-ENTEROLOGIA 
(Parma) 


10(2) Mar- 58 


epatectomia parziale. [Effects of somatotropin on 
Tegeneration of rat liver after partial hepatectomy] 
55-60. 
48217 MARCONI E, FONTANILI E L'ormone 

‘ed il p di ri 
tione epatica nel ratto tiroidectomizzato e sotto- 
posto ad epatoctomia sub-totale. 
and the process of hepatic regeneration in thyrec- 
eee and partially hepatectomized rats] p. 61-5. 


46216 FONTANILI E, MARCONI E Influenza 
del predr rigenerazi 


epatica ad ep 
fects of prednisolone on hepatic 
partial hepatectomy] p. 66-70. 
48219 VIOLA P, BONADIES A 10 dolore nella 
fossa iliaca destra, con particolare ri- 
guardo alle ileiti. [Pain in the right iliac fossa 
with special reference to ileitis] p. 71-83. 


ration 


48220 PESANDO P, MERIGGIG Su di un caso 
— [Case of biliary ileus] 


RIVISTA DI MEDICINA 
AERONAUTICA 
(Roma) 
Riv. med. aeronaut. 21(1) Jan-Mar 58 
48221 


PAZZINI A filosofo 
e medico nel suo Viaggio nella 
[Cyrano de Bergerac, philosopher in 
his Voyage to the Moon] p. 3-11. 
48222 CAPORALE R, CAMARDA V La funzio- 
nalit& vestibolare di alcuni piloti di pat- 

tuglia acrobatica. eed function in various 
stunt pilots} p. 12 


48223 IBEAS GALLO D Comportamento della 
ventilazione polmonare e della tensione 
dei gas alveolari nell'uomo durante 
miscele a diverso titolo di O2 contenenti CO2 al 
7%. (Behavior of pulmonary ventilation & alveo- 
during 


mixtures 
dioxide] p. 37-45. 


48224 STROLLO M L‘adattamento alle reazio- 
ni emozionali nell'esercizio del volo. 
p. 46-6 


48225 SCANOA Alcuni effetti dell'intemperan- 
za e del riposo insufficiente sulla resis- 
tenza alla depressione barometrica. [Effect -4 
&i rest onr 
low barometric pressure] p. 63-7. 


“49226 ROSSANIGO F, STROLLO M Influenza 


della iperventiiazione volontaria sui tem- 
pi di reazione semplice nell'uomo. [Effect of 
voluntary hyperventilation on simple reaction times 
in man] p. 68-75. 


48227 VACCAC Sulla utilita diagnostica delle 
precordiali destre V2R e V4R per la di- 

mostrazione di un blocco focale della branca D. 

ma non di bile in V1. [Diag- 
nostic value of right precordial leads V2R & V4R 
for demonstration of a right branch 
Pp d not di 

46228 SCANO A L'iperossia. 

p. 88-118; contd. 


46229 LALLI G I meccanismi chimici tissulari 
nell’ acclimatazione alle quote elevate. 

[ in acclimatization to 

high altitude] p. 119-36, 


48230 VALIDITA delle prove funzionali respira- 
torie e cardiocircolatorie in sede di se- 
lezione e controllo sanitario del personale navi- 
gante. [Validity of r y& 
function tests as a basis for selection & medical 
control of flight personnel] p. 137-9. 
48231 DECILLA F Due opposti disturbi della 
conduzione atrio-ventricolare. [2 Op- 
posing AV conduction disorders] p. 140-4. 
46232 PIUSX0 Onoranze a Padre Gemelli. 
[Homage to Father Gemelli] p. 201-3. 


focal block 
din lead Vi] p. 76-87. 
[Hyperoxia] 


RIVISTA DI NEUROLOGIA 
(Napoli) 


Riv. 28(2) Mar- 


46233 FLORIS V, SEVERINI P La diagnosi 
angiografica di natura dei tumori cere- 
brali. p. 113-208. 
48234 MONTANARI A Sulla insorgenza di 
herpes simplex in corso di tetano e sul suo 
significato di benignita. [Onset of herpes simplex 
during tetanus & its significance for the benign 
outcome of tetanus} p. 209-15. 


46235 MOROCUTTI C, SERGIO C 
alcune sostanze simpaticomimetiche sul- 
lV’ attivita convulsiva da nicotina nel coniglio. 
[Effect of various sympathomimetic agents on the 
convulsive action of nicotine in rabbits) p. 216- 
26. 


neur. 


RIVISTA DI OSTETRICIA E 
GINECOLOGIA 
(Firenze) 


Riv. Fir. Jan 58 
48236 ORLANDI C, BOTTIGLIONI F Le 
modificazioni funzionali del rene durante 
l'anestesia e l'intervento nella chirurgia ginecolo- 
gica. __ [Functional changes of the kidney during 
and surgery) p. 1-17. 


ostet. 


48237 RAGONESE P Modificazioni della tiroide, 
dell’ ipofisi e del surrene di —_ normali 
e di ratte ovar 
to con estratti ope dei nuclei | ipotalamict; 
c 


the thyroid, piatinry and adrenal glands of normal 
and ovariectomized rats treated with lipoid ex- 
tracts of the hypothalamic nucleus; histological and 
histochemical studies} p. 18-36. 


48238 GASPARRI F Gravidanza ovarica pri- 


mitiva. [Primary ovarian pregnancy] 
p. 37-47. 


48239 PRINCIPE § | luteoidi di sintesi. 
[Synthetic luteoids] p. 48-53. 


48240 LEONI R Fratture e disgiunzioni oste- 
della sinfisi Obstetrical 
of the pubic symphysis] 


p. 54-6. 


RIVISTA D’OSTETRICIA E 
GINECOLOGIA PRATICA 
(Milano) 


Riv. ostet., Milano 40(3) Mar 58 


4624| FRANCINI MA La componente proteica 

nell'epitelio malpighiano cervico-uterino 
della donna. tT La portio normale. 
component in the 
uterine cervix of women. I. Normal portio] 
p. 269-74, 


48242 TONETTI E Morfogenesi e senescenza 
dei vasi linfatici - ghiandola tiroide 
dell' uomo. & senescence of the 


lymphatic. vessels of the thyroid gland in man] 
p. 275-94. 


Considerazioni 
48243 DESTRO F 


maligna b 
[Bilateral malignant cancer of the ovaries) 
p. 295-304. 


tr altera- 
to in [New 
indirect P of the water- 


46245 GREGORIG M L'impiego dell'insulina 
nelle distocie dinamiche del parto. 

[Use of insulin in the dynamic dystocia of labor} 

p. 311-22, 


Riv. ostet., Milano 40(4) Apr 58 


48246 FRANCINI MA _ La componente proteica 
nell'epitelio malpighiano cervico; uterino 
della donna: studio istochimico. II. Gli epiteliomi 
della portio. [The protein component in the cer- 
vico-uterine malpighian epithelium in women: 
histochemical study. I. Epithelioms of the 
portio] p. 353-63. 
48247 GRAMPA B Sul meccanismo di emostasi 
ormonale nelle menometrorragie funziona- 
li e sue clini rap he. [Hor- 
monal hemostatic mechanism in functional meno- 
metrorrhagia and its clinico-therapeutic conse- 
quences} p. 364-410. 
48248 BOLLOLI D, OTTAGGIO G Parto in- 
dolore previa infiltrazione anestetica 
perineale con un nuovo anestetico associato ad 
adrenalina ed jalorunidasi liofilizzata. [Painless 
labor by perineal infiltration of a new anesthetic 
combined with adrenalin and lyophilized haluronid- 
ase) p. 411-22. 
48249 CAMPLIC L’ 
antispastica per fleboclisi glucosata nella 
terapia delle distocie dinamiche dell'utero e nella 
induzione del travaglio. [Combined oxytocic- 
antispastic drugs for glucose phleboclysis in ther- 
of dynamic dystocia of the uterus and for in- 
duction of labor] p. 423-30. 
48250 CAZZOLA D Manifestazioni allergiche 
e gravidanza. Allergic manifestations 
and pregnancy] p. 431-5; contd. 


RIVISTA DI PATOLOGIA E CLINICA 
(Parma) 


Riv. pat. clin. 13(3) Mar 58 


4825; TONIG Su di un caso di ginecomastia. 
p. 105-8, 
48252 TONIG [I comportamento della transa- 
minasi glutamico-ossalacetica del siero 
in rapporto con lo stress chirurgico. [Behavior 
of blood glutamic oxalo-acetic transaminase in re- 
lation to surgical stress] p. 109-14. 


48253 TONIG L'azione dell'anestesia barbi- 
turica sulla eliminazione urinaria dei cor- 
ticoidi C21-a-chetolici. [Effect of barbiturate 
on urinary excretion of C21-a-ketols} 
p. 115-7. 


48254 TONIG Sulle itiche addominali con 
reti di nylon. [Plastic repair of the ab- 

domen with nylon mesh] p. 118-24. 

48255 DE PERGOLA E Prove di ricupero di 
sostanze test aggiunte al sangue nel con- 

trollo della specificita di metodi di dosaggio dei 

cataboliti ormonali. [Recovery of test substances 

added to blood in the control of the specificity of 

methods for determining hormonal catabolites 

p. 125-8. 


48256 ne Sulle plastiche diafram- 
[Plastic repair of the dia- 
phragm) 


Riv. 


48257 FALCIDIENO P, CARRATINO L Sulle 
correlazioni tra gravidanza e 

neoplasie; ricerche sperimentali sul sarcoma gal- 

Mera del Mus [Possible correlations 

between p e:@erimental 

studies of Galltera in Mus norvegicus) 

P. 


4825u MODENA L, RICCI C Dati clinici sul- 

ri in terapia della associazione 
CAF-sulfamidici. [Clinical data on the therapeutic 
use of combined ‘ol and sulfamides | 
p. 146-62. 


48259 CASTELLO Comportamento istomor- 

fologico del tessuto linfatico dell’ organo 
tonsillare nella cavia splenectomizzata e trattata 
con dosi intense di acido folico. [Histomorpholo- 
gical behavior of the lymphatic tissue of the tonsils 
in splenectomized guinea pigs treated with large 
doses of folic acid] p. 163-8. 


clin, r 58 


468260 FALCIDIENO P, CARRATINO L Sul 
comportamento del sarcoma galliera in- 
nestato in ratti nati da portatrici dello stesso tu- 


more. [Behavior of Galliera sarcoma 
in offspring of bearing the same tumor] 
p. 169-75. 


ROCKY MOUNTAIN MEDICAL 
JOURNAL 
(Denver) 


Mountain M. J. 58 


460261 HARRIS JS Present concepts in gyne- 
cologic endocrinology. p. 31-41. 

45262 MYERS RH Present relationship be- 
tween ophthalmology and optometry. 
p. 41-4. 

46263 CROCKETT FS Rural health over the 
years. p. 44-5; passim. 

4264 GATES AD Rural health throughout the 
United States. p. 49-53. 

46265 BARRETT FA Spontaneous hemopneu- 
mothorax. p. 53-7. 

48266 JOHNSON AC Stroke with special ref- 
erence to cerebral angiography. p. 57; 
passim. 


Rocky Mountain M. J. 55(6) June 58 


46267 MATTHEWS HA Palliative treatment of 
the lly inadeq patient. 
p. 35-8. 

46266 MINER PF Varying patterns in pul- 
monary embolism. p. 38-42. 

48269 LIDDLE EB Jr, CROKE AR Multiple 
arterial occlusions. p. 43-5; passim. 

40270 COVENTRY MB, DAHLIN DC Progno- 
sis in osteogenic sarcoma. p. 45-51; 
passim. 

46271 MURPHY JC Chlorquinaldol (sterosan) 
with hydrocortisone in dermatologic 

therapy. p. 53-5; passim. 

48272 MEATHERINGHAM RE Polyps of colon 
and rectum. p. 58-63. 

46273 STUCK RM New surgical treatment 
for paralysis agitans. p. 63-6. 

*Rocky Mountain M. J. 55(7) July 58 

4274 EBAUGH FG The old-fashioned tran- 
quilizer. p. 29-32. 

468275 HOLLY RG it of preg y 
toxemias. p. 32-5, 

48276 BANK J Carcinoma of the stomach; med- 
ical aspects. p. 35-9. 

48277 HALL WH Management of staphylococ- 
cal infections with antibiotic combina- 

tions. p. 40-1, 


GARFIELD J Staphylococcal enteritis: 
of two cases and recent advances 


report 
in therapy. p. 43-7; passim. 


46276 


RUMANIAN MEDICAL REVIEW 
(Bucuresti) 


*Rumanian M. Rev. 2(1) Jan-Mar 58 


BRUCKNER 1, BONDAR B The influence 
40279 the role 


of the adrenal glands. p. 
40280 BACIU 1, NEUMANN £, DOROFTETU 


4826! 


phenomena obtained by 
means of diphtheria and tetanus toxins in the termi- 
nal organ. p. 15-9. 


MAGHERU A In vitro studies on trans- 
liminal exhaustion 


Ab 
: 
eliti cronicis 
Osteomye. af systemic lipoid histiocytoma of the lymph nodes} 
661-72. 
7 
7. 
NICO ed eg. 
al pey- 
58 
evi Clinic, 
) di Kim. 
nd histo~ 
-Wilson 
dlon tras- 
lel fegato; 
ne per 
© colon with 
n of the 
scess 
527- } 
| anted 
Sull' uso 
‘opatie 
le acuta 
renal 
| 
cerche sulle piastrinopenie sperimentali. 
emocoagulative nel corso del containing 7% carbon 
| 
| | 
Ras- 
heo-bron- 
‘ritical salt metabolic c syndrome in pregnancy 
| p. 305-10. 
iti nei 
aa, perimental thrombocytopenias. VL Blood & mar- 
Limita- row changes during experimental thrombopenia] 
osteo- p. 55-70, 
} 
Riv. emoter. 5(2) 
milza. 
417. | 
ma gastri- | 
418-38, 
| | 
| 
Com- 
a del | 
| tumore | 
ase in 
of Walker i 
| j 
ica dei | 
ry and | 
ara | 
2. | 
arcinoma | 
| 
msidera- 
> casi di 
aspects 
ja 
 cistiche. 
newbor: 
ossea. | 
ZIGONI 
ssa 
carer 
carcino- 
nori Riv. gastroenter. 
48216 FONTANILI E, MARCONI E influenza 
dell’ormone somatotropo sulla rigenera- 
tione epatica del fegato del ratto sottoposto ad | 
dio delle 
donne 
hem- | 
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48282-48378 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No. 4 


48262 DINISCHIOTU GT, PREDA N, 
Lescu IC, IONESCU C, ILUTA G 
Investigations on the treatment of lead intoxication 


tic acid). 


during 
the ulcerative disease. 
4628S HAGIESCU D, DUTU E, CIORANESCU: 
DINU M Contributions to the study of 
medicamental tuberculous anergy: the role of 
isoniazide. p. 30-1. 


40266 
importance 


46287 = H, BRUCKNER S, MARINESCU 
BRIKMAN B, FRIEDMAN I, TEQDO- 

RESCU  SPINER F Clinical forms of epidemic 

hepatitis in children, according to age. p. 35-6. 


46288 SLOBOZEANU H Cerebromeningeal 
oedema of the new-born. p. 36-7. 


4 'U A, COCINSCHI R A comparative 
oon ar ane the treatment of chorea minor. 
p. 37-41. 


48290 EFANESCU C, PREDA E, 

'U F, MEIU F Contri- 
dementia senilis. p. 42-5. 


DRAGANESCU S, BOTEZ M Enhancing 
factors in the induction of acute chorea.. 
p. 45-7. 


CORTEZ P in the 
treatment of tabetic gastric crises. 
p. 47-9, 


462939 BELLOIU D, MAICANESCU M, 
SAHLEANU V Contributions to the sys- 

tematization of the syndromes of insufficiency of 

the reproductive function in the male. p. 50-4. 


46291 


48294 — Cl, PETREA I 
cancerologic inv 

ian People's Republic. p. 56-62. 

48295 cosricust O, GRIGORESCU 8S, SUCIU 
Local and systemic reactions per- 

man. p. 62-6. 

46296 TEODOR F, CONDREA H, NICEA I, 


Endoc rino- 
in the Ruman- 


48297 CHIRICUTA I, SUCIU T Iterative spinal 
anaesthesia by the anterior route. 
p. 70-2, 
48298 MIRON Poy ROSIN A, SAMOVICI H, 
Trauma, a relapse-inducing 
factor in vb A of the eye. p. 75-6. 
LASCU F, ARSENI C, OPRESCU I 
48299 NICULESCU M Aetiopathogenesis of the 
Foster-Kennedy syndrome. p. 76-9. 
48300 VENDEG V, MULFAY V Symptomato- 
logic changes due to antibiotic treatment 
in oto-rhino-laryngology. p. 80-2. 


48301 FIRU P, DAN O Contributions to the 
of acromegaly from the 
by stomatologic 


48302 ABUREL E, MIRESCU A, ELIAS P 
The 


permeability in pregnant women. p. 90-1. 


SAMMLUNG VON 
VERGIFTUNGSFALLEN; 
ARCHIV FUR 


ARCHIV FOR 7 TOXIKOLOGIE; 
FUHNER-WIELANDS 
SAMMLUNG VON 
VERGIFTUNGSFALLEN 
(Berlin) 


SBORNIK LEKARSKY 
(Praha) 


Sborn, lék. 59(1) Jan 57 
48304 J, PETRIKOVA A 3, 
nodosuma a studend granu- 
lie. nodosum & cold granulia] p. 2- 
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C Le rétro-pneumo-péritoine. I. 
technique, incidents, accidents. 

p. 821-5SP. 


48633 WOLFROMM R, WATTEZ E, LIGNERAT 
BLAISET C Le rétro-pneumo-péri- 

toine. I. Indications; séméiologie du rétro-pneu- 

mo-péritoine normal. p. 826-37SP. 


48631 


papillary 
muscle with twisting of chordae tendineae. 


Sem. . Paris 34(14 24 Mar 58 
48634 SARROUY C, RAFFI A, BOINEAU N 

L'atrophie cérébrale des encéphalopathies 
infantiles chroniques; les apports de |' encephalo- 
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creas] p. 870-4P. 


48640 GOBINEAU H DE, STAMBAK M, 
AJURIAGUERRA J DE Séméiologie de 


ments 
children's writing; clinical aspects of graphic de- 
rangement in children] p. 875-83P. 
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Sem. . Paris 34(15) 28 Mar 58 


48642 MORIN M, GRAVELEAU 4 SCHIMMEL 
REMY 


48643 LICHTWITZ A, SEZE SDE, HIOCO D, 
BORDIER P, _PARLIER R, STRAUSS M 
dans les — 


tes avec lésions du squelette % Phosphorus & 
calcium metabolism in nephritis with skeletal 
lesions} p. 915-22. 


48644 M'UZAN MDE, BONFILS S, LAMBLING 
A Stude de 18 cas de 
recto-colite hémorragique. p. 922-8. 


49645 LEMENAGER J Conduite a tenir en 
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48945 parson 1A G, BABUSHKINA V T 
Primenenie platsentarnoi 


and early postpartum] p. 100-2. 


£0947 FS lochentia bron 


POLENKD V K, DONSKOI MD Opyt 


radioactive phosphorus) p. 106-11. 


£9949 LIPKINA RS Zabolevanie pochet i dy- 
khatel’ 


ness of synthomycin and i 
severe forms of diphtheria] p. 113-4, 


4695; KULIEEV MM Oslozhneniia bol'nyth 


FOMIN VS K metodike dlitel'noi ane- 
stezii pri lechenti sin- 
[Method of prolonged anesthesia in 
it of algi dr ] p. 117-8, 


£5953 AN lechenii 


motor function of the stomach in peptic ulcer] 

p. 123-6. 

48955 DUBOVIK NG Ob anestezii 0,1% raz- 
tvorom novokaina. [Anesthesia with 

0.1% novocaine solution] p. 127. 


48956 MURAZIAN RI Metod vnutrikostnogo 


denii operatsii na konechnostiakh. 
tra sthesia in 
the extremities] p. 128-30. 
46957 


pri prove- 
[Method of in- 
on 


BELOGLIADOVA N I, KOROVINA TN 


tonite. 
2. 


469588 


nas dinalie (Tt 
Liver abscess with Trichomonas intestinalis 
hominis Davaine)} p. 132-3. 


469539 VLASOV FT Sluchai gangreny nezhnei 


na pochve ugar- 
nym gazom, 
caused by poisoning by carbon monoxide} p. 134- 


ANAN'INA K voprosu o tominksoze 
[Thominx infection of the lungs} 


48962 SHTRES Al Stareishaia infektsionnaia 
bol'nitsa; « 75-letiiu infektsionnoi bol'ni- 
tsy imeni S. P. Botkina v Leningrade. [An old 
communicable disease hospital; on the 75th anni- 
versary of the S. P. Botkin Hospital in Leningrad] 
p. 138-41. 
48963 KHOROSHIN MG Aleksei Gerasimovich 
Polotebnoz, 6 fevralia (25 ianvaria) 1938 
Gerasimorch (31 dekabria 1907 g.). 


Aleksei F 
838-13 January 1908] p. 141-4. 


sion on public health planning] p. 3-13. 


48965 TR Znachenie dispanseri- 


“S966 KHLIUPIN VA 0 dispanserizatsiii 
profilaktike bol'nykh gipertonicheskoi 
bolezn'iu, [Dispensary service and pre 
therapy of patients with hypertension] p. 19-22. 


48967 KAUFMAN SV Opyt dispansernogo ob- 
sluzhivaniia nekotorykh grupp te: 
rvice of 

rapeutic 

hospital urban area] p. 22-8. 


48968 DADASH'IAN AM Nekotorye 
gipertoniche- 


46969 yg G Z, STRAVCHINSED 
Zabolevaemost' s vremennoi utratoi 
sredi malodykh rabochikh Ku- 
taisskogo avtozavoda. [Morbidity with temporary 
disability among young workers in a Kutaisi auto- 
mobile factory)” p. 34-7. 


48970 LEVIN VM Nazrevshie voprosy 
ing problems in health preservation of juvenile 
p. 37-43. 


> 
woe 
Vol. 34, No. 
48904 nie sobliudeniia rezhima i trudoustroistva 
[Disease bol'nykh gipertonicheskoi bolezn'iu. [Importance 
nauk Rumynstoi Narodnoi Respubliki. [Aid of 
Pick vee Soviet medical science in the development of med- 
ical science in the Rumanian People's Republic} sintomitsi 
p. 3-11. nom. [Complications of typhoid fever treated 
syathomycin] p. 115-6. 
48929 BILIBIN AF, KORNILOVA II Prime- 
nenie kortizona i AKTG pri briushnom ti- 
fe, brutselleze, virusnom gepatite, iazvennom ko- 46952 
kee lite; obzor literatury. [Use of cortisone and dromov. 
ae ACTH in typhoid fever, brucellosis, virus hepati- treatm 
ee _| tis and ulcerative colitis; review of the literature] 
povodu provodnyth iazv zheludka i dvenadtsatiper- BURASHNIKOVA N M, MEL’ 
i | stnoi kishki. {Some observations on patients un- £8930 
ed ant nous administration of novocaine} p. 119-23, 
denal ulcer) p 46954 ZAMARAEV E P Vilianie anestezii 
ny perkutorno! boleznennosti na motornuiy 
KRASNOGOLOVETS VN Ustoichivost' funktsiiu zheludka pri iazvennoi bolezni. [Effect 
4693!  dizenteriinyth bakterii k sintomitsinu i 
ftalazolu i ee znachenie v klinike. [Resistance of 
es p. 04-0. 
48910 GRITSMAN IUIA Ob oshibeakh diagno- 
stiki i lechenii ostryth thirurgicheskith 
zabolevanii organov briushnoi polosti. [Errors in i 
diagnosis and treatment of acute surgical diseases 
ae oat a: in the treatment of acute K voprosu 0 kesarevom sechenii pri peri- 
-1. [Cesarean section in peritonitis} p, 131- 
raste; po dannym polikliniki, [Features of the 
| 
. 136-7, 
2596; TIULIANDIN AD Sochetanie matochnoi 
{ trubnoi beremennosti. [Uterotubal 
pregnancy] p. 137: 
| 
| 
| 
| 
rodouskoriaiushchem vliianii promedola i izopro- 
effect of promedol and i 
(Moskva) 
Sovet. zdravookhr. 17(3) Mar 58 
mennoi utratoi trudosposobnosti sredi rabochikh 
Sieg otchet me obstetrical data from lying-in MTS. [Importance of dispensary service for 
Pah ia decrease of morbidity with temporary loss of work 
capacity among machine tractor sation workers] 
p. 13-9. 
we | profilaktiki krovopoteri v posledovom i rannem 
| in prevention of blood loss in the placental stage 
2 
derzhashchei anestezin i efedrin. [Treatment of 
ro ee ce bronchial asthma by a smoking mixture containing rence and course of hypertension in Astra’ 
anesthesin and ephedrine] p. 103-6. p. 28-34. 
politsitemiei i ronicheskimi leikozami. 
ee 2 ment of polycythemia and chronic leukoses with 
- oA travmatizma v lespromthoze. [Prevention of nom tuberkuleze. [Disease of the kidneys and 
ee. nee occupational traumatism in forestry operations} respiratory apparatus in osteoarticular tuberculo- 
p. 138-42. sis) p. 112. 
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48971-49062 


vaccination 
tion in a rural mountain district] p. 43-6. 


49972 CHACHKHIANI G A Opyt organizatsii s 
brutzellezom v Klukhorskom (Karachaev- 

organization of brucellosis prevention in 

Klukbori (Karachai area of the Stavropol'sk area] 

p. 47-50. 

KARRYEV OM Opyt perestroiki sel’- 

[Result of reorganization of a rural district 

lie health service in Turkmen SSR] p. 50-4. 

46974 O deiatel'nosti pol'sko- 


Lunkevicha v dorevoliu- 
Activity of the Polish physi- 
in prerevolutionary Ar. 


48973 


tsionnoi 
clan W. K. 
menia} Pp. 55-6. 


Sovet. zdravookhr. 17(4) Apr 58 
48975 ISTORIKO-MEDITSINSKAIA rabota v 
=. [Medical history in USSR] p. 3- 


48976 Iz istorii kitaiskoi na- 
rodnoi meditsiny. of Chinese 

mtional medicine} p. 8-13. 

49977  KRAMCHANINOV N F iz istorii zdra- 


ia [History of 
public health in Kazakhstan} p. 13-7. 


40994 oe. As Opyt dvukhetapnoi zagotovki 


sel'skoi 
bol'nitsy. [Result of two-stage preparation 


48995 N A, CHIRKIN + Opyt 


48996 POPOV GA K voprosu o planirovanii 
podgotovki vrachebnykh kadrov. [Plan- 

ning of training of medical personnel] p. 41-7. 
LIVERGAND MI Ob uchete profilakti- 

49997 cheskikh privivok. [Registration of pro- 

phylactic vaccinations] p. 47-8. 

48998 NN Iz istorii zdravookhrane- 


niia v Starom Oskole. [History of public 
health in Staryi Oskol] p. 


48999 ISKHAKOV SI sanitarnom prosve- 
shchenii v Kitaiskoi Narodnoi 


Srpski arh. celok. lek. 86(1) Jan 58 


49000 BEROVIC R, SLAVKOVIC J, PERMSIC Vv 
Uloga kore kore nadbubreine #lezde u infarktu 


46978 PETRIAEV ED Meditsinskaia 
na krainem severo-vostoke Sibiri v nachale 

MX stoletila. [Medical aid in the extreme North: 

Hast of Siberia in the beginning of the 19th century] 

p. 17-21. 


48979 PASIUKOV F V, SELIVANOV VI Vrach- 
bol'shevik Ivan Vasil'evich Rusakov; k 80- 
ik the 


letiiu ndenii Bolsh and 
physician Ivan Vasil'evich ; 80th birthday] 
p. 21-5. 

46980 IAKUBOVA EN G. F. Lang, krupneishii 


alia; k 10-letiiu so dnia smerti. [G. F. Lang, 
the greatest organizer of Soviet public health; 10th 
anniversary of nis deatn}] p. 25-9. 


46961 L'vovskie Ukrainskie Shpi- 


48962 [Levon Tigraal- 
an; 50th anniversary of his death] p. 34-8. 


48983 IUI Vydaiushchiisia skii 
i. [An outstand- 


i Push pyelcan p. 38- 


48984 MUL'TANOVSKII M P Opyt prepodava- 
@ history of medici ity] 


46985 DOGLE NV Dinamika zabolevaemosti i 
smertnosti ot tuberkuleza po 

Rossiiskoi Fed rbidity 

and mortality of tuberculosis in the towns of Rus- 

sian Federation] p. 45-9. 


48986 BERLIN VI _ Opyt izucheniia obshchei 

iia sel'skogo 
raiona; po materialam Pliusskogo raiona Pskov- 
thot oblast 2a 1956 g. [Studies on general mor- 
bidity of a rural area; according to materials of the 


Sovet. zdravookhr. 11(5) May 58 


46988 KOVRIGINA MD _ Sostoianie i perspektivy 

razvitiia sovetskogo zdravookhraneniia. 
[Current status and future development of Soviet 
Public health} p. 3-11. 


48989 SAGATOV RS Tsennaia initsiativa kol- 

khoznikov Uzbekistana v uluchshenii zdra- 
Yookhraneniia na sele. [Valuable initiative of col- 
lective farm workers of Uzbekistan in improving 
Public health in the villages] p. 11-7. 


48990 IANOVSKII Analiz sel’ skokhozia- 
istvennogo travmatizma v Surkhan- Dar’- 
inskol oblasti Uzbekskoi SSR. [A of agri- 
Cultural traumatism in the Surkhan- Dar’ insk re- 
on of Uzbekistan SSR] p. 18-21. 
48991 DOMOEVICE rabote stantsii 
aviatsii oblastnoi bol'nitsy. [Work 
ot sanitary aviation sation of regional 
48992 ER Opyt snizheniia sel’ skokho- 


48993 ANIKIN TU A Opyt raboty sanitarno-epi- 


takhstanskoi oblasti Result of the work of the 
Sanitary-epide 


. 49014 


iokarda. [Adrenal glands in myocardial in- 
farct] p. 1-17. 
BELOPAVLOVIC M 
4900; MILO B, 8 


27. 


49002 BREIC D, VRCELJ 6, POPOVIC ¥ 
sindrom. p. 26-39. 


490¢3 1, L Meningealne 
komplikacije u toku subakutnog bakteri- 
skog endokardita. dur- 


ing subacute bacterial endocarditis] p. 40-6. 


49004 GRCIC R Utero-placentna apopleksija 
(Couvelaire-ova bolest). [Utero-placen- 
tal apoplexy (Couvelaire’s disease)] p. 47-54. 


49005 MITROVIC M Postoperativni recidivi 
kod oboljenja odvodnog sistema. 

[Postoperative recurrence in diseases of the bili- 

ary tract] p. 55-63. 


49006 PETROVIC M, STAJIC s, VUIASIN J 

Frekvencija klinitkih simptoma i progno- 
za primarne detje tuberkuloze. [Incidence of 
clinical symptoms and prognosis in primary tuber- 
culosis of children] p. 64-76. 


49007 STEFANOVIC 8s, SAVIC s, DJURIC pe 
kom plikacije i le& 

[Causes, complications and treatment of obesity) _ 

p. 77-88. 


STANOJEVIC B patent | 


ANTIC R_ Novi sintetski kortikosteroidi 
i njihova primena u medicini, 
[New synthetic corticosteroids and their use in in- 
ternal medicine} p. 100-4. 


49010 MITROVIC M, GLADILIN N, JOvIC V 
Kombinovana pelagre. 
eee vitamin therapy of pellagra] p. 105- 


49009 


49011 KRVNE grupe sistema Rh. [Blood 


groups of the Rh system] p. 111-6. 
Late 


49012 XNEBEV B 
eclampsia) p. 
49013 MiTROvIC ALEKSIC A Kavernozni 
ezenterijuma. 
SIMIC S, NIKOLIC s 
abdominalne aktinomi' 


ci i terapiji koze. 
and treatment of abdominal actinomyco- 


sis} p. 127-31. 


49015 MARINOVIC I Slu®aj atipitnog crush- 
sindroma. (Case of atypical crush 
syndrome] p. 132-5. 


49016 STANOJEVIC M Dr. Karlo Pacek; 
1807-1876. p. 135-7. 


49017 
. dr. Jozeta Pelharfa. 
(om ray of Prot Jozef Pelhar] 


STAIN TECHNOLOGY 
(Geneva, N. Y.) 


Stain Techn. _33(3) May 58 
BEALS H O, GUARD AT An abrasive 


49018 


preparing 
want study. p. 103-8. 


49019 SURREY K Detection of protein-bound 
amino groups in plant tissue by Schiff base 
f and azo coupling. p. 109-14. 


#9920 GANESAN A T, SWAMINATHAN ‘M S 
Staining the nucleus in yeasts. p. 115-21. 

4902! SAAL JR, RIEK RF Studies on Bovine 
mast cells: I. The effect of formalin fix- 

ation. p. 123-8. 

49022 McCOMB EA, McCREADY RM Use 


of the  hydroxamic acid reaction for de- 
activity. p. 129-31. 


roller- 


4 SPAKE EM 
tube tissue cultures. 


49024 DOCKUM NL, COLEMAN EJ, VOGT 
G Detection of plutonium contamination 
raphi: 


and coating 
p. 133-6. 


BERTRAM EG, IHRIG HK A nonstick- 
ing cover-glass weight. p. 143-4. 


ACKERMAN GA A multiple-unit mold 
for paraffin embedding. 144-6. 


CATHER JN Fixing and staining the 
chromosomes in eggs of invertebrates 
p. 146-7. 


49028 HOLMGREN U_ Secretory material in the 
following performic acid oxidation. p. 148-' 


NTHERAPIE 
(Miinchen) 
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49029 RIES JK Die Methoden der Strahlenbe- 
handlung gynakologischer Krebse an der 

L Frauenklinik der Universitat Munchen. [Meth- 

ods of of gy J cancers at the 

L. Gynecological | Clinic at Munich University} 

p. 485-98. 


49030 GELLER HF, 
der Behandl: 


utterhalskar 
zinoms in den 1949 bis 1951. [Re- 
sults of treating cervical cancers during the years 
of 1949 to 1951] p. 499-502. 


4903! STUTZ E, BLUTHGEN U Krebsentste- 
hung durch indirekte Strahienwirkung. 
[Carcinogenic effect of indirect x-rays} p. 503-11, 


49032 NICHOLSON ML Krebsentstehung nach 

Ve rfutterung von | 2- ~Azetylaminofluoren an 
Ratten mit gleich lerter 31-MeV- 
Bestrahlung sowie Vit, B12-Behandlung. (Carcin- 
ogenesis after feeding 2-acetylaminofluorene to 
rats with simultaneous 31 MeV irradiation & vita- 
min B12 treatment] p. 512-23. 


RINGLEB D Zur radi schen Klinik 
49034 er Bi Radiological 
clinic of bladder tumors] p. 530-50. 


490 SCHERMULY W Kalziumstoffwechse- 
3s landerungen beim metastasierenden Mam- 
unter Ber 


to hyp icemia}] p. 551-9. 
49036 HESS F, SCHERER E Die Bedeutung der 
Inf in der geschwulst- 
nischen Praxis. [Value of infrared 


in tumor clinical practice] p. 560-8. 
HESS F Die von 
49037 


tro. L Vergleichende der Phago- 
zytoseaktivitat bei Tumorkranken, Patienten mit 


diseases in vitro. I. Comparative investigations 


patients with formation of infec’ 
p. 569- 


kurzzeitiger 
c leukocytes after fractional total 
irradiation of short duration] p. 572-8. 


49039 = H, PARCHWITZ H K, WINK- 
LER C Untersuchungen ber den Kalium- 

und N: halt in verschi nor- 

maler und adrenalektomierter Ratten nach Ganz- 

kérperbestrahlung. [Research on calcium & so- 

dium content in various organs in normal & adre- 

rats after total-body irradiation] 
p. 579-84. 


49040 SCHON H, SITZMANN F C, BARTH G 
Das Verhalten der 
1(+)-Milchsaure und Alpha- -Ketoglutarsaure im Se- 
von Rént- 


rum bei der th 

genstrahlen. [Blood content of pyruvic acid, 
1(+)-lactic acid & a-ketoglutaric acid during ra- 
diotherapy] p. 585-91. 


4904! 
igen bei g 

ten Metastasen. [Outlook of sectional x-irradia- 

tion in generali: metastases] p. 592-9. 

HENNIG K Ein- oder 


49042 bei der Schii 
mit Radiojod. [1- or 2- study in thyroid 


function tests with radioiodine] p. 600-2. 


DALICHO WA Aussichten der Réntgen- 


49043 GHYS R Etude d'ionisations répétées au 
moyen de l'iode radioactif chez l'homme. 
[Repeated ionization by means of radioiodine in 
man} p. 603-8. 


49044 SANNAZZARI GL Dosimetrische | Unter- 
r die A 

keiten gefilterter weicher Strahlen zur Fern-Ganz- 

Dermatosen. (Dosi- 

soft rays in detent total-body irradiation 

of generalized dermatosis} p. 609-18. 


£9045 BECKER J, SCHEER KE, BEKERUS M 

Ein n Applikator fir die Bestrahiung gros- 

ser — mit Co60- Perlen. 
of 


for the 

beads | 619-22. 

49046 BECKER J, GUDDEN F, KUTTIG H 
Siebbestrahl 


jung mit Co60-Gammastrahlen. 
ee irradiation with Co60 gamma rays] p. 623- 


49047 ANDRISKA J, FRIGYESI G, KBZELY G, 

NAGY M Die Wirkung einer grossen Do- 
sis Rontgenstrahlen auf die Entwicklung eines men- 
schlichen Foetus. [Effect of large x-ray dose on 
the development of a human fetus} p. 630-8. 
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49048 SCHMID F oe it édi 
teux modernes, leurs gains et leurs ris- 
treatment] p. 179-84. 
49049 FORSTER E, MOLE L Le chirurgien 
devant "hyperthyrofaie. [Surgeon and hy- 
perthyroidism] p. 185-8. 


49050 ny Les obésités {éminines: 


l'obésité constitutionnelle par les sub- 
stances anorexigtnes. [Treatment of constitu- 
tional obesity with es) 
p. 198-203. 
4 LUTZ A, GROOTTEN O, WIT 

scse MA (Mme), SCHAEFFER a sur 
la fréqi le réle et la sensibilité 
aux sulfamides et aux antibiotiques de bactéries 

on the inci- 


du type Bacterium anitratum. 


LAUSECKER C Conduite & tenir dans 

les inc sanguines foeto-ma- 

ternelles (facteur rhésus et groupes fondamen- 

taux. [Treatment of feto-maternal blood incom- 

patibilities (Rhesus factor and basic groups)] 

p. 219-29. 

49054 TEMPE G L’'éosinophilie dans les para- 
sitoses. [Eosinophilia in parasitosis} 

Pp. 230-6. 


SCHNEEGANS E, ROHMER A Comment 
@lever des nouveau-nés aux laits indus- 
triels. [How to get newborn adjusted to industrial 
milk] p. 237-40. 


49056 SCHNEEGANS E, ROOS R Le praticien 
devant un hémorragipare 


un syndrome 
] p. 241-7. 


49055 


Strasbourg méd. 9(4) Apr 58 


49057 JUSTIN-BESANCON L, LAMOTTE M, 

LAMOTTE-BARRILLON §_ Cortico-sur- 
rénale et équilibre hydro-ionique. [Adrenal cor- 
tex & water-electrolyte balance} p. 287-94. 


49058 PAYET M, CESAIRE 0G, CAMAIN- 
GIABICANI R (Mme) Rense 

donnes par l'exploration chromatographique des 

acides amines libres du serum dans les cirrhoses 


cancer of the liver] p. 295-304. 


MULLER J A propos d'un cas de hernie 
49059 antérieure. 


diaphragmatique 
qe! fatty diaphragmatic anterior hernia} 
P. 


cardies. p. 310-4. 

49061 WEILL JP Diagnostic des comas chez 
les . p. 315-20. 

49062 SCHWARTZ J Les tranquillisants. 


p. 320-4. 


October 1958 
fective. protivotuberkuleznoi vaktsinatsii revak- 
atment of sel'skom raione. [Result of of 
tomitsi- 
pated with | 
| | 
th sin- 
| | termining 
| j 
ovowal- 
rave- 
; 
1 on the [Sanitary education in the Chinese People's Re- 
a public] p. 54-8. 
He SRPSKI ARHIV ZA CELOKUPNO 49027 
LEKARSTVO 
(Beograd) 
rove- 
of in- 
on 
TN 
i peri- 
ne), = 
J | 
zhnei 
gar- 
ity 
| 
| ; | 
| me nerveux, [Re of sex hormones and othe 
1 tila L'vova. [Lwo’'w Ukrainian hospitals from the nervous system in female obesity] p. 189-97. ; 
16th to the 18th century; 700th anniversary of f 
foundation of Lwo'w] p. 30-4. | 
naia | 
I'ni- 
grad) | 
vich 
49033 SPODE E, BURK W 
: tersuchungen iiber das Verhalten ver “ dence thogenetic role and sensitivity to sulfon- : 
denartiger radioaktiver Goldsole im Organismus. » y 
[Experimental research on the distribution of het- 
erogenous radioactive colloidal gold in organism] 
. 524-9. 
matizma. [Modern experiences in rational treat- . 
| 
= | ler Hyperkalzamie Changes alcium metabo- | 
| lism in metastatic cancer of breast with special | 
| | 
49997 KLEBANOV IA A Opyt raboty sanitarno- 
epidemiologicheskoi zluzhby Iuzhno-Ka- 
with sakhstanskoi oblasti. [Sanitary and epidemiologi- | 
tal service in the South-Kazakhstan District} 
p. 55-7. 
| Erkrankungen entzundlicher Genese, degenerativen SE 
Erkrankungen und bei gesunden Personen. [ Phag- . — —— 
7 ocytic activity of blood granulocytes in cancerous 
| 
— 
od jer eosi- 
rter 
lity of 
P | £006 GRAPPE JM Le traitement des brady- 
of decrease of agricultural traumatism] | 
25-30. 
ny 
region) p. 30-4. | 
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49063 ROGER P La notion de foyer en clinique: 


neurale). [The idea of the focus of irritation in 
clinical practice: therapeutic deductions (neural 
therapeutics)] p. 325-38. 


49064 MATHIS M Les conséquences psycholo- 
giques des sanctions l'école. 
Psycho 


logical 
ment sanctions in the p. 339-42. 


49965 SAGOT Organisation du dépistage des 

affections mentales a I'école. [Organiza- 

tion for the detection of mental disorders in the 

school] p. 342-6. 

49066 BINDSCHEDLER JJ Pour un renouveau 
” de la e scolaire. [For a revival 

of school pedagogy] p. 347-51. 

49067 REDSLOB E Les amétropies 

bisme concomitant. p. 352-60. 


et le stra- 


SUOMEN 
(Helsinki) 


Suom. lehti 13(6) 20 Feb 58 
re & 


suus. 
rate] p. 217-25. 

49969 HIRVENSALO M Neuvolan sosiaali- 
merkityksest’. [The 
sociomedical significance of maternal & child 
welfare centres] p. 227-43. 


Suom, lak. lehti_ 13(7) 1 Mar 58 


49070 RISKA N Cor pulmonale chronicum vid 
lungemfysem och astma, [Chronic cor 
1 le wit & bronchial 


asthma] p. 277-91. 

4907, VIIKARI SJ Rintaontelon kirurgisten 
tautien hoi suuksista. [Treat- 

ment possibilities in surgical chest disease] 

p. 292-303. 


Suom. lauk. lehti 13(8) 10 Mar 58 


49072 PANKAMAA P, KAUPPINEN MA Syn- 
nytyspaikan vaikutus lasten ja ditien kuol- 

leisuuteen. [Influence of the place of delivery on 

maternal & newborn mortality) p. 333-44, 


49973 MA, PANKAMAA P Kitien 
laste 
vv. 1946-1955. "[Maternal & newborn | 


home deliveries in the period from 1946 to 1 
p. 345-55. 


Suom. laak. lehti 13(9) 20 Mar 58 


49074 SAKSELA N_ Spontaanisesta hypog! 
miasta. hypoglycemia} 

p. 389-402. 

49075 LEPPALUOTO P Havaintoja synnytys- 
ja naistentautiopin alalta USA:sta. [Ob- 

stetrics & gynecology in the U.S.A.] p. 403-8, 


Suom, lauk. lehti_13(10) 1 Apr 58 


49076 RANTASALO I! Laitosinfekteista. [In- 
fections in hospitals] p. 431-9. 


Suom. lehti 13(11) 10 58 
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kak pokazateli razlicheniia zvukovykh signalov. 
[Conditioned motor reaction and verbal report ona 
stimulus as an index of variability of sound signals] 
p. 260-9. 
49608 KOK EP Priemy issledovaniia u che- 
loveka prosteishiikn obobshchenii i popy- 
tka ikh analiza. [Method of in- 
vestigation in humans of simple generalization 
and essay of their physiological analysis] p. 270- 
6. 
49609 KOLOGRIVOVA IU G, ROKOTOVA NA 
Irradiats: 


radiation and concentration of inhibition processes 
in the motor analyzer] p. 277-85. 


49610 KUPARADZE ML, KURTSIN IT 
nyi kostnyi tuberkulez i 


kory mozga. 
[Experimental osseous A and cortical 
function] p. 286-98. 


LEKISHVILI V P_ Izmenenie vysshei 

nervnoi deiatel'nosti i raboty serdtsa pri 
Uk ogo pish ogo refleksa v elek- 
Ib itel'nyi. [Modifi of higher nervous 
activity and of cardiac work during conversion of 
conditioned digestive reflex to electro-defense re- 
flex} p. 299-309. 


49612 LIPATOVA NIA, MAIOROV F P, 
PAVLOV BV Deistvie total’ nogo oblu- 
cheniia rentgenovskimi luchami na vysshuiu ner- 
vnuiu deiatel'nost' sobak. [Effect of total body 
roentgen irradiation on the higher nervous activity 
in dogs} p. 310-21. 


49613 LICHKUS KV Vliianie ekstirpatsii 
oblastei kory golovnogo 


solleneey 8 zheludka. [Effect of ‘extirpation of the 
premotor area of the cerebral cortex on the size 
of interoceptive conditioned reflexes from tne 
stomach] p. 322-9. 


49614 MARENINA AI Izmenenie potentsialov 
mozga pod viiianiem rastorma- 
zhivaiushchikh razdrazhitelei na razlichnykh stadi- 
iakh gipnoza. [Effect of inhibition of stimuli on 
changes of cerebral potentials in various stages of 
hypnosis} p. 330-4, 


MINKINA VA  Viiianie pishchevykh 
ratsionov s razlichnim kolichestvom bel- 
na vysshuiu nervnuiu deiatel'nost’ myshei. 
{ntiect of food rations containing various quantities 
of proteins on the higher nervous activity in mice] 
p. 335-43. 


49611 


P 


49615 


e 
Vol. 34, No, 
ANDREEVA VN Vilaianie khronichests 
40698 go primeneniia kofeina na uslovnyi tor- 
moz k sisteme uslovnykh razdrazhitelei. [Effect 
Mit Ge of chronic application of caffeine on conditioned 
inhibition in the system of conditioned stimuli 
~ 
tae Trop. Dis. Bull., Lond. 55(5) May 58 
EI Sledovye sosudistye reflekay na 
neposredstvennye i slovesnye razdrazhiteli u che- 
wee 
CGILLETT JD Laboratory tests on grafting in hypophysectomized and hypothyroid 
eee the maintenance of yellow fever virus rats. p. 47-9. 
P aa in certain predatory arthropods. p. 269-71. 
‘actual? 49603 DEGTIAR' EN Viiianie na vysshuiu 
rasdraghitelet. [Effect on the higher nervous 
nomozgovykh tsentrov na porogovyi parabioz peri 
Ss, sag may thyroid and parathyroid glands. fericheskogo nerva. [Effect of Sechenov's inhibi- activity in a child of stereotopes of stimuli} 
Teo p. 50-2. tion of the spinal centers on liminal parabiosis of p. 217-29. 
49604 DENISOVA AS Viiianie optimal’ nykh 
| 
| 
| 
ne oh muno-electrophoretic study of the serum of mice 
eT yeh ge? irradiated by lethal doses of x-ray and protected | 
by rat bone marrow. p. 58-60. 
| 
para- 
J 
| 
yee Fn enhancing and inhibiting rabiosis efferent ef- 
| 
vozbuzhdeniia v dvigate n analizatpre. [Ir- 
Trop. ._med., Amst. 
[Electro- 
ae ie: myographic characteristics on functional reorgani- 
t zation of the motor apparatus following tendon 
transplantation] p. 75-85. 
“eet 
kharakteristika efferentnoi impul'satsii 
yee > v nervakh pochki. [Electrophysiological charac- 
a ae teristics of efferent impulses in renal nerves] 
p. 100-8, 
49591 SOSNOVSKAIA ZA Vliianie sechenov- 
skikh tormozhenii na akkomodatsiiu sedali- 
a shchnogo nerva. [Effect of Sechenov's inhibition 
on accomodation of 
skeletnykh myshts pri kataleptoidnykh sostotani - 
iakh. [Physiological mechanisms of the develop- 
ment of plasticity of skeletal muscles in cataleptoid 
ianii kor ylovnogo mozga Permea of 
49616 MOVCHAN NP izmenenie vysshei ner- 
vnoi deiatel'nosti pod viiianiem postoian- 
Bee nogo elektricheskogo toka razlichnogo napravieniia 
ms | | 
ro- | propr’ ° Tr nervous 
tas [Formation of temporary bonds between intero- 
and propioceptive stimuli] p. 142-9. 
R-526 


ober 1958 


CURRENT LIST of MEDICAL LITERATURE 


49617-49705 


49617 VV Zapazdyvaiushchie 
Sonaitioned reflexes and dynamics of 
382-08 


49618 ONISKO OG Uslovnoreflektornaia 
heskaia sekretsiia na deistvie 
secre- 


[Conditioned reflex 
tory response to secretin] p. 366-76. 
49619 PLESHKOVA TV _ Uslovnye sledovye 
pri nevrastenii. [Conditioned 
trace reflexes in neurasthenia] p. 377-84. 
49620 RAD'KOIK Rol’ oboniatel'nogo analiza- 
tora v roiushchei pishchedobyvatel'noi 
delatel’nosti gryzunov. [Role of the olfactory 
analyzer in burrowing in food-searching activity 
in rodents] p. 385-92. 
4962! SAMTSOVA AV Viiianie testosteron- 
propionata na vysshuiu nervnyiu deiatel'- 
nost' starykh krys. [Effect of testosterone propi- 
qmate on the higher nervous activity in old rats} 
p. 393-400. 
49622 SERGEEVAIV Pit'evaia vozbudimost’ 
pishchevogo tsentra pri peredelke pishche- 
vykh i oboronitel'nykh uslovnykh refleksov. 
{Drinking irritability of the digestive center during 
conversion of digestive to defense conditioned re- 
flexes] p. 401-8. 
49623 SUVOROV NF Sosudistye refleksy u 
sobak posle stolknoveniia polozhitel'nykh 
i kh 
(Vascular reflexes in dogs following interference 
af basic and inhibiting interceptive conditioned re- 
flexes) p. 409-18. 
49624 KHARCHENKO PD K analizu tormozhe- 


niia pri tel'noi uslov- 
reaktsil. _ [Analysis of inhibition of 
delayed basic ditioned reflex ] p. 419- 
26. 
49625 KLIAVINA M P Ob obobnoshenii uslo- 


zvukovogo refleksa u zrelo- i nezre- 
lorozhdaiushchikhsia zhivotnykh v rannem postna- 
tal’nom ontogeneze. [Generalization of sound 
conditioned reflex in animals born prematurely 
and at term during their early postnatal develop- 
ment) p. 429-36. 
49626 KOBAKOVA EM KX analizu viiianiia 
tséntral'noi nervnoi sistemy na dvigatel'- 
nuiu deiatel’nost' tonkogo kishechnika v ontogeneze. 
[Analysis of the effect of the central nervous sys- 
tem on the motor function of the small intestine in 
ontogenesis] p. 437-45. 
49627 MOISEEVA NA _ Uslovnye refleksy pri 
vykli uchenil kontsa 


RASHEVSKAIA DA 0 viiianii orienti- 
rovochnykh refleksov s oboniatel'nogo 

li bi Effect of orientation 
yzer on gas exchange] 


£9630 FIRSOV LA_ Uslovnoe tormuzhenie u 


Il. Differentsirovanie pi- 
shehevykh i uslovnykh termozov deteny- 
shem shimpanze. [Conditioned inhibition in pri- 


ditioned inhibition in young chimpanzee] p. 470-6. 


4963) GRINEVA KA K voprosu o viiianii 
rentgenovskikh luchei na | dvigatel'no-eva- 
kuatornuiu funktsiiu zhelod hechnog 


obsh ohluch 


trakta pri y 
[Bffect of total body x-irradiation on gastrointes- 
tinal motor-evacuatory function] p. 479-83. 
49632 GULIAEVA LN Sekretornaia funktsiia 
maloi i bol'shoi krivizny zheludka pri . 
narusheniiakh vysshei nervnoi deiatel' nosti. 
[Secretory function of the lesser and of the greater 
curvatures of the stomach during higher nervous 
function disorders] p. 484-97. 


ristics of secretory functions of the les- 
Ser and of the greater curvatures during sham 
feeding in esophagectomized dogs] p. 498-508. 
49634 SOLOV'EV AV, SOLOV'EV NA, 
SOLODKINA OV Viiianie 


te go Obluch na sekretornyiu funk- 
tsiiu razlichnykh polei zheludka. [Effect of total 


body roentgen irradiation on secretory function 
of various areas of the stomach] p. 509-13. 


(Denver) 
17 58 
49635 NYKA W Observations on airborne 
experimentally induced 
amimals. p. 28-33. 


49636 WEBSTER BH Bronchopulmonary 
geotrichosis; a review with report of 

four cases. p. 33-5; passim. 

49637 MYLES RK, SIEKER HO Sarcoidosis. 
p. 42-5, 


TUBERKULOSEARZT 
(Stuttgart) 


Tuberkulosearzt 12(3) Mar 58 


49638 BRUGGER H Zur Behandlung der Hals- 


cervical lymph node tuberculosis] p. 135-48. 
EBERS N Nachbeobacht ung von 46 Kin- 
49639 Gorn nach ab 
Meningitis. [Follow-up observation of 46 chil- 
dren after recovery from tuberculous meningitis 
p. 148-54. 


49640 WILDE W ther die Wirkungsweise eines | 
tube 


Chemothe 
(Mechanism of action of a tuberculostatic chemo- 
therapeutic agent] p. 154-6. 


4964! Erfahrungen mit Dairin 
4-Di at) in der 
Behandlung der Kind ib [Exp 
with dairin (2, 4-diamino b th ) in 
treatment of tub losis in children] p. 156-61. 
SIXT Die Ro ih h 
4964, 
nates gen in Bayern. 
ies in Bavaria] p. 161 
Tuberkulosearzt 58 
49643 HABICHT K, LANGER R Die Entwick- 
lung der Indikationsstellung zu chirurgi- 


schen Eingriffen bei destruktiven Lungentuberkulo- 
sen. [Development of indications for surgical 
of di 


pul y ] 


bei Pneumonie nach Virus-Grippe. 
[Familial diposition to pneumonia after viral 
grippe] p. 229-33. 
49645 GROSS-SCHONEPAUCK D Noch einmal 
Epituberkulose. [Once more about epi- 
tuberculosis] p. 233-8. 


49646 SKLENAR V, OLEJNICEK M, JANCIK E 
Ergebnisse 


lose. [Results of chemotherapy of pulmonary tu- 
berculosis, carried on for over one year] p. 238- 
48. 


49647 HUSEN JH Erfahrungen mit dem 
Hustenmedikament Tessalon. [Experi- 
ences with cough medicine tessalon] p. 248-53. 


49648 H Ger 


und der Siliko- Tuberkulose. 
[Expert and 
culosis] p. 253-9. 
TUBERKULOZA 
(Beograd) 
-Oct 57 
49649 STANGL B Promene serumskih belan- 
éevina kod plucne tuberkuloze. 
in p ub ] P, 304. 
49650 HERCEG P Cor pulmonal: 
klinika. [Chronic cor pulmo- 
nale. I. Clinical aspects] p. 13 
4965; GIUNIO N, VOZEL J  Vitalni kapacitet 


pulmonary function] p. 314-23. 
49652 TRAUNER L Klima i tuberkuloza. 
p. 324-30. 


49653 JANKOV M, J, 


Loewenstein's medium without potato flour] 
p. 331-5. 


49654 


49655 


fection of the tonsils with hematogenous generaliza- 
tion] p. 344-9. 


49656 GRAOVAC B Hamman-Rich-ov sindrom; 
progresivas intersticijalna fibroza 


diffuse interstitial fibrosis] Pp. "350-3. 


49657 MURATOVSKI G Kretanje smrtnosti od 


child tuberculosis in 
1984-4 p. 354-60. 


49658 KALINSKI Nekoliko podataka 


Makedoniji. [Considerati 
in cattle in Macedonia] p. 361-4. 


£9659 PETROV S Povodom nekoliko 
silikoze plucau NRM. [Certain cases 
of pulmonary silicosis in Macedonia] p. 365-9. 


ice sekcija za borbu 
loze JCK-a. [Yugoslavian Red Cross and its 
activities in control of tuberculosis; 10th anni- 
versary of the section for control of tuberculosis 
of the Yugoslavian Red Cross] p. 370-6. 


losis; 
culosis Institute] p. 3-16. 
49662 PUTNIK D, VANIC D 


NAGY M, ALEXY M, KOVATS M 
49664 Hepatitis 60 tubertuldeis, {Hepatitis and 
tuberculosis} p. 279-82. 


49685 SERII A pyrazinamid klinixai alkal- 
mazésa; (Ciin- 


prikaz 3 slucaja. [Tub di 
adenopathy in adults; 3 case reports} p. 17-20. 


49669 VUCKOVIC L, M Rezultati 


49665 IGNJATOVIC T Dr Milo’ Tasi¢; 1900- 
1957. p. 44-5. 


TUBERKULOZIS 
(Budapest) 


Tuberkulézis 10(10-12) Oct-Dec 57 


49666 KISS F, MARTON-ZAGONY I A granu- 
lumok szerepe a tube 
[The role of granules in the morphology 
of tuberculosis} p. 209-11. 
49667 —— Z, NAGY E A simultan bron- 
diagnosztikus szerepe. 
Diagnostic ¢ role of the simultaneous bronchotomog- 
p. 212-4, 
49668 KOVATs F, KERENYI I Resectiéds mé- 
tétek axillaris 


entry in resection operations] p. 214-5. 
JENEY E, ZSOLNAI T A maleinsav-hy- 

tijabb tuberkulostatikum. 


two new anti 


216-9, 
49670 T A lengyel tuberkuldézis el- 
eni kiizdelem rvezetének ismertetése. 


sze 

rculosis campaign] p. 223-7. 

SZIGETI P Tiiddrontgen sziirévizsgdla- 
tox néhdny fogyatéxossd4gdrdl. [A few 
inadequacies in x- 4 screening examinations of 
the lungs] p. 227-3 
49672 HAJNAL T fertéz6forrds 


49671 


and method for Saale detection of unknown 
sources of infection] p. 233-8. 


49673 SZUNGYI Z 
ps: statusa és 
anyagon. Psychological state of patients with 
and its in am- 


bulatory care] p. 238-41. 
49674 GECZY-NAGY A INH resistens bacte- 
riumok virulentidjdnak therdpids és epi- 


-resistant bacteria] p. 241-3. 


49675 VANDRA E Mycobaktériumotra haté 

. [Phages acting upon Mycobac- 
teria] p. 244-7. 

49676 LEVENDEL L, SZOKE J A cholineste- 

rase-aktivitds (CEA) és an- 

nak jelentésége tidégiimékdrban; vizsgdlati méd- 
szerunk és eredményeink. ana on cholines- 
terase (CEA) activity and its significance in pul- 
monary tuberculosis; study methods and results} 
p. 247-51. 

49677 FERENCZIG, FODOR T Vérdtim- 

lesztés és antituberkulotikumok 

hatdsa a kisérleti tenger 
[Combined e of antituberculotic drugs ‘and 


blood 

guinea pigs} p. 

49678 KULKA F, VINCZE E 
talan 


xépéher. 


thorax] 
49679 SZOTS I, DANIEL F Tapasztalataink a 
tiddtuberkulézis miatt térszukitéssel 


in 


+44) 


egyidejileg végzett 

[Experiences with resections performed simul- 
taneously with the narrowing of the pulmonary 
space in pulmonary tuberculosis} p. 260-3. 


49680 GUSZICH A Haemolyticus krisiseket 


splenic tub ulosis causing bh lytic crisis} 
p. 263-8, 

49681 ROJKO J A coxitis tuberkulosdrdi. 
[Tuberculous coxitis} p. 268-71. 


49682 SZANTO S, HANKOVSZKY M, G 
aktiv therdpidval elért 
korai és xésdi gyégyeredményei. [Early and late 
results in the active therapy of pulmonary tuber- 
culosis] p. 271-6. 


49683 rare A, HELLE B, THALY 1, VAMOS 
KATONA M, VIZY E 

| tapasztalatai. 

resections} p. 276-9. 


[Maleic hydrazide and 
tuberculotics } 


Tiidéresectiés 
[Experiences with lung 


49687 KOVACS K, VARVEDY J Vagus-shock 
kézben. [Vagus shock 
during bronchoscopy] p. 289-90. 


TORK TIP CEMIYET! MECMUASI 
(istanbul) 


Turk Jan 58 


49685 MAKTAV Z sikatrisi neticesi 
kapal nar 


hususi bir 
metod. [A special method for reconstructing the 
obstructed nares as a result of smallpox] p. 36- 
9. 
49689 YUCEL A Kaposisarkomu. p. 40-6. 
4 BILHAN N, ULUTIN ON, SESTAKOF D, 
— KARACA M Bir Gremi vak'asindaki 
hemorajik diyatezin aragtirilmasi (thrombopathia 
uremica), [Study of hemorrhagic diathesis in a 
uremia case] p. 47-51. 


49691 N Kimmellstiel-Wilson sendro- 
unda kan proteinlerine bagli poli sak- 
karitler hakkinda. [Plasma protein-bound poly- 
saccharides in Kimmelstiel-Wilson syndrome} 
p. 52-7. 
49692 POLVAN N Serebro-vaskiller arizalar 
ve heparin. [Cereb 
and heparin} p. 59-63. 
49693 UNAT EK Tulrkiye'de giardiasis'in 
epidemiyolojisi. [Epidemiology of giar- 
diasis in Turkey] p. 64-74. 
49694 ATAMAL S Rowatin (rowatinex) in ety- 
olojik, farmakodinamik tesiri ve eksperi- 
mental arastirmalar. [Rowatin in etiologic and 
pharmacodynamic action and in experimental re- 
search] p. 76-80. 


TUMORI 
(Milano) 


Tumori, Milano 44(1) Jan-Feb 58 
49695 PIETRANTONI L, LEONARDELLIGB I 
1 solitar ici del- 


r fal studio anat linico su 16 
casi. (Solitary extracranial neurilemmomas of the 
head; 


anatomo-clinical study of 16 cases} p. 1-36. 


429696 MORINO F, CATANIA Vv ae OLIVERO 
L'arte: arteriografia ag 
dei tumori renali ed epatici. aaa. 
49697 C, SAMUEL S&S, RUSSENBERGER 
GV Sulla istogenesi dei miomi (studio di 
633 casi) = particolare riguardo all'attivita — 
e fibrillopoietica dei blasti ed alla 
imbibizione idrica della sostanza intercellulare. 
(Histogenesis of myoma (study of 633 cases), with 
special reference to the 
activity of myobl & wi to the ab- 
sorption of water in caenstieine substance] 
p. 50-6. 
49698 GRATTAROLA R, DI PIETRO S La te- 
rapia ormonale del carcinoma avanzato 
della mammella; valutazione dell'efficacia e della 
dose terapeutica mediante |’ indagine citologica va- 
ginale. emer therapy of advanced breast can- 
cer; the 
p. 57-64. 
49699 BUCALOSSI P, GRATTAROLA R, CA- 
TANIA ve DDD(I, 1-dicloro-2, 2-bis- 
) nel tr del carcinoma 
o della lh [DDD (dichloro-bis-p- 
) in the ot 4 
breast p. 65-77. 


49700 Considerazioni sui tu- 
ori ossei a struttura tiroidea ed iperne- 
on bee tumere thyretd & 
p. 72-80. 


(p-cior 


froide. 


TUNISIE MEDICALE 
(Tunis) 


Tunisie méd. _96(3) Mar 58 


BENMUSSA 5S, DIDIER R, MESSAOUDA 
Leucosarcomatose abdominale. 
p. 131-2; passim. 


49702 HADDAD N, AISSA L B 
cas de diabéte a glycémie anormale- 

ment gr 08). [A case of diabetes with 

abnormally elevated blood sugar (11 gr 08)) 

p. 141-2; passim. 


49701 


49709 BENONR Ne la dé 
dementia in aged) p. 147-8; passim. 


Tonichesico. 
yi tor. Jan-Feb 58 
toned 4966; ZUNIC D Primena 
renalnih hormona u 1 tuberkuloze 
fF pluéa i pleure; iskustva i postignuti rezultati u use of pyrazinamide, early iherapeuuc re- 
lovnore- nagem institutu. [Use of pituitary-adrenal hor- sults} p. 283-5. 
mural 
the. lefol, né- 
hdny Osszefiiggésr6i. [Relations between the clin- 
netodilka ical courses of bronchial stenosis and pulmonary | 
alizatora tuberculosis] p. 286-8. 
gation of 
| 
fleksy na ecenja decje Tkuloze 
eli u che- | godine. [Results of treating tuberculosis in chil- 4 . 
to dren during 2 years] p. 21-31. 
henie na tuberkulinsku reakciju bolesnika s 4 
rabote pluénom tuberkulozom. [Effect of tuberculostatic 
therapy on tuberculin reaction in patents with 
ectric- pulmonary tuberculosis] p. 32-7. a 
U Saba- 
obses- . 
| 
zi. 
en dur- | 
6. = 
= 
reotipoy 
p. 219-28. 
44 WERNER E Uber familitire Disposition 
nykh | 
dif- | 
bro- 
leiatel' - 
ksov. dur en erapie bei Lungentuberku- } 
| 
nogo | 
povy- 
fena- 
tion 
| 
aia [Conditioned reflexes following exclusion of the U 
azhitele peripheral end of the visual analyzer in ontogene- 
ov. sis in dogs} p. 446-53. | | 
rt ona 
signals] 4s 
| 
che- 
popy- p. 454-62. 
49629 FIRSOV LA Dannye ob irradiatsii i 
kontsentratsii tormoznogo protsessa u 
P sobak i obez'ian. [Data on irradiation and con- 
centration of inhibitory process in dogs and | 
NA monkeys] p. 463-9. | 
a | 
demiologiai vonatkozdsairél Therapeutic and 
epidemiological significance of the virulence of 
isoniazid 
g o-hirur zahvati. . or | 
a [Vital capacity and thoracic surgical conditions. 
cal of 
i 
pri 
lek- 
rvous | | 
n of 
| 
| 
GAVRILOVIC M_ Pneumoconiosis anthra- 
cotica. p. 336-43. ‘ 
er- 
ty 49633 DVINIANINOV LI Osobennosti sekretsii PUTNIK D Pozna tuberkulozna primo- 
ivity maloi i bol'shoi krivizny zheludka pri infekcija tonzile pra¢ena hematogenom 
mnaimom kormlenii ezofagotomirovannykh sobak. | 
| 
{ the | 
ma- 
adi- 
tuberkulinskog indeksa kod goveda u NR 
el- 
ce} | 
49660 ANTONOVIC M Jugoslovenski crveni 
r- krst u borbi protiv tuberkuloze; povodom 
on 
R-527 
ate 


49704-49809 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No. 4 


49704 BRUGUAIROLLE A P Indications re- 
spectives de Saint-Honoré, La Bouboule, 

du Mont-Dore et des stations sulfurées fortes 

dans le t des i des voies — 

tories supéri et infé 

garding waters from Saint neuer’, Bourboule, 

Mont Doré & highly sufurated spas in the treatment 

of diseases of the upper & lower respiratory tract] 

p. 153-4; passim. 


UGESKRIFT FOR LAEGER 
(Kebenhavn) 


Ugeskr. laeger 120(10) 6 Mar 58 


49705 JARNUM S, THING E Parenteral kvael- 
stoftilfersel med proteinhydrolysat og hu- 
mant serum. [Parenteral administration of ni- 
trogen with protein hydrolysate & human serum] 
p. 297-305. 
49706 FISCHER F, STENDERUP A, BANGSBO 
ANDERSEN CLEMMESEN T C-re- 
aktivit protein otein; kliniske undersggelser. 
tive protein; clinical studies] p. 305-10. 


49707 CRONE C, LASSEN N, MUNCK O, 
SCHWARTZ M Prob 


[C-reac- 


af bevidstlgse patienter; risici ved at anvende pro- 
teinrig sondemad. [Problems in feeding of un- 


tube feeding] p. 310-3. 
49708 RENSTRUP G, PINDBORG JJ Leuko- 
keratosis nicotina palati. p. 313-5. 
49709 KRONHOLM V Materialeproblem ved 
Olovson's kanyle og gummiapparatur. 
[Material problems connected with the use of Olov- 
son's cannula or rubber apparatus} p. 315-7. 


49710 CHRISTENSEN J Tracheotomi i et akut 
for! rkulose. 


vaccination pA grund af penicillinallergi. 

y 


49712 DAHLGAARD-CHRISTENSEN E Udvik- 
ling af svaer hos aeldre 


in aged diabeti p. "320-1. 

49713  VENG-CHRISTENSEN E Corpus alienum 
oesophagi; farligt legetsj. body 

in esophagus; a dangerous toy] p. 321. 

49714 THORN NA Kloridanalyser; automatisk 
titrering. [Chloride analysis; automatic 

titration] p. 325-6. 


U . 11) 13 Mar 58 


49715 HERTZ M Effekten af restenil (mepro- 


49716 M 


blind experiment with patients 
with neurotic symptoms] p. 343-6. 


49718 THORN NA _ Fordeling og funktion af 
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[Fibromyxosarcoma of the bladder in a 3-year old 

child) p. 62-4, 

49890 MAKHOV GA Sluchai vrozhdennogo di- 
vertikula uretry. [Congenital diverticula 

of the urethra] p. 64. 

49641 DONIN Istinnaia lipoma 

[True lipoma of the scrotum] p. 65. 


PROSEKOVA NA _ Sluchai raka pridatka 
iaichka. [Cancer of the epididymis} 
p. 65-6. 


RUBINOV DM Sluchai opukholi pridatka 

iaichka, [Tumors of the epididymis} 

p. 66-7. 

49094 RUSAKOV VI Odnomomentnoe total’noe 
vosstanovienie muzhskoi uretry. [ 

stage total restoration of a male eouheni Pp. 67-8. 


49495 SHABAD AL Novoe v gormonal'nom 
lechenti raka noi zhelezy; obzor 
in hormonal 


49392 


49093 


therapy of cancer of the cnet: foreign lit- 
erature review] p. 69-73. 


treatment of renal tuberculosis} p. 74-8. 


496896 PROFESSOR losip Naumovich Shapiro; 

k 70-letiiu so dnia rozhdeniia. [Profes- 
sor Iosif Naumovich Shapiro; on the 70th anniver- 
sary of his birthday) p. 92-3. 
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49897 SALIKOVA MV _ Refleksy s mochevogo 
puzyria na sliunnye i zheludochnye zhelezy. 
[Reflexes from the urinary bladder to the salivary 
and gastric glands} p. 3-7. 
49898 GORBASHEVA TP O zhiznssposobnosti 
pochki posle ee omentizatsii | pereviazki 
hechnoi veny; eksperimental'noe issledovanie. 
Viability of the kidney after omentization and liga- 
tion of the renal vein; experimental study) p. 7-10. 
£9699 RUSAKOV VI Eksperimental'nye dan- 
nye ob operativnom lechenii striktur 
uretry. rimental data on operative treat- 
ment of urethral stricture] p. 10-4. 
49900 LEIBEL' SA Opyt lecheniia travmati- 
cheskikh striktur uretry v urologicheskoi 
klinike imeni A. A. Chaiki za 1944 - 1954 
[Result of treatment of traumatic stricture | the 
urethra in the A. A. Chaika Urological Clinic from 
1944 to 1954] p. 15-8. 
49901 GUZHAGINA IN Otdalennye rezul'taty 
lecheni striktur 
obliteratsii muzhskoi uretry. 
treatment of traumatic stricture and obliteration of 
the male urethra] p. 19-20. 
49902 Limo J, MARCZYNSKA A Otdalennye 


-June 58 


49903 KOZLOV FA _ K voprosu ob operativnom 
lechenii varikotsele. [Operative treat- 
ment of varicocele] p. 24-5. 


mennogo 
[Methods of choice of operation in dila- 
tation of the veins of the spermatic cord] p. 26-7. 


49905 MILOVIDOV VE Ekonomnaia rezektsiia 
pochki pri tuberkuleze ee. [Economic re- 
section of the kidney in tuberculosis} p. 27-32. 


49306 SHVARTSBERG EM Luchevaia terapiia 
opukholei mochevogo puzyria. [Radiation 
therapy of bladder tumors] p. 32-8. 
49907 BERMAN NA, CHAKLIN AV Voprosy 
Tisatsii bol'nykh s novoobrazo- 


49906 ENFEDZHIEV MN Nash opyt gor- 
monal'nogo lecheniia adenomy pred- 
statel'noi zhelezy. [Hormone therapy of adenoma 
of the prostate] p. 42-5. 
49909 MIKHAILOVA AA Tsistograficheskie 
issledovaniia bol'nykh do gryzhesechenii i 
posle nikh. [Cystographic study of patients before 
and after herniotomy] p. 45-9. 
49910 AL'BEKOVA RG Lechenie tsistitov 
of cystitis 


‘with furacillin] p. 49-50. 
V, SHNITZER LIA 
mocheto- 
[Substitution of in- 
jured ureter with a section of small intestine} 
p. $1-2. 


49912 PEVZNER BL Redkaia anomaliia 
hek. [Rare anomaly of the kidney] 


49911 


poc 

p. 52-3. 
49913 ZIL'BERMAN MN Sluchai metasiaza 

gipernefroidnogo raka pochki v mochevoi 
puzar'. [Metastasis of a hypernephroid cancer of 
the kidney into the bladder] p. 54. 


49914 ZAKHAROVA OA _ Limfogranulomatoz 


ogo puzyria. 
[Lymph 1 of the 
urinary bladder] p. 54-6. 
49915 CH'ANG MT Kolloidnyi rak mochevogo 
[Colloid cancer of the urinary 


bladder] p. 56-7. 


49916 NIKHAMKINA E A 
deniia nad lecheniem raka on 

puzyria radioaktivnym kobal'tom (Co). [First 

observations on treatment of cancejt the urinary 

bladder with radioactive cobalt (Co™)) p. 


49917 8 R, ORLOV AS 
of urine 


caused by ureterocele) p. _ 

49918 VN, GEKHMAN BS K 

‘hennom urakhuse 

p. 61-3. 

49919 VOL'PIAN EL Sluchai spontannogo 
nekroza (infarkta) iaichka. oo 

necrosis (infarct) of the testicle] p. 5. 

49920 ZAK Sluchai 
we [Actinomycosis of the penis) 

65- 


4992! GOLIKHORSKIISD K voprosu ob etio- 


bolezni. 
[Etiopathogenesis of urolithiasis) p. 67-73. 


GREBENSHCHIKOV GS Petr Grigor’- 


49922 
evich Divnenko. p. 95. 


4 
i 
tique; 
2-70, | 
naires, | 
patient 
me 
emps | | 
in hospi- | | 
| shki; eksperimental'noe issiedovanie. Result 
met | of study of urinary tract plastic surgery with ileal 
the | | 
| | 
| 
EST J } 
ique d'un 
azine 
[Remote results of tissue therapy in urethral r 
| stricture} p. 21-3. if 
| 49904 KISTOSDURIAN TL Metody vybora ¥ 
| gushskoi ASSR. (Data on urolithiasis in Chenchen- 
tka laichka. Spermatozoal granuloma of ap- 
pendix testis] p. 36-9. 
49850 TONCHAN AB, MOCHALOVA TP K | 
voprosu o klassifikatsii tuberkuleza mo- 
chepolovykh organov. [Classification of urogenital 
tuberculosis] p. 40-2. | 
| vanilami mochepolovoi sistemy. [Dispensary 
service of patients with neoplasms of the urogenital , 
| | system) p. 38-42. 
| | pod viiianiem mineral'noi vody istochnika 
| Naftusia kurorta Truskavets. [Changes of urinary 
skawiec spa} p. 46-8. 
| | 
15-9. 
éme 
lic | 
ans la 8. 
| 49885 FIKSMAN F L Odnomomentnaia prosta- } 
tektomiia s primeneniem krovoostanav 
he ex- O tak nazyvaemykh vospalitel'nykh opukho- a | 
| 
| 
| in the bladder) p. 61. pe 
| | BUDMISTROVA AF Sluchai immigratsii | 
[Im- 
| 
Anes - 
625- 
| | 
| | 
| | 
| | | 
648- | 
| 
| 
| 
7 thrombosis} p. 274-90 
- 
| 
| 
R-529 


49923-50011 


CURRENT LIST of MEDICAL LITERATURE 


Vol. 34, No, 4 


USPEKHI SOVREMENNOI BIOLOGII 
(Moskva) 


bg sovrem, biol. 45(1) Jan-Feb 58 
49923 PRONIAKOVA GV bBiosintez vita- 
mina 


B12, p. 3-13. 
£9324 MAKSIMOVA IV Pigmentnaia sistema 


49925 TRUSOV VI Fosfatidy. p. 26-45. 
49926 BERKOVICH EM Sovremennye metody 


nation of loss of energy in human and animal sub- 
jects] p. 47-64. 
49927 SOLDATENKOV PF 
naia reguliatsiia osnovnykh funktsii zhva- 


chnykh zhivotnykh. reflex regulation 
of basic functions in ruminating animals] p. 65- 


79. 
49928 BOGOIAVLENSKAIA NV Rol’ nervnoi 
siste mekhanizma 


vaniia krovi. "Taste & to 
regulatory mechanism in blood coagulation] 
p. 80-96, 
itv tkanei 


v ontogeneze. 
properties of tissue in 
Pp. 


*Usp. sovrem. biol. 4! Mar-. 58 

49930 KOLOTILOVA AI okislitel'nogo 

raspada u uglevodov u v 
de- 


composition of carbohydrates in euamipiion 
and in animal organism] p. 133-49. 
4993! GENES SG Sovremennye dannye o me- 
khanizme deistviia insulina na obmen 
veshchestv. [Recent data on the mechanism of 
action of insulin on the metabolism] p. 150-67. 
49932 1A Mekhanizmy kapilliarnoi pro- 
[Mechanism of capillary 
permeability} Pp. 168-84. 
49933 IAGUZHINSKAIA LV K voprosu o me- 
khanizme deistviia insektitsidov. 
[Mechanism of action of insecticides] p. 185-99. 


49934 SHEVLIAGIN VIA Obnaruzhenie anti- 
genov s fluorestsiruiushchikh 
antitel. “Detection of antigens with the aid of 
fluorescence antibodies} p, 218-33. 
49935 ZHUKOV-VEREZHNIKOV NN, PEKHOV 
A P, LYSOGOROV NV O biclogicheskikh 
{ fiziko-khimicheskikh zakonakh nasledstvennosti 
gong and physico-chemical laws of heredity] 
Pp. 45. 


VERHANDLUNGEN DER DEUTSCHEN 
GESELLSCHAFT FUR 
UNFALLHEILKUNDE VERSICHERUNGS- 
UND VERSORGUNGSMEDIZIN see 
HEFTE ZUR UNFALLHEILKUNDE; 

_ BEIHEFTE ZUR MONATSSCHRIFT 
FUR UNFALLHEILKUNDE UND 
VERSICHERUNGSMEDIZIN 
(Berlin) 


VESKA-ZEITSCHRIFT 
(Aarau) 


Veska Zschr., Aarau 22(3) Mar 58 


49936 HEBEISEN A Um die Arbeitsanalyse in 
Spitalern. [Job analysis in hospitals] 
p. 129-32, 

KOHLER F Eline warnende Stimme aus 
Italien. [A warning voice from Italy] 
p. 132-3. 

GAUTSCHI Neubau des Schwesternhau- 


49937 


49939 SCHOTT. G ther die Verantwortung bei 
der Wahl von Krankenpflegerinnen. 
Puente for the selection of nurses} p. 145- 


49940 HARLEM G Auf dem zum Sieg Uber 
die kérperliche Behinde 
toward victory over physical handicaps) p. 163-4, 
Veska Zschr., Aarau 22(4) Apr 58 
SCHMIDT H Vom K: 


4 
994! iittel- und Stdamerikas. {Hospitals in 
Central & South America] p. 231-2, 


VESTNIK AKADEMII MEDITSINSKIKH 
NAUK SSSR 
(Moskva) 
*Vest. Akad. med. nauk SSSR_ 1 1958 
£9942 SOKOLOVA-PONUOMAREVA OD Raz- 
vitie i sovetskoi pediatrii za 


40 let; 1917-1957 gg. [Development and achieve- 
ments of Soviet pediatrics in the last 40 years; 
1917-1957] p. 3-12. 


49943 TROFIMOV LG, MOKHOVA TM Uspe- 
khi v uchenii o mozge. [Achievements in 
the study of the brain] p. 12-8. 


49944 ZDRODOVSKII P F Voprosy infektsion- 

; itogi issledo- 
[Problems of infectious 
; research results for 


pa i 
vanli za 1945-1957 gg. 
and 


‘ogy 
1945-1957] p. 19-37. 
49945 GAIZE GF _ Nekotorye teoreticheskie 
problemy izyskaniia protivorakovykh anti- 
biotikov. [Some theoretical problems of finding 
anticancer antibiotics] p. 37-41. 
29946 KARANDAEV SE 
anatomii v SSSR za sovetskoi period. 
lopment of normal anatomy in the USSR 
ing the period of Soviet regime] p. 42-51. 


£9947 NA _ Osnovnye zadachi biokhi- 
mii steroidnykh gormonov kory nadpo- 
adrenal cortical steroid hormones] p. 51-61. 
49948 DAVYDOVSKII IV Oprintsipakh i or- 


[Principles and organization 
of planning medical science} p. 62-5. 
49949 ATAKHANOV EI nauchno-issledo- 
vatel'skoi raboty medikov 


Uzbekistan in 1956 and the ways of its future de- 
velopment] p. 65-9. 
49950 SOLOV'EVA VA Oroli instituta tuber- 

kuleza AMN SSSR v koordinatsi! nauchnikh 

issledovanii po tuberkulezu. [The role of the Tu- 

berculosis Institute of the Academy of Medical 

Science USSR in coordination with scientific re- 

search in tuberculosis] p. 69-71. 


4995! M. V. CHERNORUTSIKT. 


Vest, Akad. med. nauk SSSR__13(2) 1958 


49952 TIMOFEEVSKII AD Osnovnye dostizhe- 
niia v izuchenii etiologii 

[Main achievements in the study of the etiology of 

tumors] p. 3-7. 


49953 LARIONOV L F 

Pp y ee razvi- 
and prospects of its development] p. 8-14. 


p. 96. 


49955 1 kak strepto- 
ainfektsiia. [Scarlet fever as a 

streptococcal cal infection) p. 27-37, 
49956 TIMAKOV VD, GOL'DFARB DM Ob 
faga i bakter- 
ial'noi kletki. [Interrelationships of phage and 
the bacterial cell] p. 37-46. 


49957 DOLGO-SABUROV BA Ob odnoi iz ak- 
tual’ problem funktsional'noi neiro- 
morfologii. 
tional 


[One of the present problems of func- 
ogy] 
49958 EV _ Evgenii Konstantinovich 


*Vest. Akad. med. nauk SSSR_ 13(3) 1958 


49959 ZHDANOV Uroki pandemit 
[Lessons of pandemic influenza] p. 3-11. 
49960 MOROZKIN NI, KHERSONSKAIA R IA 
BUSLENKO AI Osobennosti klinichesko- 
go techeniia aziatskogo grippa A-57 po dannym 
Instituta infektsionnykh boleznei AMN SSSR. 
[Specific features of the clinical course of Asian 
influenza A-57 according to data of the Institute of 
Infectious Diseases of the USSR Academy of Medi- 
cal Sciences] p. 12-20, 


4996; SMORODINTSEV AA _Itogi i zadachi 
Spetsificheskoi profilaktiki i lecheniia 
grippa. [Results & problems of specific preven- 
tion & treatment of influenza] p. 20-30, 
49962 SHMIDT EV Izuchenie funktsional'noi 
mobil'nosti zritel'nogo analizatora kak 
odin iz metodov issledovaniia vysshei nervnoi 
deiatel'nosti. [Study of the functional mobility of 
the optic analyzer as one of the methods of study- 
ing higher nervous activity] p. 30-8. 
49963 TROITSKI V L Itogi i perspektivy 
izucheniia dizenterii v opytakh na obez' 
ianakh. [Results & perspectives of studying 
dysentery in experiments on monkeys] p. 39-44. 
49964 GRASHCHENKOV NI Stoletie 


Vest. Akad. med. nauk SSSR_ 1. 1958 


49966 KRASNOGORSKII NI Otviechenie i obob- 

shchenie kak oshovnye fiziologicheskie 
funktsii detskogo golovnogo mozga. [Abstractions 
and generalizations as basic physi functions 
of the child’s brain] p. 3-12. 


49967 VD, SKAVRONSKAIA AG 


isms] p. 12-27. 


44968 KURSHAKOV NA Razvitie leikozov kak 
otdalennoe sledstvie luchevoi bolezni. 
[Development of leukoses as a remote sequels of 
radiation sickness] p. 27-32. 
49969 KASSIRSKID IA Aktual'nye voprosy pro- 
blemy leikozov; statistika, voprosy mor- 
[Actual problems of leukoses; 
statistics, morphogenesis and clinical picture] 
p. 32-46., 
49970 SAMOILOV A IA, SHAKHNOVICH A P 
Novyi metod lokal’ noi pupillografii i ego 
——- v fiziologii i klinike. [A new method of 
1 pupillography and its use in iology and 
clinical practice] p. 47-58. 


4997| BAGDASAROV AA, VASIL'EV PS, 
FROM AA Voprosy klassifikatsii kro- 

vezamenitelei. [Problems in classification of 

blood p. 58-61. 

49972 ZHUKOVSKI MA 0 sovetsko-kitaiskom 
sotrudnichestve v oblasti meditsinskoi 

nauki. [Sino-Soviet cooperation in medical 

science] p. 62-3. 


49973 omer E V, MAKINSKI T A_Issledo- 

v oblasti sos sosudistykh porazhenii 
nervnoi Pr omy v Sovetskom Soiuze v 1958 g. 
[Studies in vascular diseases of the nervous sys- 
tem in the Soviet Union in 1958] p. 63-8. 


VESTNIK DERMATOLOGII I 
VENEROLOGII 
(Moskva) 


Vest. derm. 32(1) Jan-Feb 58 


49974 ARAVUSKI AN Glubokii blastomikoz 
sui generis, blizkii k amerikanskomu 

koktsidioidozu. [Deep blastomycosis sui generis, 

similar to American coccidioidomycosis] p. 3-10. 


49975 LIU CH Sostoianie kozhnykh sosudov u 
bol'nykh tuberkulezom kozhi pri lechenii 
fe an izonikotinovoi kisloty. [Vessels of 
‘he skin in patients with tuberculosis cutis treated 
with h de of sec p. 10-5. 


49989 ARTEM'EV SA, LUR'E SS, TURANOVA 
EN, KOVALEVA V V 


49990 LIAKHOVITSKI NS, VOSKRESENSKAI, 
GA Asimptomnyi trikhomoniaz u muzh- 
trichomoniasis in men] 
49991 GavaLovext K, OBRTEL J Razvitie 
rmato-venerologii v Chekhoslovakii, 
ae... of dermatovenerology in Czechosio- 
vakia] p. 69-74. 


[Various fenctions of the liver is serene 


49993 V A, SMELOV NS 
bol'nykh bolezn'iu Diuringa diaminodi 
fenilsul'fonom. jiphenylsulf lone therapy 
of patients with disease] p. 7-11. 


microsporosis of the scalp] p. 14-6. 


49996 SAVEL'EVA TL Matertaly k epidemi- 
ologii 1 organizats' 


demiology of fungus diseases of the skin in agri- 
cultural areas & workers’ settlements] p. 16-20, 


49997 GOL'DSHTEIN LM Profilaktika ma- 
fi 


49976 GUSAROVA AS I kt: 
organizma bol'nykh pod 
vliianiem ul'trafioletovykh obluchenii. [Changes 
in the reactivity of the organism of patients with 
pyodermatitis under the influence of ultraviolet 
irradiation] p. 16-9. 


49977 TROITSKAIA AD, GUSEL'NIKOVA MI, 
RAZNATOVSKD IM roli dermato- 
fagoidnogo kleshcha Sh ‘skogo 
v kozhnoi patologii. [Role of microscopic ticks 
in skin pathology] p. 19-24. 
49978 GERASIMOV MIA 0 vliianii bromistogo 
natriia i khloristogo kal'tsiia na vremia 
tsirkuliatsii sul'fanilamidov v krovi i na protsess 
sviazyvaniia sul'fanilamidov v organizme. 
[Effect of sodium bromide & calcium chloride on 
the circulation time of sulfanilamides in the blood 
& = eae of their absorption in the organism] 
p. 25- 
GALANOVA GV proba u 
49979 dermatozami. 


ekotorym 
Thymol turbidity test in vatleute with certain 
rmatoses} p. 29-32. 


49980 UKHIN AF, FAINAE Porazhenie 

slizistykh uretry i mochevogo puzyria u 
bol'nykh cheshuichatym lishaem. [Lesions of 
the mucous membranes of the urethra & urinary 
bladder in psoriasis] p. 32-4. 


49981 KOSTAREV AP K voprosu organizatsii 
bor'by s gnoinichkovymi zabolevaniiami 
kozhi v sel'skom khoziaistve. [Organization of 
combat against purulent diseases of the skin-in 
agriculture] p. 34-7. 
49982 PASHKOV BM, ANDROSOVA AA, 
BELIAKOVA A G, GENKINA G B, "ZATU- 
RENSKAIA PO, KHAMAGANOVA AV Rezul'taty 
heniia bol'nykh vrozhd as po skhe- 
mam 1949 g. i ob dlia perekhoda na 
skhemy 1954 g. [Results of treating congenital 
syphilis according to the 1949 treatment schedule 
& considerations in favor of proceeding to the 1954 
treatment schedule] p. 37-42 


44983 ROZENTUL MA, VASIL'EV T V, MAS- 

LOV P E, ROBUSTOV G V, SOKOLIN 
Al, RAKHMONOVA N V, KHAMAGANOVA A V, 
PETRUSHEVSKII § I, TUNGUSKOVA A P, 
VELICHKO Vv, GLOBUS ‘R E, GOL’ DENBERG 
MM K jie neskol’kikh 
antibiotikov pri lechenii bol'nykh sifilisom. 
Combined treatment of syphilis with several anti- 

jotics} p. 42-7. 


449964 EREMIAN AV Opyt lecheniia sifilisa 
biomitsinom. [Experience in the treat- 

ment of syphilis with biomycin] p. 47-9. 

49965 SMETANKINA P P, KRIVOGUZ GF 
Laktoterapiia kak odin iz metodov ne- 

spetsificheskogo lecheniia sifilisa. {Lactotherapy 

as a nonspecific method of treating syphilis] 

p. 49-51. 

49986 EGOROVA MN Izmeneniia v sostave 

belkov krovi pri serorezistentnom 
sifilise. [C in the c ition of blood pro- 
teins in seroresistant syphilis] p. 51-6. 


49987 FI Nekotorye dannye o 
rizatsii bol'nykh sifilisom v 

Pe... [Certain data on outpatient treat- 

ment of patients with syphilis in Novosibirsk] 

p. 57-60. 


4998 MYSKIN VS K voprosu ob istochnike 

infektsii venericheskoi bolezni. [Prob- 
lem of the origin of infection of veneral disease} 
p. 61-2. 


IAKUBSON A K, BATKINA KI Kontagio- 
49996 follikuliarnyi keratoz. [Keratosis 
follicularis contagiosa] p. 24-8. 
49999 IBRAGIMOV FI, WANG CT Keratosis 

follicularis squamosa, Dohi. p. 28-30. 
5v000 AL'TSHULER NS, TERESHKOVICH VO 

Dissertatsiia po kozhnomu tuberkulezu 

Dobrova; 
ical note] p. 31-2. 


S000! RIA, SOKOLIN Al, VASIL'EV 
alografit 


sifilisa. [Importance of the EEG in the evaluation 
of the course & treatment of syphilis & neurosyphi- 
lis} p. 36-46. 


50002 EA Adekvatnaia optiche- 

skaia khronaksiia u bol'nykh sifilisom v 
protsesse lecheniia. [Adequate optical chronaxy 
p. 47- 


50003 FEL'MANIM K voprosu o kozhnoi 

kh netrosifilisa. [Problem of 

in early & late neurosyphilis}] p. 


50004 ARUTIUNOV VIA, GURVICH EI Otda- 
rezul'taty lechentia sifilisa. 


50005 ORLOV SS Opyt raboty kozhno-venero- 
logicheskikh uchrezhdenii na Dal'nem 
Severe. [Results of research at dermato-venereo- 
logical institutions in the Arctic] p. 60-3. 


50006 STOIANOV S, IVANOV I, NAUMOVA D 
lenie khronicheskol ‘gonorei u zhen- 


50007 — V A, BOGDANOVA MIU, RATI- 

NASM Diagnosticheskaia ts tsennost’ 
reaktsii na gonoantigen s otdeliaemym uretry i 
sheiki matki. [Diagnostic value of the gono-anti- 
gen test in the examination of the urethra & cervix 
uteri] p. 67-71. 


50008 ANDREEV VA, LEONT'EV VM Opyt 

meneniia antibioti cheskikh diskov v 
kontrole lecheniia negonoreinykh uretritov anti- 
bioticheskimi preparatami. [Results of the use 
of antibiotic disks in the control of antibiotic ther- 
apy of non-gonococcal urethritis] p. 71-3. 


50019 KALANTAEVSKAIA KA Gistiotsitoz 
kozhi i slizistykh obolo- 

chek. [Histiocytosis of the skin & mucous mem- 

branes] p. 77-80. 

50011 Khronicheskaia erite- 
toznaia volchanka po dannym kliniki 

go meditsinskogo instituta. [Chronic lupus ery- 

thematosus; data from the skin & venereal disease 

clinic of the Ist Leningrad Medical } 

p. 80-2. 


Primenente penitaillina | levomitsetina u bol-ayih 
= & levomycetin in the treatment of gonorrhea] 
p. 63-7. 
purpurnykh bakterii i rol’ bakterial'nykh 
pigmentov v fotosinteze. [Pigment system of | 
a es ty purple bacteria and role of bacterial pigments in 
photosynthesis] p. 14-27. | 
opredeleniia energeticheskikh zatrat che- 
ee loveka i zhivotnykh. [Modern methods of determi- | 
AS 
| 
Wh 
ganizatsionnykh rmakh planirovaniia 
49994 ANDRIASIAN GK Obliteruiushchii end- 
arterit i epidermofitiia stop. [Endar- 
& epidermophytosis of the feet] 
11-3. 
1956 g. i puti ee dal'neishego razvitiia. [Results 
oe he: of scientific and research work of physicians in 49995 TIUFILINA OV, LEBEDEV = Di- 
volosistot 
| 
er | traktornom zavode. [Prevention of occupational 
is ~] folliculitis at the Stalingrad tractor plant] p. 20- 
3. . 
| 
} 
| 
| | 
} 
| | 
| 
women] p. 64-7. 
~ ges des Krankenasyls Oberwynen- und 
EE ; Seetal, Menziken. [New nurses home of the hos- 
pital of Oberwynen- und Seetal, Menziken] 
} 
= 
binskogo, Bekhtereva, Khorsli i Sherringtona. 
Centenary of four outstanding world 
are: Gabinete, Bekhterev, Horsley & Sherrington 50009 TURANOVA EN Kandidamikozy slizisty- 
Pedi: p. 45-54. kh polovykh organov zhenshchini pri 
sas ay a 49965 NIKOLAI APOLLINARIEVICH ROZHAN- lechenii trikhomoniaza biomitsinom. [Moniliasis 
SKI. p. 9-5. of the female genitalia during biomycin therapy 
of trichomoniasis] p. 73-6. 
5 
i izmenchivosti mikroorganizmov. of nucle- 
ie 2 ic acids in heredity and variability of microorgan- 
a R-530 
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50012-50113 


50013 BEREZOV E L, KAZIMIROV LI O 
gastro-duodenal'nykh 

[Gastroduodenal hemorrhages] p. 20-8. 

50014 Khirurgicheskaia 
ka hikh zhizni 


i ostrykh, 
duodenal'nykh krovotecheniiakh. [Surgi- 
gastroduodenal 


krovotecheniiakh. surgeon 

in acute gastroduodenal hemorrhages} p. 32-5. 

50016 BRONNIKOV KE Blizhaishie i otdalen- 
nye iskhody operatsii rezektsii zheludka 


36-40. 


50017 LOGVINENKO PI, POPOV'IANTS RS 
Rezul'taty lecheniia gastro-duodenal'nykh 
odnykh iazv met esults 
of treatment of perforation of ul- 
cers by mel p. 41-3, 
5001g EPIFANOV NS Retsidivy probodenii 


iazv zheludka i dvenadtsatiperstnoi kishki. 
of gastric and duodenal 


ulcers} p. 44-9. 
50019 SERAPINAS IL 0 razlichiiakh vasku- 
liarizatsii zheludka v norme i pri iazven- 
noi bolezni. [Variations in vascularization of the 
stomach in normal conditions and peptic ulcer] 
p. 50-61. 
50020 OGNEVA EN Ostraia kishechnaia nep- 
rokhodimost' po materialam raionnoi 
bol'nitsy. . [Acute obstruction in a dis- 
trict hospital] p. 61-6. 


50021 STRASHININA NK Otdalennye rezul'ta- 
ty lecheniia bol’ nykh s ostroi kishechnoi 
neprokhodimost'iu. [Remote results of treat- 
ment of acute intestinal obstruction] p. 67-77. 


50022 JIASHANIN IU V Opyt lecheniia travm 
briushnoi polosti v usloviiakh raionnoi 
bol'nitsy Dal'nego Severa. [Treatment of abdomi- 
nal cavity trauma in a district hospital of the Far 
North] p. 77-81. 
50023 TELKOV NA Sravnitel'naia otsenka 
razlichnykh metodov kishechnogo shva 
pri zazhivienii anastomoza. [Comparative evalua- 
tion of various methods of intestinal! suturing 
during anastomosis healing) p. 82-95. 
50024 DMITRUK IAD Odnoriadnyi serozno- 
myshechnyi shov pri rezektsii zheludka. 
[A single-row seromuscular suture in gastric 
resection] p. 95-7. 


50025 DANILOVA BS 0 vsasyvaemosti i 
pronitsaemosti normal'noi i vospalennoi 

briushiny. [Absorbability and permeability in 

normal conditions and peritonitis} p. 97-103. 


50026 REVIS V A, MURAVEIIP Vsasyvanie 
mechenykh eritrotsitov iz 

polosti v kik: i pri eksperi- 

mental'nom peritonite. [Absorbability of labeled 

erythrocytes from the abdominal cavity in aseptic 

and in experimental peritonitis] 

Pp. 


50027 KUZ'MINYKH V P Opyt izucheniia neko- 
posleoperatsionnykh oslozhnenii 


v ikh zavisii 
Operiruemykh. [The study of some postoperative 
complications in their relation to the type of con- 
stitution of the patient) p. 109-15. 


50028 FLORENSKII ND 0 drenirovanii briush- 
noi polosti pri razlitom - 
te. of the abdominal cavity in profuse 


(Drainage 
Suppurative peritonitis] p. 116-8. 


$0029 MATOKHIN VF In iia tonkoi 
kishki v zheludok cherez zheludochno- 


anastomosis} p. 118-9. 


soust'e. [Retr invagination of 
the small 
p. 120- 

MORGUNOV GA _ Uzloobrazovanie kishe- 


p. 121-2, 

$0032 Samoproizvol'noe ottorzhe- 

cherez 

covery] p, 122-4. 

$0033 GUSAREV V F, TROFIMOV VL Ole- 

na 

ykh. [Treatment of 

intestinal obstruction in atresia of newborn in- 


50034 OSTROVSKE SE K probleme iskusst- 
zheludka. [The problem of ar- 
tificial stomach] p. 127-33. 


50035 RABINOVICH MS E. G. Salishchev; 

pervyi Sibirskii khirurg-klinitsist. 

(E. G. Salishchev, first Siberian surgeon-clini- 
cian) p. 134-43. 

50036 DUDKEVICH GA, SABUROV E IA, 
KARPOVA EV K 40-letiiu deiatel'nost! 

professora V. P. Mateshuka. [Fortieth anniver- 

sary of activity of Professor V. P. Mateshuk] 

p. 152. 
50037 CHISTOVICH GV Aleksandr Viadisla- 
vovich Shatskii. p. 155-6. 

50038 MESHCHANINOV AI Evgenii lur'evich 
(Evgenii lurevich Kra- 
marenko] p. 154-5. 


“Vest. khir. 80(2) Feb 58 
50039 SAN PD O sozdanii iskusstv 


5006! AGAPOV NI, IVANOV NF Perforatsiia 
tonkoi kishki pri sarkome. [Small in- 
testine perforation in sarcoma] p. 113-4. 


$0062 POLISHCHUK | 8 M ryb’- 
ikh kostei iz 
stenku. [Pi of ‘fish bones 
from the intestines into the anterior abdominal 
wall) P. 114-5. 
50063 — IA A, RIUMSHIN GI 


comp! 
non-operated appendicitis p. 116-7. 


50064 LEONOVA LN Ob uzelkovom periarte- 
riite v cherveobraznom otrostke. [Peri- 

arteritis nodosa in appendix) p. 117-9. 

50065 SERIKOV BV, IVANOVA TT Sindrom 
ostrogo zhivota pri uzelkovom periarte- 

riite. f{ of acute abd: in periarteri- 

tis nodosa] p. 119-22. 

50066 AA Operativnoe lechenie ots- 

itstviia zadnego prokhoda i zakrytie pro- 
udetei. [Surgical 
of anal atresia and closing 


pishchevoda iz zheludka pri dob. 
vennom suzhenii pishchevoda. [Creation of arti- 
ficial from the stomach in benign esoph- 
ageal stricture] p. 3-7. 
50040 MARKIZOV FP 0 varikozno rasshiren- 
[Esophageal 


ternaturalis in children} p. 122-4. 

50067 ZHILOV NV_ Lozhkoobraznyi dvusto- 
ronnii shpatel' dlia vskrytiia, zashivaniia 

briushiny i zashchity kishok. 7, with spoon 

at top and bottom for opening and suturing periton- 

eum and protection of intestines] p. 125. 


50068 GOLOMIDOV A IA — 
chenii and 
treatment of frostbite] p. 126-38 


50069 BIALIK VL, POSTOLOV MP Nekotorye 
—— khirurgii v trude A. A. Charu- 


50042 TA Diafragmal'naia plastika 
le 


Vv 
[Diaphragmoplasty | in surgery of 
and 


surgery] p. 21-30. 

50043 ZINEVICH VP Primenenie obkhodnykh 
anastomozov pri rake kardii i pishchevo- 

da. [Use of by-pass anastomosis in cancer of the 

cardia and esophagus] p. 31-4. 


50044 BEREZENTSEV VP Strukturnye iz- 
meneniia slizistoi zheludka 


posle 


dlia v 
[Structural changes “of stomach mu- 
after for exclusion with 

of Gn p. 34-7. 

50045 SAVCHIK AB Pilastika pronikaiushchikh 
defektov stenki zheludka i dvenadtsati- 

perstnoi kishki podkreplennym sal'nikom: eksperi- 

mental'noe issledovanie. [Plastic repair of pene- 

trating defects of the stomach and duodenal wall 

with reinforced omentum: experimental study] 

p. 38-44. 

50046 ERSHOVA IN O peritonite posle re- 
zektsii zheludka pri rake. [Peritonitis 

after stomach resection in cancer] p. 44-9. 

50047 EMEL'IANOVA IU M, MARTYNCHEV AN 

O dinamike venoznogo davleniia t pri nalo- 

zhenii 

of venous pressure in portacaval anastomosis] 

p. 49-52. 

50048 V P, AVRUTSKI M IA 

chenie 


klinike portal’ noi gipertenzii. [Significance of 
trasplenic pressure in the clinical picture of portal 
hypertension] p. 53-8. 
50049 SHAFER II Portal'naia gipertenziia i 
ee znachenie v klinike tsirroza pecheni. 
[Portal hypertension and its importance in the 
treatment of liver cirrhosis] p. 58-65. 
SOOSO PATSIORA MD Porta-kaval'nye anasto- 
mozy v lechenii portal'noi gipertenzii. 
Portacaval anastomoses in the treatment of portal 
rtension}] p. 65-71. 
5005! CHECHULIN AS, SAZONOV AM, 
Lov 


splenectomy] p. 72-7. 
50052 GAVRILOV SG Pokazaniia i rezul'taty 
splenektomii pri gemoliticheskoi anemii 
indications for and results of splenectomy in 
molytic anemia] p. 77-82. 
50053 VA O regionarnykh po- 
iakh stenki kishki sosudistogo 
vascular disease of 
the intestinal wall] p. 83-9. 


children] p. 89-94. 

50055 SMOLINSKII KI Opyt obezbolivaniia za- 
kis'iu azota v usloviiakh raboty skoroi 

ot pomoshchi pri ostrykh zabolevaniiakh 

[Nitrous oxide anesthesia by workers of emergency 

medical service in acute diseases] p. 94-8. 


50056 BERINGER IU V Glistnaia obturatsiia 
obshchego zhelchnogo protoka v socheta- 
nii s gang [Helminth oc- 
clusion of the common bile duct in gangrenous 
cholecystitis} p. 99-101. 
50057 OSTROPOL’SKAIA E A, BELIANINA TS 
Perforativnaia iazva zheludka u novorozh- 
——-. [Perforated gastric ulcer in newborn] 
Pp. 4. 


‘ogg IAREMENKO VV Kista zheludka. 
Gastric cyst] p. 105-6, 


50059 LIPETS VIA, SHIMANKO II O kistoid- 
hnika. 


p. 


50060 PANCHENKOV RT Rak tonkoi kishki. 
[Cancer of the small intestine] p. 111-3. 


[Some 
aspects of surgery in A. A. Charukovskii's Mili- 


tary Campaign Medicine) p. 135-9. 
Vest. khir. 80(3) Mar 58 


KOLESNIKOV IS Rezektsii legkikh pri 
[Lung resection in tubercu- 


DYKHNO AM 0 rezektsii legkikh tuber- 
kuleze. [Lung resections in tuberculosis] 
p. 10-6, 
50072 SHULUTKO ML Khirurgicheskie metody 
lecheniia tuberkuleza legkikh u detei i 
podrostkov. [Surgical treatment of pulmonary tu- 
berculosis in children and adolescents} p. 16-23. 
50073 KUZNETSOVA $M Pokazaniia k opera- 
tsii udaleniia legkogo i ego chastei pri tu- 
ange = v svete blizhaishikh i otdalennykh iskho- 
for and lung re- 
a in tuberculosis and immediate and remote 
results} p. 24-36. 
50074 AMOSOV N M, MALAKHOVA AV, 
GOLOVSKII EV Dekortikatsiia legkogo v 


of the lung in mpy ] 
p. 36-42, 
50075 RASKINA ES 
bronkhov, nabliuda 
» ikh doliakh i kh hennykh 


pri khirurgicheskikh vmeshatel’stvakh po povodu 

tuberkuleza. Pathologico-anatomical bronchial, 

lobar and segmental changes in lung resection in 

tubercukosis] p. 43-6. 

50076 SOKOLOV SN Profilaktika — em- 
piem 


posle p 
of acute empy after p y) B 47-52. 


50077 PUGLEEVA VP Klinika i diagnostika 

plevro-legochnykh oslozhnenii posle ope- 
ratsii na legkikh. [Clinical picture and diagnosis 
of p y after lung sur- 
gery] p. 53-60, 


50078 MARTYNCHEV AN Dinamika 


legkikh. [| namics of venous pressure in 
lung surgery) p. 60- 
50079 KUDRIN ID 
travme legkogo; eksperimental'nye dannye. 
[Pathogenesis of disorders in lung trauma; experi- 
mental data] p. 74-81. 
50089 TRUKHALEV AI Opukholi sredosteniia i 
ikh khirurgicheskoe lechenie. [Mediasti 


— 
$0087 ERINTSEVA EP khirurgicheskikh 

vmeshatel'stvakh pri dvustoronnikh bron- 
khektazakh. [Surgical intervention in bilateral 
p. 128-30. 


50088 KOLESNIKOV 18, STARICHKOV MS 
Ekhinokokk sredosteniia. 
(Beninngsenen is of the anterior mediastinum] 


50089 ALIEVA TA Zameshchenie obshirnogo 
defekta grudnoi kletki loskutom shirokoi 
fastsii bedra. [Closure of a large thoracic wall 
defect with a strip of fascia lata] p, 132-3. 
50090 KOROSTOVTSEVA NV Narusheniia ser- 
dechnoi deiatel'nosti pri iskusstvennoi 
ipotermii i sposoby ikh preduprezhdeniia; obzor. 
fPrevention of impairment of cardiac function in 
artificial hypothermia; review] p. 134-43. 


SOCS! LEBEDEV LV O primenenii steroidnogo 
narkoza v khir ; obzor inostrannoi 
literatury. [Steroid anesthesia in surgery; review 
of foreign literature] p. 143-7. 
50092 SHABASHOVA NIA Trudy otechestven- 
nykh khir Opublikovannye v Voenno- 
meditsinskom zhurnale; "1823-1885 eg. [Works of 
Russian surgeons published in the Military Medical 
Journal; 1823-1885] p. 148-53. 
LUBENSKI IU Pamiati A. M. Dykhno. 
[In memoriam A. M. Dykhno] p. 158-9. 
BELOUSOV Pi Pamiati V. A. Betekh- 
tina. [In memoriam: V. A. Betekhtin] 
p. 159. 
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50095 SENCHILLO-IAVERBAUM ZT Bolezni 
ri theludka. (Surgical dis- 
eases of the stomach] p. 3-13. 
50096 PECHATNIKOVA EA Puti limfogennogo 
metastazirovaniia raka kardii. 


$0093 
5U094 


50097 LN O dobrokachestvennykh 
zheludka. [Be- 


opukholiakh if 


50098 ZARUBIN SA Trudosposobnost' v otda- 
lennye sroki posle rezektsii zheludka u 
operirovannykh po povodu iazvennoi bolezni. 
(Work capacity in a long-term follow-up following 
gastric resection for ulcer] p. 28-33. 
50099 SMIRNOV EV Postoiannyi skrytyi dre- 
nazh v khirurgii zhelchnykh putei. [Per- 
manent in-dwelling drainage in bile duct surgery] 
p. 33-40, 
50109 KELEMANVD V 
mosti zhelchnykh putei pri rezektsii pod- 
zheludochnoi zhelezy i dvenadtsatiperstnoi kishki. 
[Restoration of patency of bile ducts following pan- 
creatic & duodenal resection] p. 40-4. 
50101 SHAKHANOVA E A Kholetsistografiia v 


[Cholecystog- 
raphy & the diagnosis of cholecystitis] p. 44-51. 
50102 NOVIKOV BI Funktsional'nye i patologo- 


ia v pecheni i 
drugikh organakh pri i akholii. 


[Functional & histo- 
pathological changes in the liver & other viscera in 
acholia] p. 51-5. 

50103 1 Kh  lechenii ostatoch- 
ykh polostei posle udaleniia odnokamer- 
nogo cnteetalen pecheni. [Management of resid- 
ual cavities after removal of unilocular Echinococ- 
cus from liver] p. 55-60. 
50104 VI_ Posleoperatsionnye oslozhne- 
pri odnokamernom ekhinokokke peche~ 
nii op hb 


Ech of liver & 

surgical epee p. 60-7. 

50105 DOLETSKI S la Ob operativnom lechenii 
diafragmal'nykh gryzh u detei. [Opera- 

tive treatment of diaphragmatic hernia in children] 

p. 67-76. 

50106 NIKITIN AA Nakotorye nabliudeniia nad 
sekretornoi funktsiei podzheludochnoi 

to ucheloveka, [Findings on the secretory 
tion of the pancreas in man} p. 77-82. 

50107 NI gnoinoi infektsii s perio- 


nal tumors and their surgical treatment] p. 82-9. 
IV, GILEVICH lus Narushe- 


50086! 

ch funktsil 
pri ch Vaykh v zavisimosti ot 
sposoba obezbolivaniia, [Effect of type of anesthe- 


sia on impairment of funda 1 vital f i in 

transpleural operations} p. 90-6, 

50082 ALEKSANDROV OV Znachenie oksige- 
mometrii pri obezbolivanii vo vremia 


th periodic reappearance 
of new Pp. 


SHPIZEL' RS Ostrye 
nity i zabriushinnye flegmony u detei. 
Acute subileal adenitis & retroperitoneal phlegmon 
children} p. 85-9. 
50109 ROMAN LI, IUKHIMETS AD Ob otrits- 


atel'nykh svoistvakh primeneniia penitsil- 
lina v khirurgicheskoi praktike. [Hazards of use 


ade- 


vnutrigrudnykh operatsti. [Value of oxyh 
in ic surgery) p. roid 


50083 BORODIN IM Primenenie ps v 
khirurgicheskoi of hypo- 
thermia in surgical practice] p. 104-10. 
50064 GORBATSEVICH AB © funktsional'no- 
kh v nervnoi 
sisteme u bol'nykh, operirovannykh pod gipoter- 
miei. [Functional dynamic changes in the nervous 
system in surgery under hypothermia] p. 110-7. 
50085 GUBLER vo potreblenii kisloroda i 
pri 


nol gipotermii u chel [Oxygen 
and energy jiture in icial ate 
p. 117-23. 


50086 — AN Instrumenty i apparaty 
khirurgii, [Instruments and 
apparatus a thoracic surgery] p. 124-7. 


of p Hin in oungiaal practice] p. 89-95. 


50110 BORODIN I M, GORBATSEVICH A B, 
LEBEDEV LV, PANASHCHENKO A D 
Opyt pr opropilp 
b gipotermii. 


restsina pri po- 
[Re- 
sults in use of di- potenti- 
ated p. 95-100. 
SHEMIAKIN IS gemodina- 
sdvigov u bol'nykh, operiro- 
vannykh ntsirovannym narkozom. 
arities tw me changes in patients 
ted on under potentiated anesthesia} p. 101-7. 
5U112 DANILOV AF Primenenie ditilina pri 
icheskikh operatsiiakh. [Use of 
dithylinum in surgery) p. 107-11. 
50113 KALENDAREV AA 
fragmal'naia gryzha, si rovavshaia 
ostryi appenditsit. (Strangulated ragmatic 
simulating acute appendicitis} p. 112-4. 


Sultt 


JRANOVA 
‘snoe 
VESTNIK KHIRURGII IMENI I. 
GREKOVA 
(Moskva) 
ENSKAIA 
Vest. khir. 80(1) Jan 58 
$0012 w4AKSIMENKOV AN mekhanizme 
ognestrel'nykh ranenii. [The mechanism | 
tie of gunshot wounds) p. 7-20. ications in 
| 
| 
| | 
iktsii gastro- 
oderma- cal polil 
croder- hemorrhages) p. 28-32. 
BOROVYI EM O taktike raionnogo | ; 
50015 khirurga pri ostrykh gastro-duodenal’ are 
lechenii jogo 
nodi- 
hii s nalozheniem anastomoza po sposobu K. P. Sa- | bE: 
peshkora pri iazvenno! bolezni [Immediate and 
4 remote results of K. P. Sapozhkov's method = 
n with anastomosis in peptic ul- varices] p. 7-18. 
50041 MEL'NIKOVA VP Alloplastika sheinogo 
Di- otdela pishchevoda v eksperimente. ws 
losistoi perimental alloplasty of the cervical ; 
t of area] p. 12-20. 
idemi- 
jecurre 
16-20, 
kom | . 
p. 20- 
tosis 
‘atosis 
8-30, 
HVO 
SIL' EV | 
leche ion 
iro- 
luation 
osyphi- 
he- 
mv | 
naxy 
| | 
i | 
lorma- | | 
ure = 
Otda- | 
nero- 
ae lezy ktom Pancreas necrosis after 
iD 
si 50054 FEDOTOVA RG Ob abdominal'noi pur- 5 
kishechnoe soust'e. [Invagination of the small in- 
byt testine into the stomach through a gastrointestinal | | 
| 
etrogradnaia } 
her- 
| 
} f 
| 
7 
sumption 
ite- her mia] 
sko- 
¢ 
fants) p. 124-6. 
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50114 SMOL'IANINOVA NS, PYL'TSOV I M, 
‘ KLEMENOVA ES Vrozhdennaia diafrag- 
mal'naia gryzha perednego 


simulating epileptoid seizures} p. 114-5. 


50115 NV _ Rasshirennaia rezektsiia 
heludka, dvenadtsatiperstnoi kishki i 
zhelezy po povodu sarkomy zhelud- 

(Extensive gastric, & reatic re- 
section for gastric cancer] p. 116-7. 


50116 MI O tuberkuleze zhelud- 
a of the stomach] 

p. 118-21. 

50117 MIASNIKOV A P, STAMATIN SI 0 le- 

chenii svishei podz heludochnoi zhelezy 

ognestrel’nogo proiskhozhdeniia, [Treatment of 

pancreatic fistulae caused by gunshot] p. 121-5. 


50118 DMITRIEV BA O lechenii posleoperats- 

ionnykh svishchei zhe- 

Treatment of p Pp 

p. 125-6. 

IVASHKEVICH GA _ Profusnoe krovote- 

chenie iz zhelchnogo puzyria. 

hage of the gallbladder) p. 126-7. 

50120 MAKARUKHA IA O khronicheskikh 

ileitakh. [Chronic ileitis] p. 128-31. 

5012| GEKTIN FL Ogromnaia gemangioka- 

vernoma bryzheiki tonkoi kishki. 

cavernous hemangioma of the mesentery of 

small intestine) p. 132-3. 

50122: Probodnoi appenditsit u 
[Ruptured appendix in a 

hemophilic] 


50123 SEMENOVA LP, ZINIKHINA EA Za- 
. [Retrosternal ap- 
pendicitis] p. 134-6, 


50124 DADAL'IAN VV Pribor, zapisyvai- 
ushchii dvizheniia perednei briashnoi 

stenki. [Device for tracing movements of the an- 

terior minal wall] p. 137-8. 

$0125 


CHISTIAKOV SI Apparat dlia mestnoi 
A of local 


p. 139-41. 
50126 ALEINIKOV VS Nosilki, pozvoliai- 
ushchie ukladyvat' i snimat' bol'nogo, ne 
podnimaia ego na pukakh. [A litter without manual 
lifting of patient] p. 141-4. 

50127 BABCHIN I8 L. M. tte 

L. M. 
Pussep: a pioneer of Russian neurosurgery] 

p. 145-50. 


Vest. khir. 80(5) May 58 


SHAMOV VN Ki hesk kharakt 
rakovykh opukholei podzheludoch 
zhelezy i taktika khirurga. character- 
istics of a cancer and surgical technics} 
p. 3-14 
SMIRNOV EV Povrezhdeniia pecheno- 
chnogo i obshchego zhelchnogo protokov 
vo vremia rezektsii zheludka. [Injuries of the 
hepatic and common bile ducts during gastric 
resection] p. 15-21. 


50130 ADYSHIRIN-ZADE EA Vzaimosviazi 
nervov zhelchnykh putei i dvenadtsati- 
perstnoi kishki. [Correlation between the nerves 
of the biliary tract and the duodenum] p. 21-6. 


POPOVA LN _ Funktsional’nye rass- 
troistva i patomorfologicheskie izmen- 
eniia pecheni pri kholemii. [Functional disorders 
and pathomorphology of the liver in cholemia] 

p. 26-34. 


50132 ZAKOV SB Lechenie kardiospazma 

metodom instrumental’ rasshiremiia 
po Shtarku. peor 8 instrumental dilatation in 
the treat: cardi p. 34-9. 


50139 ZAITSEV AN O khirurgicheskom 

lechenii kardiospazma. (Surgical treat- 
ment of cardiospasm] p. 39-43. 
50134 KOZLOVSKII PA Oslozhnennaia 
iazvennaia bolezn’ zheludka i dvenadt- 
satiperstnoi pee v detskom i iunosheskom 

pl d gastric and duodenal 

ulcers in childhood and ] p. 43-9. 


50135 MIROTVORTSEBA KS O pokazaniiakh 
k operatsii pri rake zheludka u bol'nykh, 


ka rdi 1 indications in gas- 

cancer in myocardial | infarct and stenocardia] 
49-55. 

ZOLOTAREVSKII VIA motornoi 

funktsii zheludka posle rezektsii po 

— iazvennoi bolezni i raka. — function 
of the st in peptic ulcer 


and cancer] p. 55-62, 


5137 SMIRNOVA EV Vliianie efedrina na 

pokazateli arterial'nogo krovianogo 

davieniia pri rake zheludka. [Effect of ephedrine 

on = pressure indices in gastric cancer] 

P. 

5u138 LEVIN RI O viiianii nalozheniia zhomov 

na stenki zheludka, dvenadtsatiperstnoi 

i toshchei kishok. [Effect of application of clamps 

on gastric, duodenal and jejunal walls} p. 65-73. 

50139 KERIMOVA ES Podkozhnye razryvy 
kishechnika. [Subcutaneous rupture of 

the intestine] p. 73-80. 


Sui40 LANDA BA Nespetsificheskii region- 


SOl4t O diagnostike svintsovoi 
neotiozhnoi 


v praktike 
of of lead colic in emergency surgical. 
service] p. 88-90. 


DOLETSED 8 1A Megakolon i ego 


lechenie u detei. [Megacolon and its 
therapy in chi'dren}] p. 91-8. 
$0143 ee AP Oshibki v diagnostike i 
vanii [Errors in is and 
therapy of malignant neoplasms of cecum] 
p. 99-104, 


50144 wv 
neprokhodimost' antetorakal'nogo 
pishchevoda. {[Strangulating ot 


p. 105-6. 
50145 ABASOV B KH Odnovremennoe probo- 
deni 


nogo otrostka. [Simultaneous perforation of the 
gallbladder and of the appendix) p. 106-7. 


50146 UKHANOVA NV _ Redkoe 
perforativnoi iazvy zheludka. [U: 
1 of perforative gastric ulcer] p. 107- 
50147 PANCHENKOV RT Atreziia tonkoi 
kishki u novorozhdennogo. [Atresia 
the small intestine in a newborn] p. 109-10. 


50148 MITROFANOV PP Kishechnaia neprokh- 
odimost', vyzvannaia divertikulom 
Mekkelia. [Intestinal obstruction caused by 
Meckel's diverticulum] p. 110-2. 


50149 BN _ Probodenie prostoi 
iazvy tonkoi kishki v sochetanii s 

vospaleniem divertikula Mekkelia. [Perforation 

of simple ulcer of the small intestine associated 

with inflammation of Meckel’s diverticulum] 

p. 112-3. 


50150 ae VG Oleogranulema. 


50151 LO Redkoe inorodnoe telo 
v priamoi kishke. [Unusual foreign body 
in the rectum] p. 116-7. 


SO1S2 VASIL’'EV BM Drenazhz khlorvinila 
razdvizhnym vnut 

po tipu katetera Pettsera. [Chlorviny! drain with 

expandable intracavitary fixator similar to Petzer's 

catheter] p. 118-20. 


50153 KHROMOV BM Ozhogi ot vzryva 
atomnoi bomby; obzor literatury. [Burns 

in atomic bomb explosion; review of the literature) 

p. 121-31. 

50154 KAKOSTIKOV PF Aleksandr Aleksan- 


drovich Kad'ian; k 40-letiiu so dnia smerti. 


[Aleksandr Aleksandrovich Kad' ian; 40th anniver- 
sary of his death) p. 133-7. 


VESTNIK OFTALMOLOGII 
(Moskva) 

Vest. oft. 71(1) Jan-Feb 58_ 
5u155 LEBEKHOV PI Techenie termicheskikh 
ozhogov 
bolezni u krolikov. 


of the cornea in radiation in rabbits] 
p. 3-10. 
50156 PAVLOV NM Lepraglaza. [Ocular 


leprosy} p. 10-4. 
50157 BATARCHUKOV RA Primenenie opera- 
tell pri gh 
[Trephanocyclodialysis in p. 14-20. 


5015g KRASNOV L M, POLIAKOVA L IA 
Essentsial'naia progressiruiushchaia 
‘naia di 


[Essential p di 1 


50166 MAIZEL' 8D K voprosu ob operatsi- 
iakh na slezoostvodiashchikh 
[Surgery of the lacrimal canals] p. 51-3. 
50167 VARFOLOMEEV VP Vnutrivennoe 
vvedenie novokaina pri ostrom pristupe 
glaukomy. [Intravenous infusion of novocaine in 
acute attack of glaucoma] p. 54-5. 


50168 BELAVIN IVA Arakhnodaktiliia i ekto- 
plia 8 otsloikoi setchatki. 

[Arachnodactyly and ectopy of the crystalline lens 

with detachment} p. 55-6. 


Vest. oft. 71(2) Mar-Apr 58 


50169 FEDOTOVA TA Vidimye sosudy glaza | 

setchatki pri koarktatsii aorty. 
theod ef the eye and ef the retina 
in coarctation of the aorta] p. 3-12. 


501709 NESTEROV AP 0 morfologii rogovich- 

nogo getrogennogo transplantata. [Mor- 
phology of corneal heterogenic transplant} p. 12- 
6. 


5U 171 IOFFE TSM _ Bolezn' Bekhcheta; sob- 
stvennye nabliudeniia. ([Behget disease; 
personal observations} p. 16-22. 


50172 MOROZOV M A, BORISHPOLETS V I, 
BORISHPOLETS ZI O klinike, etiologii 

i lechenii sindroma Bekhcheta. [Clinical aspects, 

etiology and tr of Behcet sy ] p. 22- 


50173 AA Nedostatki v izuchenii trav- 
izma glaz sorinkami. [Shortcomings 

S0O174 GUS'KOV MI K voprosu issledovaniia 
skrytogo kosoglaziia ob"ektivnym meto- 

dom. (Examination of latent strabismus by an ob- 

jective method] p. 32-3. 

5.175 KOTELIANSKII EO Voutrivennoe vvede- 
nie novokaina pri nekotorykh zaboleva- 

niiakh glaz. [Intravenous novocaine in some eye 

diseases] p. 33-41. 

50176 KATORGINA OA Ekzenteratsiia = 


proflaktte 


parezov litsevogo nerva pri 
pet spetsial’ 
[Prevention of surgical facial nerve 


EL Vnutripuchkovoe stroenie 


nervov. structure 

and blood supply of branches of the cochlear and 

vestibular nerves} p. 46-9. 

50194 TSIMERMAN GS K voprosu o bolezni 
Men'era. [The problem of Meniere's dis. 

ease] p. 49-53. 

50195 KNIAZEVA AA, OLBOV ve C O diag- 


skogo izmeneniia pri otkrytom i pri zakrytom 
naruzhnom slukhovom prokhode. [Diagnostic sig- 
nificance of audiometric measurements in Open and 
closed auditory canal] p. 4-8. 


50196 AKELAITITE AV K voprosu 0 geneze 


ukha: eksperimental'noi issledovanie. [Genesis of 
morphological changes of the inner ear in acoustic 
trauma: experimental investigation] p. 59-64, 
SO197 SIMOLIN VA K diagnostike i lecheniiy 
kartsinom srednego ukha. and 
treatment of carcinoma of the middle ear] p. 64-8, 
50196 BIKMUKHAMETOVA KHS Nekotorye 
varianty anastomozov osnovnykh vetvrei 
gortannykh nervov. [Some modifications of anas- 
tomoses of main branches of laryngeal nerves) 
p. 68-74. 
50199 LEBEDEVA NF Nodoznye i diffuznye 
dobrokachestvennye soedinitel'nothannye 


obrazovaniia gortani. [Nodose and diffuse 
connective tissue formations of the larynx] p. ™4- 
81. 

Pp. 
$0201 MF _ Primenenie imanina pri 


ii posleoperatsionnykh ran v oto- 
of imanin in treatment of 
wounds in 


enteration n of | the orbit “with It p 

substitution] p. 42-4. 

50177 BAKBARDIN IU VK voprosu o lechenii 
pervichnykh opukholei raduzhnoi obolochki. 

‘eee of primary tumors of the iris] p. 44- 


MUSABEILI US Dostizheniia oftal'mo- 
logit v Azerbaidzhanskoi Sovetskoi Sotsia- 
li za gody koi viasti. 
[Acnievements of ophthalm. in the Azerbaid- 
zhan Soviet Socialist Republic during the years of 
Soviet rule] p. 46-50. 


5.179 SHTERNGERTS U oftal’mogogov 
hvetsi 


of the physician] p. 50- 


A tumor 
ofthe ciliary body with cystic degeneration 

Pp. 


VESTNIK OTO-RINO-LARINGOLOGII 
(Moskva) 


‘Vest. otorinolar, 20(1) Jan-Feb 58 


5018, K'’IANDSKIL AA Sovremennoe sostoianie 
voprosa o plasticbeskikh operatsiiakh v 

LORspetsial'nosti. [Present state of the problem 

of plastic surgery in otorhinolaryngology] p. 3-13. 


50182 PROSKURIAKOV SA Primenenie frezer- 
noi struzhki rebernogo khriashcha dlia 
opory v vosstanovitel'noi LORkhirurgii. [Use of 
milling shavings of rib cartilage for support in 
plastic otorhinolaryngological surgery] p. 13-6. 
50169 FILATOV IV Sposob izpcl’zovaniia kozhi 
nosa v re vrozhdennogo ego defekta. 
kin of the nose in for 


50159 BURLAKOVA TN K etiologii iridotsikl 
tov. [Etiology of iridocyclitis] p. 26-8. 


LV Kislorodnaia te: 
adaptats: 


tranimom 

[Activation of the upper lacrimal duct in irremov- 
able function disorder of the lower lacrimal duct] 
p. 36-9. 


50163 PAVLIUCHENKO PI Izuchenie 
enii kraevoi 


petlistoi seti i 
obmena v rogovitse posle ozhogov shcheloch'iu 
pri razlichnykh metodakh lecheniia. [Changes of 
looped network and 


KLIACHKO ML Ostrye 


tsirkulatsli setchatki. [Acute 


di of arterial circulation of the retina 
p. 48-51. 


of s' 
defects} p. 16-8. 
50184 SHCHERBATOV II O vrozhdennykh 
 urodstvakh nosa. [Congenital deformities 
of the nose] p. 18-21. 
5.165 SHEFTEL' MP Operativnoe ustranenie 


rasshchepleniia 
1 removal of congenital 
median mea of the external part of the nose] 
p. 21-4. 
50186 IARCHUK NI Dvukhmomentnyi sposob 
ushnoi y pri polnom 
ec iz"tane. Two: method of formation of 
the auricle of the ear in its total defect) p. 25-7. 
50187 RUTENBERG DM _ K probleme vosstano- 
vitel'noi khirurgii ukha. [The problem of 
restorative ear surgery] p. 27-31. 


5U188 ROZENFEL'D IM voprosy 
timpanop! ‘Some problems of tym- 
panoplasty] p. 31-4. 


50189 LEVASHOV MM _ Odin iz variantov ope- 
ratzii Rozena pri otoskleroze. [A modifi- 

cation of Rosen's op for ) 

p. 34-5. 

50199 TALYSHINSKI AM _ K voprosu o tekh- 
nike obezbolivaniia pri udalenii ushnikh 

polipov. [The problem of anesthesia technic in 

polypectomy of the ear) p. 36-8. 


SUIS! STEPEROV IA Protsessy okisleniia i 
vosstanovieniia v dinamike vos- 


MST) 


p. 87-9. 
SU202 BUEV PD Eshche o klassifikatsii i 
nomenklature v oto: 


v otorinolaringologii. 
{Classification and nomenclature in otorhinolaryn- 
gology] p. 89-91. 
SL203 KRAVCHUK AN Svobodnaia peresadka 
kozhni pri plastike nosa posle udaleniia 
angiomy. [Free skin transplantation in rhinoplasty 
after removal of angioma] p. 92. 
5U204 PREOBRAZHENSKII NA Kandidomikoz 
posleoperatsionnoi polosti ukha. (Can- 
on the ear cavity] 


di y after op 

p. 94. 

50205 IUSFIN GA, ABRAMOVA EI 
ossea. p. 95. 

50206 TIURIN V M Okostenenie ushnykh ra- 
kovin. [Ossification of the pinna of the 


Leontiasis 


ear] p. 


50207 LISOVSKAIA AI Dlitel'noe krovotechenie 
iz ukha likvidirovavsheesia posle radikal'- 
[Prolonged hemorrhage from the 
after radical operation] p. 97-8. 
50208 SHOR IIA Radkoe nabliudenie entotiche-- 
8 shuma, [A rare observation on 
entotic noise] p. 98-9. 
SU209 LISITSYN ED Osteomielit cheshui lobnoi 
kosti u rebenka 9 let. [Osteomyelitis of 
the squama of the frontal bone in a child 9 years of 
age] p. 99-100, 
LAPIN IF b y hneniia 
50210 ori flegmonoznoi angine. [Multiple com- 
plications in phlegmonous angina] p. 100-1. 
MARKARIAN 8 S Nepreryvnaia registra- 


S021! tsiia f kikh funktsii 

pri ibul rnogo analizatora 

P iu elektr kresla. 
{c reg of physiological functions 


ing the 
with the aid of an electrically vibrated 
chair] p. 108-5. 
50212 KOSTROV NI O registratsii nistagma 6 
pomoshch'iu mekhanokarkiografa. [Reg- 
with a 1 cardio- 


tion of nystag 
oan p. 105-6. 
921g VOLKOV AM 
kamera oblegchennogo tipa. 
of noise-reducing room] p. 107. 
*Vest. otorinolar. 20(2) Mar-Apr 58 


50214 SAKHAROV AA K voprosu o mediko- 


[A light type 


[The problem of medico-pedagogic aid in 
of hearing, voice and speech] p. 3-9. 


BORSHCHEVSKII I 1A Nekotorye 0s0- 
5022'S slukha i rechi pri bol'shikh raz- 


SVETLAKOV MI, KRAVCHENKO AA 
K © timpanoplastike pri lechenil 


radikal 'noi 
rovavshaia epileptoidnye pripadki. [Congenital noi pilki. 
Ge vot Ses diaphragmatic hernia of the anterior mediastinum paralysis in radical operations on the ear by use 
Of a special saw] 42-6 
| 
| 
| 
ce 
| 
| 
| 
| 
| | 
| 
| | 
| 
Wee | 
| 
| 
gists in Sweden; remarks 
| 
| 
| 
| 
ROKITSKAIA rapiia 
50160 pri narushenii bol' - 
nykh gipertonicheskoi bolezn'iu. [Oxygen therapy 
Ren ch in disorders of adaptation to darkness in hyper- | 
eae tension] p. 28-33. 
Uproshchenyi sposob sblizheniia kraev 
Sapa pronikaiushchikh ran glaza. [Simplified method of 
Fah es approximating of the edges of penetrating wounds 
of the eye] p. 33-6. 
$0162 ERLYSHEV PA Operatstiia aktivizatsii 
verkhnego sleznogo kanal'tsa pri neuts- 
lagOgic neskol 
shchim rasstroistvami slukha, golosa i rechi. 
izmen- 
atmospheric pressure] p. 9-14. 
eae a lism of the cornea after alkali burns in various KOLOMIICHENKO AI Pervye vpechatle- 
Riss a 50164 ‘TIKHOMIROV PE Mikoz glaznitsy ka pri otoskleroze. [First impressions of surgery 
recs a simulirovavshei zlokachestvennoe novo- for mobilization of the stapes in otosclerosis] 
Obrazovanie. [Mycosis of the orbit simulating p- 16-20. 
paleniia sredneho ukha. [The processes of oxida- bol'nykh khronicheskim gnoinym sreanim 
tion and tion in the of s ny otitis 
Bras 3.7 specific regional enterocolitis (Crohn's disease)]. [Tympanoplasty in chronic suppurative 
ey p. 80-8. I otitis media] p. 38-42. media] p. 20-3. 
R-532 
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CURRENT LIST of 


MEDICAL LITERATURE 


50218-50318 


tion on hearing and 

mental animals] p. 23-8. 

50219 KOZLOV MIA Izmenenie periferiche- 
skogo otdela analizatora 


50220 K probleme bolezni 
[Meniere's disease] p. 35- 


50222 DOLGOROZHEVA N A, PODIONOVA TN 
Osobennosti 


dia in infants immunized with BCG vaccine] 

p. 47-9. 

50223 KHATINA AM Osobennosti techeniia 
vospaleniia srednego ukha, 

sviazannye s privivkoi vaktsinoi BTSZH, u detei 

[Features of sup- 

purative 

BCG vaccinations in young infants] p. 50-4. 


50224 MIRAZIZOV KD 
kapilliarnoi sviazi 
v 


healing after radical ear surgery] p. 54-8. 
50225 KOZLOVA IG K voprosu o lechenii pri 

ennykh abstsessakh mozga. ([Treat- 
ment of otogenic brain abscess] p. 58-64. 


50226 PODGAETSKI. GB, PUKH El K vo- 
° 


[Diagr treatment 
chronic purulent otitis media in tuberculosis] 
p. 64-8. 

50227 SEGALL M, KHORVAT L, KHOCHOTA 
D issle- 


dovaniia pri op og 
ugla nerva). [Importance 
af audiometric study in tumors of the cerebello- 
pontile (neurinoma of the acoustic nerve)]} 
p. 69-74. 


50228 YI HU Novye metody lecheniia bol'nykh 
otechnymi, infil’ i abstsedi- 
) ler 
methods of treatment of edematous amiatibe ax and 
abscessed (phlegmonous) laryngitis] p. 75-81. 


50229 MIKHELOVICH MS 0 mnimykh inorod- 
nykh telakh pishchevoda. 
foreign bodies in the esophagus] p. 82-4. 
50230 LIKMACHEV AG, PREOBRAZHENSKII 
Operatsiia mobilizatsii stremechka 
pri TE, [Stapes mobilization in otoscle- 
tosis] p. 85-101. 


NV 
noradiol 


$0231 Primenenie rentge- 
v otolaringologii. [Roent- 
50232 RIMANIB Otity i ikh oslozhneniia. 
[Otitis and its complications] p. 104-6. 
50239 KOTS IAL, aoa 1A P Iz istorii 


Tadzhikistane. 


50234 NA_ Pervye operatsii trakhe- 
v russkoi zhirurgii. [First 
in Russian surgery] p. 109-10. 


50235 OVSIANNIKOV MI Bronkhoezof: 
8 fiksirovannymi shc 
esophagoscope with fixed muzzles] p. 111-2. 
50236 RODIN VI Primenenie Sa 
Olivy dlia udaleniia 
pishchevoda. [Use of electromagnetic ne for 
Temoval of esophageal foreign bodies] p. 112-3. 
59237 VASIL'EV NA Vnezapnoe vykliuchenie 
funktsii pary nervov pri gipertoniche- 
skoi bolezni. breakdown of function of the 
eighth pair of nerves in hypertension] p. 115-6. 
$0238 
abstsess mozla. [Car 
oa simulating purulent brain abscess] 


$0239 SHUBENKOIN Pa- 
pilloma i verkhnecheliustnoi pazu- 
tt ofthe nowe and maxillary sin] 


$u249 PREOBRAZHENSKAIA TN Nevrinoma 

hnykh pazukh nosa. [Neurinoma 
@ the accessory sinuses of the nose] p. 121-2. 
MITROFANOVA EI, CHETCHUEVA TA 
Generali 


limfogranulematoz, 
Gslozhnennyi stenozom enozom gortani. 
lymphogranulomatosis with stenosis of the larynx] 


SIMOLIN VA Kartsinomatoznyi psevdo- 
leptominingit, simulirovavshii Stogennyi 


trakhei. [Sudden death in gummatous syphilis of 
the larynx & trachea] p. 124-5. 


RENTGENOLOGII 
I RADIOLOGH 
(Moskva) 
Vest. rentg. 33(1) Jan-Feb 58 
50243 IVANITSKAIA MA, FEDOROVA RG 
neizmenennogo serdtsa inykh sosudov. 
{ of the unchanged 
and main vessels] p. 6-12. 
59244 ROTENFEL'D MZ _ Rentgenokimografi- 
cheskoe issledovanie legoc 


hnogo 
pri ‘sochetannom lechenii frenikoalkogolizatsiei i 
Ppnevmoperitoneumom. itgenokym 
of 


50266 KAGAN E M, ASTRAKHANTSE V FA 


Usover rent- 
roentgenological study of 


method of 
the large intestine] p. 19-24. 
50267 SAVINYKH Rentgenodiagnostika 
opukholei bryzheiki tonkogo kishechnika 
i mezadenitov rezlichnoi etiologii. [X-ray diag- 
nosis of mesenteric tumors of the small intestine 
and mesoadenites of various etiology] p. 24-8. 


50266 PIPKO AS 
kishechnykh (parakol 'nykh) 

pendikuliarnogo 

nosis of lic abs 

gin] p. 29-32. 


50269 MATS'KO OG Rentgenologicheskie dan- 
nye o sostoianii o: zheludochno- 
kishechnogo trakta pri rake iaichnikov. [Roent- 
1 data on 


gnoinikov ap- 
[X-ray diag- 
ori- 


toneum] p. 13-6. 


50245 1US Omnimom 


vysokom 
stoianii kupola diafragmy pri pri diafragmal'- 
[Simulated high diaphragm in dia- 


50246 BRONSHTEIN DL Myshechnyi tonus i 
dykhatel' 


tic pneumoperitoneum]} p. 21-7. 

50247 KOSINSKAIA NS Razvitie skeleta stopy 

i golenostopnogo sustava; ee 

micheskoe issledovanie. 
skeleton of the foot and talocrural joint; ~. 
anatomical study] p. 27-36. 

5.248 ASKERKHANOV RP Periostity i osteo- 

. [Periostitis and osteoperiostitis 

of leg bones in varicose veins] p. 36-42. 

$0249 — AA, SIMABONIAN VG K vopro- 
o klinike-rentgenologicheskoi 

nostike sakroileitov. 
otb 

tis] p. 42-4. 


50250 GNILORYBOV IV Modifikatsiia metodov 
inor: tel v 


‘odnykh 
glazu po Kombergu-Baltinu i Farberovu. [Modi- 
fication of the Komberg-Baltin and Farberov 
methods of roentgen localization of foreign bodies 
in the eye] p. 45-50. 

S925! GORBAN' Al Rentgenologicheskoe 
opredelenie Podvizhnosti 
tel. determination 
of mobility of intraocular foreign bodies] p. 50-5. 
50252 MIKHAILOVSKII BG Poperechnaia 
ka. [Transverse tomography in examination of 
the spine] p. 55-8, 
50253 SHIKIA L_ Rentgenovskoe izobrazhenie 
kak ob''ekt image 
as an object of perception] p. 
50254 FIL'KOVA EM © luchevoi 
terapii eritremii. [Radiation therapy of 
erythremia] p. 64-8. 


55255 NOVIKOVA RE Obluchenie personala 
pri diagnosticheskikh 
[Irradiation of during diagnostic proce - 


50256 SEMIGLAZOVA ED Professional'nye 
rentgenologov i radiologov. 
[Occupational diseases in and 
radiologists] p. 71-4. 


S0257 PANOV NA, , MAKAROV IV Pribor dlia 


skogo apparata diia poluchenila snimbov grudno 
of the chest in a specific phase of respiration] 
p. 76-7. 


50258 SEMASHKO LS Neispol'zovannaia 
vozmozhnost' kachestva 


le- 
gochnykh snimkov. [Neglected possibility of im- 
provement of the quality of lung films] p. 78. 


50259 VAINSHTEIN ES Vekorasshiritel' - 
indikator dlia opredeleniia lokalizatsii 
tel v glazu. 


inorodnykh 

localization of foreign 
50260 STARICHKOVMS K 

bronkhial' kamnia. [Roentgen diag- 

nosis of bronchial calculus] p. 81-2. 

50261 GOL'DMAKHER SE K voprosu o pere- 
dvizhenii telv 


[Migration of foreign bodies in the organism) 
Pp. 82-4. 


50262 VINTERGAL'TER S F Tomograficheskoe 
issledovanie kostei. [Tomography of the 
bones] p. 84-7. 
Mar-Apr 58 
50263 TSEITALIN AA 0 zheludochno-pishche- 
vodnoi Gastroesophagea 
regurgitation] p. 3-8. 
50264 TROFIMOVA Rentgenodiagnostika 
u detei. 
dengan varices in chil- 


*Vest. 


p. 9-12. 


POPOV AIA K metodike ob''ektivnoi 

otsenki slizistoi obolochki zheludka. 

of the stomach] p. 12-8. 


S0265 


di of the organs of the 
gastrointestinal system in cancer of the ovaries] 
p. 32-7. 
£0270 LD Znachenie polo- 

tela issleduemogo pri kholangio- 


grafii; nap (Signifi- 
cholangiog- 
raphy; directed cholangiography] p. 38-40. 


5027! PERESLEGIN IA K voprosu o diag- 
nosticheskom znachenii reaktsii opukholei 
d na obluch ( ic signifi- 


$0272 KI, VOLODINA GI Leche- 


50290 GRINBERG I M, MIL’MAN NIA Obyz- 
vestvienie puzyria; farforavyi 


puzyr’. [Calcification of the gallbladder; porce- 
lain gallbladder] p. 91-2. 
S029! KURASHEV RI K rentgenodiagnostike 
divertikula Mekkelia. 
of Meckel's diverticulum] p. 
VIE MEDICALE 
(Paris) 


Vie méd., Par. 39(3) Mar 58 
50292 WAHL R Notions générales sur les 
streptocoques aerobies pathogenes. 
[General ideas on pathogenic aerobic Streptococ - 
cus) p. 257; passim. 
50299 DELBARRE F, MONIERE L Les cri- 
teres du diagnostic dans angine strepto- 
coccique. p. 269-72; passim. 
50294 SARROUY C, SENDRA L, RAOUX J P 
Les recherches biologiques dans la mala- 
die rhumatismale de l'enfant. [Biologi 
search in rheumatic diseases in children} 


ological re- 
p. 279; 
passim. 
50295 CHEVALLIER J Les rhumatismes 
streptococciques post-angineux et leur 
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Bs Ge Virginia M. Month. 85(6) June 58 small intestine in radiation sickness; experimental 
investigations] p. 37-40. 

5426 KANAREIKIN K F, KARASEV IT 0 roll 
bal'neologicheskikh faktorov v kompleks- 
om ve nom sanatorio-kurortnom lechenii nevrozov. 

Sag aaa [Role of balneological factors in a complex therapy 
oe of neuroses in sanatoria and health resorts] 

| 
| | 

diografii v usloviiakh sanatoriia. [Result of ap- 

| 
styth reaktsii u bol'nykh gipertonic 

bolezn'iu pri lechenii v Gurzufe. 
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50430-50529 


{Modification 
trophic polyarthritis 
rium p. 57-62, 
56432 SHUGAROV AA, TVAURI MP 0 poka- 
zaniiakh dlia napravieniia na kurort Bor- 
[Indications for directing a patient to 
spa] p. 63-4. 


pri 

aii. [Effect of radial acceleration on physiologi- 
cal reactions in man] p. 65-72. 

34 TEIMUROV GI Pasta dlia lecheniia pot- 


504 livosti i nekotorykh gribkovyth zaboleva- 
ail kozhi stop. [Ointment for the treatment of 
hidrosis and fungus diseases of feet] 


50435 ERYKALOVA OK Podschet leikotsitar- 
noi formuly v schetnoi kamere. 

cyte count in a counting chamber | p. 74-6. 

50436 MIKHEEVA AI Uproshchenii metod pod- 
scheta leikotsitarnoi formuly. [Simpli- 

fied method of leukocyte count] p. 76-7. 


§043g ODINTSOV VS 0 primenenii aerozol'noi 
dezinfektsii pri pomoshchi 


[Application of aerosol disinfection with aid of a 
compressor] p. 79-80. 
50439 FEDOROV MN, vP 


[Mechanized hospital field laundry] p. t-5. 
5U441 ZHDANOVICH N V, KOZLOVSKI NN 
. [Oxygen inhala- 
tor) p. 86-8. 
50442 KUCHERIN NA Kubovaia dlia poluche- 


kipiachenoi vody. 
[Container for cooled boiled water] p. 88-90. 
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50443 SMIRNOV E_ Sorok let sovetskoi voennoi 
meditsine. [Forty years of Soviet mili- 

tary medicine] p. 11-37. 

$0444 GONCHAROV P 
razvitiia Voenno-meditsinsxoi ordena 

Lenina akademii imeni 8. M. Kirova v posleokti- 

abr'skii period. [Brief survey of stages of devel- 


40-letiiv Velikoi Oktiabr'skoi sotsialisti- 

[Aviation medicine at the 

ee the October Revolution] p. 56- 

$0446 KOROSTELEV V, SLAVNIN Puti 
razvitiia sovetskoi 


voennoi 
of Soviet military epidemiology] 


50448 KOLESNIKOV I, SHILOV P, PILIUSHIN 
P Zavisimost' lechebnogo pitaniia bol” 
aykh ot funktsional'nykh narushenii zheludka pri 
ozhogakh. [Relation of 
tutrition to functional disorders of the stomach in 
thermal burns] p. 71-7. 


50449 SOKOLOVSKII V Znachenie kharaktera 
pitaniia v lechenii i profilaktike koronar- 

Mego ateroskleroza. (Significance of the charac- 

teristics of nutrition in prevention and therapy of 


. atherosclerosis} p. 77-82. 


SU450 SERGEEV N Nekotorye (Corts 


5045! KHALDIN A Opyt primeneniia novykh 
b heskikh metodov v 

gospitale. [Result of application of 

new therapeutic methods at a re- 


Yoen. med. zh., Moskva No. 11_ Nov 57 
SUIT VENTS | 
nadzor. [Plea 
taliu imeni akademika N. N. Burdenko; 
20 let. [250 Years of the N. N. Burdenko Cen- 
tral Military Hospital] p. 10-4. 
50454 GOLIKOV GT Primenenie pervichnykh, 
ykh i 


50455 ZHUK EG Nabliudenie za sostoianiem 
nervnoi deiatel'nosti u lits, ra- 
[Observations on the higher nervous activity in 
workers exposed to ionizing radiations] p. 20-3. 
50456 SERGEEV SN Vliianie fizicheskoi tre- 
nirovki na razvitie kompensatorno-prispo- 
sobitel'nykh reaktsii organizma. [Effect of physi- 
cal bern on the of y- 
dap of the ] p. 24-7. 


5.478 SIMONOV VV Metallicheskii osteosintez 
perelomov pri luchevoi bolezni i vozmozh- 
nosti uskoreniia ikh zazhivleniia; eksperimental'- 
noe issledovanie. [Nailing of fractures in radia- 
tion sickness and possibilities of 


ERLIKH ZA O marshevykh perelomakh 
kostei. [March fractures] p. 44-5. 


DOTSENKO IA N narusheniia 
[Bronchial 


50505 bronkhial’ nol 


ot 
their healing; experimental studies] p. 33-9. 
50479 prensa AM Ob organizatsii surdolo- 
koi pomoshchi v voiskakh. [ 
ization of net aid in armed forces) p. 40-2. 
50480 FROLOV GF Uluchshenie metodov is- 
zreniia dlia dali. 


50457 RAKHMAN LE I chi 
kk 


vnutrivennogo vvedeniia nov okalina imorfina. [Ef- 
fect of int 

morphine on resistance of the ¢ potters to blood 
loss} p. 28-31. 


[Impr of methods of investigation of distant 
visual acuity] p. 42-8. 
5048, KUNICHEV LA Solntselechenie v kho- 
lodnyi period goda na kurorte Sochi-Ma- 
tsesta. ([Heliotherapy during the cold seasons at 
Sochi-M: spa) p. 48-52. 


50456 FAINSHTEIN FE 0 lechenii aplastich 
skikh i gipoplasticheskikh anemii. [Treat- 
ment of aplastic and hypoplastic anemias] p. 31-6. 


Su459 AZ, POLIAKOV IA F, NIKITI- 


50462 BAKULIN F M Opyt primeneniia vnutri- 
kostnoi fiksatsii perelomov. (Result of 

application of intra-osseous fixations of fractures} 

p. 53-4, 

50483 ge IK, FILIN V N, VERBITSKI 

Lechenie zal diafizarnykh 
perctemey vnutrikostnoi fiksatsiei metal- 
sterzhnem v usloviiakh lazareta. 


of and basal 
p. 41-3. 

5G46! PETROV MN, MIRONOV GS, KHANINA 
KP a soderzhaniia vitaminov i 
nekotorykh icheskikh pokazatelei u bol'- 
nykh ostroi ae, lechennykh biomitsinom. 
[Change of vitamin content and of certain immuno- 
logical indices in acute dysentery treated with bio- 
mycin] p. 44-7. 


50462 BUNIN KV Formirovanie immuniteta u 
bol'nykh briushnym tifom i ostroi dizente- 
riei pri lechenii sintomitsinom i levomitsetinom. 
is in typhoid fever and acute dysen- 
— with synthomycin and levomycin] 
p. 47- 
50463 TRUSOV MS Ob izmenenii ostroty zre- 
niia i anomalii refraktsii u lits letnogo 
sostava. Ny ny of visual acuity and anomalous 
refraction in flying personnel] p. 53-5. 
56464 LUKOVSKI SA Ob oshovnykh 
organa zreniia | u letchikov v Prostykh i 
slozhnykh [Basic 
functions of the visual =. in aviators in simple 
and p p. 56-9. 


50465 KNABENGOF VG VG Elektrokardiografiia v 
raktike v 


50466 BELOCHAPKO PM Pnevmaticheskaia 
tamponada nosa s sokhraneniem nosovogo 

dykhaniia. [Pneumatic tamponade of the nose 

with preservation of nasal respiration] p. 63-4. 


50467 SOBOLEV PI Izmeneniia v apparate dlia 
mikrometricheskogo opredeleniia nasy- 
heheniia krovi kislorod [Changes in the ap- 
paratus for micrometric determination of oxygen 
saturation of the blood] p. 64-6. 
50468 NEMKIN MN, NOVIKOV VA Svetoi- 
zoliruiushchaia kamera k 


dlia raboty pri dnevnom osveshchenii. 
chamber for roe ic apparatus for day- 
light] p. 67-8 


5¢469 MOGUTIN BM Razbornaia shkala Med- 
doksa. [Sectional Maddox scale] p. 68- 
9. 

50470 KOSHEL' AA 
issledovaniia akkomoda' 


tsii, kon 
i skrytogo kosoglaziia. A 
of 


p. 69-70, 
SU471 MIROTVORTSEV IU K Moskovskii voen- 
nyi gospital’ i ego rol’ v razvitii otechest- 
vennoi voennoi meditsiny; k 250-letiiu Glavnogo 
voennogo gospitalia imeni akademika N. N. Bur- 
denko. [Moscow military hospital and its role in 
the development of Russian military medicine; 
250th anniversary of the N. N. Burdenko Central 
Military Hospital] p. 81-8. 
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50472 meditsinskoe obezpechenie 
voisk v zimnii period obucheniia, [Plea 
for a better protection of soldiers during training 
in a cold climate] p. 3-7. 
50473 DANOVICH FM Osilozhneniia, cviazan- 
nye s nalozheniem i sniatiem krovoost- 
anavlivaiushchego zhguta; obzor sovetskoi i zaru- 
bezhnoi literatury. [Complications related to ap- 
and removal of blood-arr: tourni- 
literature] p. 8- 


50474 SAENKO Al 
nikai 


polosti. [Characteristics of shock appearing in 
wounds of the abdominal cavity] p. 13-7. 


560475 VOITSEKHOVICH ND Izmenenie ser- 
dechno-sosudistoi sistemy pri ozhogovoi 

bolezni. [Changes of the cardiovascular system 

in burns] p. 17-24. 

50476 Izmenenie funktsii pe- 


cheni pri ozhogovoi travme. [Changes of 
liver function in burn trauma] p. 25-3 


50477 AV  Izmenenie tonusa pri 
ikostnoi anestezii i ego prakticheskoe 


iia perelomov i vyvikhov. 
pri kombinirovannyith porasheniiakh ekspe- (Changes o i ane 
etl thesia and its ot 


and secondary sutures 
Combined injuries; experimental studies] p. 18-0. 


fractures and dislocations} Pp. 


(Treatment of closed diaphyseal fractures of the 
hip by intra-osseous nailing in a field hospital] 
p. 54-5. 
0464 SOROKA VG, PALAMARCHUK AK O 

vnutrikostnoi fiksatsii kliuchnitsy spitsei. 
+. * fixation of the clavicle with a pin] 

OV NM _ Metod biologic 


50463 FEDOROV IP Kosye razrezy kozhi pri 

‘icheskikh operatsiiakh. [Oblique 
50487 BUKH IM, TARAKHNO A IA K voprosu 


° 
polosti. 
genous di 


requency of odonto- 
xillary cavity} p. 61-4, 
50488 PEKHURGF O cheshuichatogo 
lishaia s pomoshch' iu fotosensibilizatorov. 
[Treatment of psoriasis with photosensitizing 
agents] p. 64-5. 
50499 KOZLOVSKI VN, MERKINALG O 
kapel'nom sposobe opredeleniia protrom- 
bina v krovi po metodike Borovskoi. [Borovskii's 
drip method of determination of prothrombin in the 
blood] p. 66-8. 
50490 KRAKHTSV Opr di 
zabolevaniiakh i ikh profilaktike. [Com- 
mon cold with infection and its prevention] p. 68- 


71, 
5049! TERNOVOIIG Apparat dlia repozitsii 
ognestrel'nykh i zakrytykh perelomov 
kostei. [Apparatus for reposition of gunshot and 
open fractures] p. 72-3. 
50492 BRON’ AI Pribor diia opredeleniia 
blizhaishei tochki iasnogo zreniia konver- 


i 


4 liarnogo zreniia. 
aah determination of close point of light 
vision, convergence of leading eye and binocular 
vision] p. 73-5. 
50433 RYNKOVOI V K, NIKIFOROV GM Pri- 
ograf' dlia foto- 


lenty. [ 
to film p. 75-6, 
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50494 ULUCHSHIT" polevuiu vyuchku lichnogo 
sostava meditsinskoi sluzhby. [Improve- 
ment of field training of personnel of the medical 
service] p. 3-5. 
50495 ZA DAL'NEISHEE razvitie izobretatel 
skoi raboty. [Further development 
inventive work] p. 6-8. 


mom, [Treatment of scar deformities after burns 

caused by napalm] p. 9-13. 
DOLGINA MI 0 primenenii 

50497 | narkoticheskikh sredsty v kompl 

lechenii obozhzhennykh. [Use of somnifacient and 
drugs in 


narcotic 
p. 13-6, 
50498 SEMENOVA-TIAN-SHANSKAIA VV Ot- 
dal ia ranenii nervnykh 
stvolov konechaostei. [Remote results of wounds 
of nerve trunks of the extremities] p. 17-22. 
KANAREIKI K F O rezul'tatakh khirur- 
50499  gicheskogo lecheniia ranenii sedalishchno- 
gonerva. [Results of surgical treatment of sci- 
atic nerve injuries] p. 22-6. 
50500 VV _ Viiianie penitsillina 
novokaina na kosteobrazovanie pri vvede- 
-kaniuliu. (Btect of pencil 
lin and 
nula on osteosynthesis} p. 26-31. 


5050! IVANOVA AT Nekotorye osobennosti 
osteosinteza —— kostei, obrazui- 
ushchikh kolennyi susta’ {Some features of oste- 


of fractures of foreniag tho knee 

joint) p. 32-4. 

50502 NEMKIN MN, ZDOROVIAK BI K vo- 
prosu o marshevykh periostitakh bol’ - 

shebertsovoi kosti u voennosluzhashchikh. [{Peri- 

ostitis of the tibia caused by marching in 

personnel] p. 35-9. 

50503 BONCH-OSNOLOVSKII E E, TREISTER 


[oro 


45-51. 


50506 EDINEVSKID VG K voprosu ekspertizy 
prichinnoi sviazi zabolevanii (uvechii) 
voennosluzhashchikh. [Problem of expert evalua- 
tion of causative relation in diseases (injuries) in 
military personnel] p. 52-6. 
50507 PENIONZHKO A M, GRADIUSHKO G M 
O kontakte mezhdu voenno-meditsinskoi i 
voenno-veterinarnoi sluzhbami. (Contact between 
— medical and veterinary services} p. 57- 
sosos SHUL'TSEV GP samostoiaiel'noi pod- 
gotovke i sovershenstvovanii voennikh 
vrachei-terapevtov po spetsial'nosti. [Independent 
training and development of military physicians ac- 
cording to specialty] p. 62-8. 
50509 GEL-MAN NM Rol’ 


spi 
podgotovki voiskovykh vrachei. 
rison hospital in raising the level of clinical prep- 
aration of military physicians] p. 68-70. 
50510 ARIAEV K voprosu o parashiutnom 
travmatizme v vozdukhe. [Trauma to 
parachutists in the air] p. 71-4. 
5051| BORSHCHEVSKII IIA, KORESHKOV A A, 
MARKARIAN S 8, PREOBRAZHENSKIIM 
VV, TERENT'EV VG Vliianie na organizm che- 
loveka vibratsii nekotorykh tipov sovremennykh 
[Effect of vibration of 
certain types of y Pp and air- 
planes on man] p. 74-7. 
50512 LA Lechenie bol'nykh s ozho- 
hym gipsom. [Treatment of 
burns with Saas plaster of paris] p. 78-81. 
50513 BLIZNETSOVA MV Opyt primeneniia 


bitsillina pri nekotorykh ostrykh gnoinykh 
[Use of bictilia 
in certain acute supp surgical di 


p. 82-4. 
50514 BUDAGOVSKI MT, TOLCHENOV BN 
Oborudovanie kislorodno-aerozol'noi pa- 
laty v garnizonnom gospitale. [Equipment of an 
oxygen-aerosol ward in a garrison hospital) 
p. 85-7. 
5051S SHAPOSHNIKOV IUG Pribor dlia po- 
lucheniia myl'noi peny. [Device for 
production of soap suds] p. 88. 
50516 KASHIN VI Kombinirovannaia stolesh- 
nitsa-nosilki dlia obrabotki ran i ozho- 
govykh Combined table-litter for 
treatment of surfaces] p. 89. 
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50517 V. L Lenin i voprosy 
zatsii meditsinskogo obespecheniia 
— Armii v gody voennoi interventsii i 
grazhdanskoi voiny. [V. I. Lenin and the prob- 
lems of organizing medical care in the Red Army 
during military intervention and civil war] p. 9- 
16, 
50518 Zabota V. I. Lenina o 
«adrakh Krasnoi Armii v 


gute voiny. [Lenin's care for medi- 
fal personnel of the Red Army in civil war] p. 17- 


8. 
50519 ELANSKII Razvitie voenno-polevoi 
khirurgii za 40 let. [Development of 
military field surgery in 40 years] p. 19-31. 
0520 VISHNEVSKT! AA _ K ucheniiu o trav- 
maticheskom shoke. [Traumatic shock] 


p. 31-9. 
50521 GAVRILOV OK, DERIABIN II _ Mediko- 
(edie and sig- 
in 


mennoi anesteziologii. 


thesiology] p. 39-44. 
50522 RYBAKOV os 
v socheta: 


s luchevym p of 
treatment of the lower jaw in combination with 
radiation injuries} p. 44-8. 
50523 TSIVINA DV Penitsillinoterapiia 
kolennogo sustava v eksperimente. [Penicillin 
therapy of experimental penetrating gunshot wounds 
of the knee joint] p. 49-52. 
50524 TROITSKI VL Viiianie ioniziruiushchei 
radiatesii naimmunitet. [Effect of ion- 
izing radiations on immunity} p. 53-61. 
50525 EIDINOV IAB Ob isthodakh i otdalen- 
nyth rezul'tatakh pri intrapul'monal'noi 
penitsillinoterapii abstsessov legkogo. [Out- 
comes and remote results of intrapulmonary peni- 
cillin therapy in lung abscess} p. 61-5. 
50526 FRANKFURT Al, LIN'KOVA ZD, 
A 


creas and kidneys in chronic gastritis 
50527 LOGVINENKO PI 
po povodu ostrogo appenditsita. [Re- 
peated surgery for acute Serenctiia) p. 69-72. 
50528 ALISOV P A, EGOROVA A P, KAZAN- 
TSEV AP Viiianie protozoinyth | gli- 
stnyth invazii na klinicheskoe techenie i immuno- 
genez u bol'nyth ostroi dizenteriei. [Effect of 
protozoan and tape worm invasion of the clinical 
course and immunogenesis in acute dysentery 
p. 72-5. 
€ VOLOSKOV P P Ob organizatsii le- 


nei- 
ov 90 GRISHIN VF Terrenkur v obshchem 
komplekse sanatornogo lecheniia pri ser- 
éechno-sosudistyth zabo-levaniiakh. [Milieu 
therapy in a complex sanatorial treatment of car- : 
zul'taty diovascular diseases] p. 55-7. 
spon. 
ediate re. 5043! SITKIN MN Izmenenie reaktivnosti or- 
rmans at ganizma u bol'nyth s distroficheskimi po- 
tiartritami pri lechenii ikh v sanatorii Khosta, 
luchei | 
pishche 
On vita. vosti 
Ao 
liakh. 
43 AKOV PK Fiziologicheskie reaktsii 
cheniiy 
linica) 
obnom nykh iskhodakh pri ostrom appenditsite. [Analysis 
p. 66-9, of data on fatal outcome of acute appendicitis] 
la doku- p. 37-40. 
‘oent- KANDROR IS Dinamika vesa i osnovnogo 
p. 69. obmena u liudei v Zapoliar'e. mics 
ikh 
ness of 
ronic 
5u497 KOSINSKI NA Opyt primeneniia aero- 
ii ka- zolei DDT v dezinfektsionnoi praktike. 
gar- [Result of application of DDT aerosols in disinfec - tamponady nosa. [Method of biological 
part- tion practice] p. 77-9. | tamponade of the nose] p. 58-9. | . 
| 
sheniia 
N As- Xe 
dom tami v ochagakh gemorragicheskogo nefrozo-ne- ¥ 
ator frita, [Result of control of rodents and of their a 
p. 81-2. ectoparasites in foci of hemorrhagic nephroso- . 
, nephritis} p. 80-3. 
chelevyi 
one-slit 
7 
oty [Electrocardiography in medical examination in 
or fer- aviation] p. 59-62. 
rest 
oenno- 
per~ | 
person- 
anie 
kh i 
e of the | : 
& sub- opment of S. M. Kirov Medical Military Academy i 
@ the Order of Lenin following the October Revo- 
AA, lution) p. 38-55. 
— 50445 POPOV A Aviatsionnaia meditsina k 
tutes] 
zago- 
blood 
F, 
AS, 
— 50447 LIPKIN G_ Iz vospomiaanii voennogo | 
hod] epidemiologa. am of a military | 
epidemiologist] p, 67-70. | 
istviia 50496 SUNG JY Lechenie rubtsovykh defor- | 4 
ote by 
| i 
plemi, 
frac- 
ki- 
he Wwenza 83-9 
O 
wi FT K kharakteristike shoka, 
erapy pital] p. 89-95. hego pri raneniiakh briushnoi ‘ 
KD Sostoianie pecheni podzheludochnoi zhelezy 
| pochek pri khronicheskom gastrite Liver, pan- 
| 
sato- 
on at 
niia 
ar- | | 
ap- 
ms 
7 
stics | : 
ul cheniia legkoranenykh pri peregruppirov- 
kakh obshchevoiskovol armii. [Organization of 
the treatment of non-severely wounded during re- roe 
grouping of the armies} p. 76-7. € 
R-535 
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CURRENT LIST of MEDICAL LITERATURE 


50530 CHETVERUKHIN A A, TARASOV S P 
razvetryvaniia meditsinskikh punktov 
i izpol'zovaniem ukrytiia legkogo tipa. 
ment of medical centers with utilization of light 
shelters] p. 77-80. 
50531 KRUPKIN BM Ob opyte raboty voisko- 
vrachei v garnizonnom gospitale. 
es work =r physicians in garrison hospi- 
p. 81-2. 
50532 SUMBATOV SA Ob organizatsii raboty 
vskikh otdelenii. [Work organi- 
zation in x-ray departments] p. 83-4. 
50533 VOROPAI AV Ob ispol'zovanii v sani- 


propagande y&h posobii. 
_ of visual aids in sanitary information] p. 84- 


50534 NESTERENKO AI V Voenno-meditsin- 
skom muzee. [In the military medical 

museum] p. 87. 

50535 OBORIN U istokov sovremennoi 
voennoi meditsiny. [At the sources of 

contemporary medical medicine] p. 88-91. 
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50536 KARTASHEVSKII NG Ob udlinenii sro- 

kov khraneniia konservirovannoi krovi. 
[Prolongation of fnpaeass periods for preserved 
blood] p. 6-12 


50537 AORANENKO VA tha 


avtomashinakh. [Mobile uni units for 
preserved blood] p. 12-5. 


50538 BEIER v Perelivanie krovi i krovoza- 


SOS5S ZUIKHIN DP Razbornyi zhelob dlia 


chnykh ranevykh 

korablia. [Collapsible for 
transportation of stretcher cases and their disem- 
barcation] p. 86-7. 


50556 SMIRNOV IU A desintek- 


(DDA-53) dlia i dizinfektsii 
boevoi tekhniki. [Use of summer con- 
struction mounted on an automobile (DDA-53) in de- 
activation, de-gassing and disinfection during mili- 
tary operation] p. 87-9. 
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SOSS7 ZA OBRAZTSOVOE meditsinskoe 
obsluzhivanie voisk v lageriakh. 

medical care for garrison troops} p. 3-7. 

50554 POLIAK BL Osobennosti techeniia 


ranenii i ozhogov na zreniia, 
oslozhnennykh luchevoi bolezn' iu. 


[Model 


50559 LESEENOV PI Ob ozhogakh rogovoi 

obolochki pri eksperimental'noi luchevoi 
bolezni. [Burns of the cornea in experimental 
radiation sickness} p. 12-5. 


50560 BOKHON NN Temnovaia adaptatsiia pri 

Pervoj stepeni luchevoi bolezni. [Dark 
adaptation during the first stage of radiation sick- 
ness} p. 15-6, 


5056! LAKIZA V LO diagnostike | klinike 


ennoi bolezni u lits molodogo vozrasta. 
[Diag as Clinical picture of peptic ulcer in 


[Blood transfusion ont 909 la 
practice] p. 15-25. 
50539 SHILOV PI, NOVIKOV VS, BALAKHINA 
ME Ekspress-metod dlia massovykh 
iss ledovanii perifericheskoi krovi. [Rapid method 
for large scale«¥udy of peripheral blood] p. 26-9. 
50540 BELOUSOV AS Sekretornaia i evakua- 
tornaia funktsii zheludka u zdorovykh 
liudei v usloviiakh obychnogo pitaniia. [Secretory 
and evacuative function of the stomach in healthy 
= in conditions of normal nutrition] p, 29- 


in therap 


$054! AN Lechenie bol'nykh 
mami 

gastritov iazvennoi bolezn'iu vnutrivennymi 

vlivaniiami novokaina, [Treatment of various 

forms of chronic gastritis a re ulcer with in- 


young adults] p. 17-20, 


50562 BELOKUFOV IUN 
lits molodogo vozrasta. 
ulcers in young adults} p. 20-3. 


iazvennoi bolezni u molodykh soldat. 
go = of peptic ulcer in young soldiers) 
Pp. 


50564 KATEFINICH NT O putiakh snizheniia 

letal'nosti i profilaktike ostroi kishechnoi 
neprokhodimosti. [Methods for decrease of 
mortality and prevention of acute intestinal obstruc- 
tion] p. 25-9. 


50565 MALASHIN IA Znachenie sheinoi vago- 

profilaktike oslozh 

briushnoi polosti. 


na organakh 
{importance of cervical 
lock in pr 


complications | surgery on organs the 


[Method of ballistocardiography in large scale 

Studies] p. 37-41, 

50543 KANTSUR MIA, IZBAVITELEV PV, 
GOLEMBO SN, SOLOMONOV SH SH, 

BLOKHOV VP OC it 

soldatskogo rataiona i vliianii vitamina C na vyra- 

botku ykh tel v org [Vitamin C 

content in military rations and effect of vitamin C 

on — of immune bodies in the organism] 

p. 43-51 


50544 VOL'PE IM 0 dopolnitel’nom metode 

opredeleniia reaktogennosti polivaktsiny. 
[Supp method for determination of reac- 
tivity of polyvaccine) p. 51-3. 


50545 RESHETNIKOV MS Nabiiudeniia za 
epidemiologicheskoi effektivnost'iu im- 
munizatsii protiv dizenteril. rvations on the 


of immunization 
against dysentery] p. 53-4, 
50546 KHAZEN IM O reguliatsii funktsii or- 
ma pri radial'nykh uskoreniiakh, 
[Regulation of function of the organism during radi- 
al accelerations} p. 55-60. 


50547 VIADRO MD K voprosu o patogeneze i 
rtno 


Pathoge 
of hypoxic co! during flying] 


50548 ARUSTAMOV AS K voprosu o giperten- 

zivnykh reaktsiiakh v sochetanii s subfe- 
bril'noi temperaturoi u kursantov letnogo 
uchilishcha. [Hypertensive reactions in combina- 
tion with subfebrile temperature in students of 
flying school] p. 64-8. 


50549 AGUSHEV AD, BURENIN V P Pereli- 
vanie konservirovannot krovi, zagotovlen- 
noi dvukh f of pre- 
prepared bya 


$0550 BLIUMENTAL' RM Opyt 
krovi na Krainem Severe 
fusion in the Far North] p. 70. 


50551 SHUL'GA SS Opyt sanatsii polosti rta 
u lichnogo sostava fiota. [Oral hygiene in 
naval personnel] p. 71-2. 


50552 MITIUNIM NK Osteosintez metalliche- 


relivaniia 
Blood trans- 


bd lcavity] p. 29-33. 


50566 MAZO EB XK voprosu o profilaktike 
nagnoenii rany briushnoi stenki posle ap- 


of wounds 
of the abdominal wall after appendectomy] p. 33- 
4. 


50567 VLASOV F T Novokainovaia blokada s 

penitsillinom pri lechenii pankrea- 
tita. [Novgcaine block with penicillin in treatment 
of acute pancreatitis] p. 37-9, 


50568 MP Iz praktiki lecheniia 
travmaticheskogo 
canada [Treatment of bilateral open 
p. 40. 


50569 KAZANTSEV A P Otsenka C-vitaminnoi 

hennosti organizma putem opredel- 
eniia rezistentnosti sosudov. [Evaluation of vita- 
min C level of the organism by determination of 
blood vessel resistance] p. 41-3. 


50570 DMITRIEV MS, FISHEF GM, 
KLIUCHNIKOVA AG, SASINA VG, 

RADZIVILOVSKII § L Ob oc! 

v Srednem Povolzh'e. [Foci of Q fever in the 

Central Volga region] p. 43-5. 


5057! CHIZHKOV MS voprosy 
epidemiologii i profilaktiki tuberkuleza 
—— [Some problems of epidemiology and pre- 
monary tuberculosis] p. 45-8. 
LEBEDEV BM _ iInfrakrasnaia 
Spektrofotometriia v mikrobiologii. 
p y in microbiology] 


50573 TUGANOV E M, ZAKHMATOV D M Ob 
illiuzornykh oshchushcheniiakh pri pole- 

takh v slozhnykh meterologicheskikh usloviiakh. 

[Illusions during flights in complex meterological 

conditions} p. 51-5. 

50574 TRUSOV MS O nekotorykh stimuliator- 
kh nochnogo zreniia. [Some stimulators 

of night vision] p. 56-63. 

50575 GURVICH GI, BONDAREV LI K 


sostava. 
[The study of flight fatigue] p. 64-6. 
50576 SYSUEV LN, OSIPOV SS Nekotorye 


[Some problems of protection of 
divers from radiant heat loss] p. 67-71. 
50577 KUMANICHKIN © kolebanitakh 
y te 


skim sterzhnem i spitsei pri p 
dlinnykh trubchatykh kostei. {Osteosynthesis with 
@ metal nail and pin in fractures on long bones] 

p. 72-5. 
50553 DI Nekotorye izmeneniia 


enmuedbretin, [Some changes in the method of 
preparation of artificial radon baths] p. 75-7. 
50554 MELKUMIAN BG Opyt ispol'zovaniia 

rnykh palatok dlia razvertyvaniia DMP. 
[Utilization of camp tents for development of a Di- 
visional Medical Center] p. 77-8. 


mp pri 
of body temperature in submariners during training ; 
for diving] p. 71-3. 

50578 Al, BG 


patients in a swinging litter on a boat in the open 
sea] p. 80-1, 


50580 BOIKO AA Novaia model’ apparata dlia 
obezzarazhivaniia vody 
luchami. [A new model of an apparatus for decon- 
tamination of water by bactericidal rays] p. 81-6. 
5058! MASLAKOV EA Ampuloderzhatel’ dlia 
krovi na k L Bottle 
holder for blood transfusion on boats) p. 


50582 GEL'MAN VB Kompleksnyi apparat KIN- 
56 dlia 


preparation of dental metal crowns] p. 88-9. 
50583 GAL'PER GS _Ispol'zovanie karmannogo 
oe dlia polucheniia dispe dispersnykh 
razmerov chas- 
tits pork, [Utilization of pocket inhalator for 
receipt of dispersed aerosols and methods of de- 
termination of quantities of aerosol particles] 
p.. 89-91. 


VOPROSY MEDITSINSKOI KHIMII 
(Moskva) 
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50584 OSTROVSKI IU M_ Izuchenie obmena 
tiamina pri tuberkuleze [Studies 
on — metabolism in pulmonary tuberculosis} 
p. 3-7. 
50585 MIKHLIN SIA, GEIMBERG VG, PAV- 
LOVA ZM Ob uchastii mikroflory v 
P raz i fosfatazy v 
tolstom kishechnike krolikov. [The role of micro- 
flora in the destruction of enterokinase and phos- 
phatase in the large intestine of the rabbit] p. 8- 
14. 


50586 KRUCHAKOVA F A Skorost’ vkliucheniia 
0 Fe 59 v iadra i tsitoplazmu kletok nor- 

mal'noi i opukholevoi tkani. [Study of the rates of 
incorporation of radioactive iron (Fe59) into the 
nuclei and cytoplasm of normal tissues and tumor 
tissues in animals after the administration of dif- 
ferent iron preparations] p. 15-20. 


50567 Iv, AF 


Utilization 
acetic acid by the plague bacillus} p. 21-6. 
50586 ANNENKOV GA Sopostavienie dinamiki 


cific gamma globulins} p. 27-32. 
50589 KUSHKO I V, KONIKOV A P, SHCHEGLO- 
VA AS Ochistka i kristallizatsiia 

eritrogennogo toksina. [Purifi- 
cation and crystallization of erythrogenic scarlet 
fever toxin] p. 33-8. 

50590 ZAKHAROVA V K Raspredelenie ob- 

shchego i fosfora v organakh 

pri eksperimental'nom tuberkuleze, lechennom 
streptomitsinom. [The distribution of total phos- 


streptomycin] p. 39-42. 

50591 KM, LIUBOVICH EN Naru- 

ie soderzhaniia kholesterina v tkani- 

akh pri conmatanbenata vitamina A. [Impairment 
of cholesterol metabolism in vitamin A deficiency] 
p. 43-9. 

50592 PUNCHENOK NA, BRAUN AD Kreati- 

nuriia 


(Creatinuria in 
the newborn] p. 50-8, 
BYCHKOV SM, FOMINA VA Vzaimo- 
deistv ie khondromukoida s 8 proko! 
[Interaction of ch d and procollagen] 
p. 59-64. 
50594 DIL'MAN VM Opredelenie obshchego 
kholesterina v malom ob"eme krovi. 
[Determination of total cholesterol in small sam- 
ples of blood] p. 65-8. 
50595 UEEREOV GA 


myoglobin content of muscle] p. 83-96. 
50597 DREYFUS J C, SCHAPIRA G, SCHAPIRA 
F, DEMOS J "Biokhimiia 


loveka. [Studies on the biochemical aspects of 

human muscle diseases] p. 97-108. 

50598 MIKHLIN S IA, PAVLOVA ZM_ Izmene- 
niia soderzhaniia nekotoryth fermentov v 

sostave kala u shchenkov pri vvedenii aminopteri- 

na, [The effect of aminopterin administration on 

the fecal content of some enzymes in puppies} 

p. 109-13, 

50599 KUZNETSOVA AN Vydelenie mocheviny 
ammiaka slizistoi obolochkoi zheludka. 

[The excretion of urea and ammonia through the 

gastric mucosa] p. 114-9. 

50600 SHAMRAI E F, 
KUZ'MINSKAIA U , NIKONOVA VA 

Vilane prepara vitamin Pix shiovaica na 


i at- 
[The effect of a vitamin P preparation 
endurance of animals in a 


Vol. 34, No. 4 
50602 CHETVERIKOVA EP Vitianie 


tod opredeleniia kholinestera 
Pp [A potentiometric method for the estimation 
of cholinesterase activity] p. 149-54, 
5U605 STARSHOV PD O kolichestvennom op. 
redelenii riboflavina v moche i krovi, 
and blood] p. 155-60. 


VOPROSY NEIROKHIRURGII 
(Moskva) 


Vopr. neirokhir. 22(2) Mar-Apr 58 


50606 EGOROV BG, KANDEL’ EI 0 pro- 
ilaktike i lecheniia oteka-nabukhaniia 
mozga i ostrykh narushenii krovoobrashcheniia 
pri povrezhdeniiakh golovnogo mozga. [Preven- 
tion of cerebral edema in acute circulatory dis- 
orders in injuries of the brain] p. 3-7. 
50607 UGRIUMOV VM O nekotorykh diskusion- 
voprosakh zakrytoi travmy cherepa 
i golovnogo mozga. [Certain controversial as- 
pects of closed cerebrocranial trauma] p. 8-15. 
50608 MARCOVIC N, VOINESCU S, MA’ 
G Vitianie kortizona na eksperimental'tyi 


rubets gi mozga. 
[Effect of cortisone on experimental traumatic 
cicatrix of the brain] p. 15-20. 
50609 CHIBAUKMAKHER N B, KANTER FM 
nye protsessy v 

ya upp P 
brain as late lae of open 
trauma] p. 21- -6. 


50610 VLASOVA EF K voprosu ob 
pri povrezhdeniiakh pozvonoch- 


nika i spinnogo mozga. (Urinary septic processes 
in war wounds of the spine and spinal cord] p. 26- 


VISHNEVETSKI! F E Primenenie novo- 
kainovoi blokady pri zakrytoi travme 
. [Application of novocaine block in 
closed cranial traum] p. 32-4. 
50612 EFIMISHIN NS Podkozhnaia oksigeno- 
terapiia pri lechenii ostroi zakrytoi 
travmy golovnogo mozga. B eer oxygen 
therapy in acute closed cerebral trauma) p. 35-6. 
50613 ee MG Oklinike legkikh 
-mozgovykh travm protekaiu- 
shchikh hom poteri soznaniia. [Clinical aspects 
of slight cerebrocranial trauma without loss of 
consciousness} p. 37-8. 
50614 SHELIA RN K khirurgicheskomu lech- 
eniiu travmaticheskikh abstsessov 
mozga. [Surgical treatment of traumatic 
Shocesses othe brain] p. 38-40. 
50615 BRIKMAN LM 0 samoproizvol'nykh 
abstsessov 


mozgovykh 
SS ruptures of cerebral abscesses} 


16 SZ Udalenie inorodnogo 
iz’ osnovaniia cherepa. [Removal of 
foreign war from the base of the cranium] 
p. 41-2. 
50617 Konusnoe sverlo 
dlia trepanatsii cherepa. [Conical drill 
for trepanation of the cranium] p. 42-3. 
50616 PAVLONSKI IA M Aleksandr losifovich 
Geimanovich; k 75-letiiu so dnia rozh- 
deniia. [Alek h; 75th 
anniversary of his birth]. p. 59-61. 


VOPROSY ONKOLOGII 
(Leningrad) 


This Journal is also available in English 
translation as Problems of Oncology. 
1958 
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11. 
50620 IUM soedinitel' nol 

ri gomologicheskoi 
skoi transplanta opukhole!. 


5062! KRAVCHENKO AI 

aktivnost' i toksichnost’ nekotorykh ali- 
8-khloretilaminov v eksperimente. 
[Anti-tumor activity and toxicity of certain alicylic 

8-chlorethylamines in experimental conditions) 

p. 17-23. 
50622 PROKOF'EVA EI 


kostei v 
[Experimental tumors of the aya in 
raphic representation] p. 23-9. 
062 CHERKASSKII L A O rannikh stadiiakh 
3 razvitiia sarkomy kosti v eksperimente. 
imental conditions} p. 30-8. 


i gete 
[Reactions of the 
and heterologous 


zhenii. 


tkani pecheni. [The effect of medinal on the de. 
6 ae } hydrogenases and the respiratory quotient of liver 
tissue} p. 131-8. 
| 
ikh koronok [Combined apparatus KPN-56 for p. hypothe and hypoxia} 
50604 GOSHEV AI _Potentsiometriche: 
| 
| 
Ve Rrra course of wounds and burns of the eye in radiation 
| 
ntsii | 
| 
SOS63 MOROZOV GN _ Nekotorye osobennosti 
sinteza antitel i nespetsificheskikh 
> 7 -globulinov. [Comparative studies on the dy- 
sig ; namics of synthesis of antibodies and of non-spe- 
| 32. 
| 
| 
phorus and lipid phosphorus in organs of animals | 
with experimental tuberculosis being treated with 
| 
| 
| 
| 
Ku 
metricheskim ningidrinnym metodom. [Determi- 
ae sov u letn rt nation of amino nitrogen in proteins and amino 
ae ao aa acids by a colorimetric ninhydrin method] p. 69- 
Vopr. med. khimii 4(2) Mar-Apr 58 
48-5 
: 50596 VERBOLOVICH PA faktorakh, oka- 
zyvaiushchikh vilianie na soderzhanie 
a ee mioglobina v myshtsakh. [Factors influencing the 
50619 PISKUNOVA GA, SHUBIN AS 0 kul’- 
tivirovanii na kurinykh embrionakh viru- 
are sopodobnykh obrazovanii iz polipov zheludka che- 
loveka. [Cultivation on chick embryo of virus- 
[ | like formations from human gastric polypi] p- 3 
ies : voprosy zashchity vodolazov ot luchistykh | 
® 
lichnogo sostava na podvodnykh lodkakh. [Living mosfery. 
Fone ere conditions and morbidity of submariners; review of from rose 
foreign literature] p. 73-80. rarified atmosphere] p. 120-4. 
50579 ZADOROZHNYI AA O peredache 5060! PASHCHENKO AE Adrenalin v krovi 
nosilochnykh bol'nykh korablia na k krolikov s exsperimental'noi giperkhole- 
korabl’ v otkrytom more. [Transport of litter sterinemiei (aterosklerozom). [Adrenalin con- 
aoe tent of the blood of rabbits with experimental hy- 
percholesterolemia (atherosclerosis)} p. 125-30. 
R-536 
; 
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CURRENT LIST of MEDICAL LITERATURE 


50624-50720 


GRITSIUTE LA O perevivke adenoma- 


50624 eputhelet myshel 


{Transplantation of adenomatous tumors of the lung 
in mice] p. 39-48. 
50625 GAMSONOV VA K morfologicheskoi i 
kKlinicheskoi kartine sarkom sredosteniia. 
ical and clinical picture of mediastinal 
sarcomas) p. 49-51. 


SIA_ K voprosu o 
litel’nymi 
[Role of in 
rential diagnosis between cancer and chronic 
processes of the bang] p. 52-7. 
B L rimeneniia 
50627 tsel’ iu. 
{ diagnostic of gastrotomy] 


sae ‘LEBEDEV AP Kisty bryzheiki. 
{Mesenteric cysts] p. 62-6. 
50629 TOBILEVICH V P K voprosu ob applika- 
tsii radioaktivnykh preparatov v priamuiu 
of 
in the of female 


CHERNOMORDIKOVA M F, KHOKHLOVA 
50630 wa Materialy k kliniko- rentgenologi- 


clinico- 
mas} p. 72-80. 


5063! IARZHEMSKAS II, LIUTKUS L IU 
[Studies on 


MINTS M M, ZEDGENIDZE OA 
K klinike i pii zlokach 
aykh opukholei kostei u [Clinical aspects 
and roentgenotherapy of malignant tumors of the 
bone in children] p. 84-90. 
50633 KOSOLAPKINA LI, SAVINICH BV 
K voprosu o chastote zlokachestvennykh 
novoobrazovanii u bol'nykh leproi. eee of 
malignant tumors in leprosy] p. 90-4. 
50634 DUBOVTSKII MA Opyt profilaktiche- 
skikh meditsinskikh osmotrov 
Tartu. [Result of paptpieatie medical 
survey in the city of Tartu] p. 94-6. 
50635 MATS DI O srokakh obrashcheniia bol’ - 


meditsinskoi pomoshch'iu. [Time of seeking 

medical aid by patients with malignant tumors] 

p. 97-101. 

$0636 DOBRYNIN IA Shtamm perevivaemoi 
sarkomy zheludka myshei CC57. [Strain 

— sarcoma in mice CC57] p. 102- 


50637 KANTIN A V, OPRYSHKO N G Sluchai 
diitel’ nogo i 
sevrinomy grednol polosti. 
duration in a case of neurinoma of the 
cavity treated by roentgen rays] p. 105-7. 
5063g KURASHEV RI 
rake legkogo. [Hy- 
p. 107-10, 
50639 DIMITROV MK, BOEVA MN Otdalen- 


skaia reaktsiia pri 1 lechenii zlokach: 
stvennoi melanomy. [Remote therapeutic effect 
and hyperergic reaction in radiotherapy of malig- 
mnt melanoma] p. 111-2. 


wth da period 1947 po 1954 of 


Sertations on onc: ited du 1947-1954 
ology presen ring ] 


[Cure of long 
the thoracic 
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50641 KRIUKOVA NI Rol’ kombinirovannogo 
i "nykh 
opukholei in vitro. [Com- 
> action of humoral & cellular elements in in- 
tumor destruction] p. 131-6. 


opukholei chelo- 
veka. [Changes in the chorioallantoic membrane 
intumor culture] p. 140-6. 


50644 KUZIN AM, KRUSANOVA NI, KRASO- 
Al Izmenenie strukturnoi 


VSKAIA AI 
Viazkosti dezoks: inoi 
sarkomy 45 pri vozd vivo kh 
cheskikh agentov. I. [Changes in the structural 


Viscosity of desoxyrit of the rat 
frcoma 45 treated in vivo with chemotherapeutic 
agents. p. 146-50. 


gastric tumor induced by a carcino- 
Senic substance] p. 150-5. 
50646 DOBRYNIN IA V, POGOSIANTS E E, 
PRIGOZHINA E L Perevivaemye shtam- 
of cardial cancer in mice] p. 155-61. 


] p. 161-6. 


50648 L'VOV AN, POL' NV O diagnostike i 
lechenii raka zheludka. & 


treatment of gastric cancer] p. 166-70. 
50649 PROTOPOPOV AN K voprosu o tem- 

pakh rosta polipov zheludka. [Growth 
rates in gastric polypi] p. 170-5, 


50650 DYMARSKI LIU O pozdnikh metasta- 
zakh raka molochnoi 


thelezy. [Late me- 
tastases in breast cancer] p. 175-82. 


5065! TEVEROVSKD MI, SOSNINA MI O 
lechenii i profilaktike infektsionnykh 
oslozhnenii pri luchevoi terapii raka sheiki matki. 
[Therapy & prevention of infectious complications 

of radiotherapy of cervical cancer] p. 182-7. 


50652 SHASHIN MM Klinicheskii analiz 28 


50672 LAPINA AA Sravitel'naia aktivnost' 
karotina i 


daptatsiei glaz chelovek 


tive activity of carotene and vitamin A in dark 
adaptation in man} p. 24-7. 
50673 VYTCHIKOVA MA Opyt obogashcheniia 
pishche: ratsionov menov vita- 
minom Bl. [Results of enrichment with vita- 
min B1 of diets for athletes] p. 27-32. 
50674 TARAKANOVA AM Neiro- 
formy ozhireniia i rol’ — 
niia. Gieund-cnliaeine forms of adiposis and 
role of diets] p. 32-8, 


50675 VYGODNER EB Viiianie 


50693 bi ge NI, GORDIENKO E G, KATS 
, KURILOVA M A, KHAIKINA As 

i oc 
syvorotok protiv beshenstva i 
stolbniaka v eksperimente. (Experimenta! produc- 
tion and study of complex native and purified sera 
against rabies and tetanus) p. 23-7. 


50694 KLIACHKO NS, GUSARSKAIA I L, MAS- 
LENNIKOVA L K, SENA N L, TSIRLINA 
8s Spetsificheskaia profilaktika eoidemichestogo 
parotita. IV. 
fektivnosti vnutrikozhnykh privivok zhivoi 
noi protivoparotitnoi vaktsinoi na detskikh kon- 
tingentakh. _ [Specific prophylaxis against mumps. 
IV. Epid logical efficacy of living attenuated 


Poluch 


pitaniia v ki oa kse s bal'- 
fakt tsentral'noi nervnoi 


[Clinical analysis of 28 theca cell tumors of the 
ovary] p. 187-9. 


SO6S3 KACHKAREVA KSH Oklinike i raz- 

poznavanii melanom kozhi. [Clinical 

manifestations & diagnosis of melanomas of the 
skin] p. 190-2. 


50654 GREMILOV VA Ob elektrokhirurgiche- 
skom lecheniia raka kozhi vek. 


sposobe 

[Electrosurgical therapy of cancer of the eyelid] 
p. 193-6. 
CHAPLINSKIL Morfologicheskie 

izmeneniia tkanei pri lechenii bol'nykh 
1 y ob kozhi i 
Gordeev solution No. 2 on 
changes in the treatment of skin & lip cancer] 
p. 197-9. 
50656 TISHCHENKO NA Anatomicheskoe 

obosnovanie granits pri futliarnom uda- 

moval of the submandibular lymphatics] p. 199- 
204. 


50657 SERGEEV DM, LEONOVID Opyt 
lecheniia chesnokom nekotorykh form 

predraka guby. [Trial therapy of some 

cerous forms of lip lesions with garlic] p. 205-6. 
KOMAR VE Shtamm perevivaemoi 

S06Su 

variant. [Strain 

AK & its ascitic variant] p. 207-10. 


SO6S9 GOLUBITSKAIA MB Teratoidnaia 

opukhol’ iaichnika c neobychnym kliniche- 
skim techeniem. [Teratoid ovarian tumor with 
an unusual clinical course] p. 211-4. 


5066p UTEGENOVA KD, K 
voprosu 0 i profilaktike raka 

sheiki matki. [Problem of the diagnosis & pre- 

vention of cervical cancer] p. 214-6. 


5066! KOFMAN LS Sarkoma stopy. [Sarco- 
ma of the foot] p. 216-8. 


pri 
[Bone tissue necrosis following use of Gordeev 
solution] p. 219-21. 


50663 LEVKOVICH IUI Fotograficheskaia 
nasadka dlia [Photographic 
device for a rectoscope] p. 221-3. 
50664 LB, MOROZOV NM Rak 
v posleopara- 


tsionnoi [Cancer of the stomach herniat- 
ing into a postoperative hernia] p. 224-5. 


SO66S KYRGE K KH, PODAR UIA Eozinofil'- 
naia leik dn 


zheludka. [Eosinophilic leukemoid reaction in 
gastric sarcoma] p. 225-7. 


50666 yn NS Blizhaishie i otdalen- 


of cancer in rural areas] p. 228-9. 


5u667 DEMIN VN Materialy k istorii razvitiia 
khi hesk b raka sigmovi- 

dnot i proksimal'nogo otdela priamoi kishok. 

[History of the surgical treatment of cancer of the 

sigmoid & the proximal portion of the rectum] 

p. 230-3. 


50668 RADZIKHOVSKAIA RM _ Rol’ antitel 
immunitete. [Role 
of antibodies in cancer immunity] p. 234-44. 


VOPROSY PITANIIA 
( 


Moskva) 
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50669 CHERKES LA Patologicheskie proches- 


sy, voznikaiushchie vsledstvie narushe- 

niiu otnoshenii v pishche mezhdu vitaminami i 

drugimi pishchevymi veshchestvami. [Pathologi- 
be- 


50670 SZCZYGIEL A Izuchenie pitaniia ne- 
kotorykh grupp naseleniia v Pol'she. 
[Investigations on nutrition of certain groups of 
the population in Poland] p. 12-8. 


50671! MI, UDALOV IU F 


y na 
obmen nekotoryih vitaminov v organizme. (Ef- 


fect of increased environmental temperature on 
organism 


sistemy bol’ nykh iazvennoi bolezn'iu, [Effect of 

qualitatively different diets in a complex therapy 

with balneological factors on the central nervous 

system in peptic ulcer] p, 38-42. 
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. [Tumors of the breast 
caused by mycosis fungoides} p. 258-60. 


50955 KADEN R Gesichtsglittung bei Chiorak 
ne durch Abbirsten. 

cial abrasion in chloracne with high-speed 

brushes} p. 260-4, 


50956 FRIDERICH H 
cruris in der Praxis. 
cruris in general practice] p. 


50953 


FUR HYGIENE UND 
INFEKTIONSKRANKHEITEN 
(Berlin) 
Zschr. H 144(4) 1958 
50957 RUSCHMANN E a Uber die 
Tierpathogenitat des Dyspepsiecoli. [Re- 
Pp. 


RUSCHMANN E Untersuchungen 
den Bakterien-Antagonismus in Sttthlen 
von gesunden und kranken Sduglingen mit beson- 
aoe Berlicksichtigung | des Verhaltens von B. bi- 
fidum und [ h on bacterial 
prone om por in feces of healthy and sick infants with 
to the b of B. bifidum 


coll) p. 298-306. 
59959 RUSCHMANN E Na&hrbodenfragen in der 


media prbteme inthe of cll] 
Pp. 


50960 SCHIFF W Zur der 

Tuberku- 
te. [Differentiation of antibody fixation and 
hemosensibilization qualities of purified tubercu- 
lin} p. 316-25. 


positive Salmonella strain} p. 326-49. 
50962 LAMMERS T, GEWALT R Ein neues. 
Sterilisationsv. 


50963 RUGE H, KNOTHE H, OTTEN O Er- 
fahrungen mit der Pallida- Reaktion; thre 
ng fur die L logi [Experience 
with Treponema pallidum reactions; its signifi- 

cance in the diagnosis of as p. 359-71. 


S0964 W = Fiich fekti h 
dem Newcastle-Disease- Virus. 
{Disinfection with surface active substances in ex- 
with the N le disease virus] 
Pp. 372-88. 


Zschr. Hyg. 1958 
965 JACHERTS D, JACHERTS B Uber die 
der Ci durch 


Nucleinsiuren. [Effect of nucleic acid on coagu- 
lase formation] p. 389-400. 


Micrococcus pyogenes aureus} p. 401-6. 


50967 Lysotypie von Staph. aureus 
miologischer Zusam- 
meninges bet durch Fischkonserven hervorgeru- 


ames otyping of Staphylococcus aureus for the de- 

termination of epidemiological relationships in 

staphylococcal food poisoning caused by canned 

fish] p. 407-24. 

50968 WUNDT W Untersuchungen iber die 
_ Bignung von zur Priifung ‘ite. 


50970 BOSSE Uber das Vorkommen von 


sackie virus 
animals] p. 454-9. 


50971 ROHDE R, 
Salmonella 


BISCHOFF J, TIEDJE E 
altona* (8), 20:r(i):26, ein 
neuer Salmonellatyp aus Fischmehl. 

altona = (8), 20:r(i):26, a new Salmonella type from 
fish meal] p. 460-1. 


Typhus in einer 


[Typhoid fever ina margarine 


factory] p. 
50973 MARWYCK cum Zur Frage der che. 
p. 468-79, 
50974 BERGER U Die Empfindlichkeit 


ZEITSCHRIFT FUR 
IMMUNITATSFORSCHUNG UND 
EXPERIMENTELLE THERAPIE 

(Jena) 


Zschr. Immunforsch. 115 Feb 58 
50975 FRENGER W, TRABULSI L R, SCHEIP- 
FARTH F Studien zur Absorption kom- 
pletter und inkompletter Antikérper h Prizipi- 
tation und 
tation and hemagglutination] Pp. 85-91. 
50976 SCHEIFFARTH F, GOTZ H, ZICHA L 
und im- 
munologische Untersuchungen an isoliertem y - 
Globulin; zur Frage der Reindarstellung von y - 
Globulin mit Rivanol. electropho- 


50977 MATTHES M, KOTTMEIER F Kalteag- 
und Ikterus neonatorum 


50978 wiprtae G, NAUMANN G, WILDE J 
ektrophoretische Untersuchungen von 
PGES... nach latenter Infektion mit Toxoplasma 
gondii. [Electrophoretic studies on rat sera after 
latent T gondi: p. 122-34. 


50979 LPP IHM P, DITTMAR C, AUG- 
STEIN Immunisierung von splenekto- 
mierten K; hen mit Bakter- 
ienantigen und vorbehandelten Zellen. [Immuni- 
zation of splenectomized rabbits with decomposed 
bacterial antigen and pretreated cells] p. 135-42. 


50980 mavids J, POTUZNIK V. Die Dynamik 

Titers ‘der kompletten und inkompiet- 
ten 009, im Verlauf einer Chioram- 
phenic 


antibodies during 
phoid fever] p. 143-59. 


Zschr. Immunforsch. 115(3) Mar 58 
5098, SPROCKHOFF H VON Experimentelie 
Befunde bei der Bornaschen 


Untersuchungen ter das Borna -s -Antigen und In- 


50983 SICHERT H, MOCHMANN H, MAHNKE 
PF Listerienuntersuchungen an Hauss- 
chweinen. [Listeria in domestic pigs] p. 177-84. 


SO0984 HEYMANN G, H Papierelek- 


photometrische tiber die Relation 
der  Serumeiweisskirper im Verlauf der Antikor- 
jung bei K: 


and ultraviolet 

serum proteins 

bits] p. 185-214. 

509685 EISLER M Das letale und nekrotisierende 
Gift in I Bouill i [Le- 

thal and necrotic toxins in diphtheria bouillon 

culture] p. 215-23. 


50996 SCHEIFFARTH F, FRENGER W, GE- 
MAHLICH M Untersuchungen fiber 

Wirkungsmechanismus des Anaphylatoxins. 1. 

Das Meerschweinchens im Anaphyla- 


einer Substanz. [Mecha 
anaphylatoxin. 1. Behavior of 

guinea pigs in anaphylatic shock after pretreat- 

ment with a histamine-liberator] p. 224-7. 


ZEITSCHRIFT FUR 
KINDERHEILKUNDE 
(Berlin) 


Zechr. Kinderh. 80(5) 1958 


50987 SCHOLZ E Zum Problem des sogenant- 

ten Habituswandels im Schulkindalter. 
[Problem of so-called change of constitution during 
school age] p. 451-60. 


Vol. 34, No. 
Uber die Wirkung von Chiortetrazyklin er gegen neue Anti. 
aa, spore-free anaerobes to new antibiotics. 1. Noy. 
biocin] p. 480-4. 
ty, 
I, CIUNTU F E, BALAN A, BALAN §_ Bilut- 
beschaffenheit bei Alten und Greisen. 
ae ae properties in aged and senile] p. 1 ung von Ulcera 
ZEITSCHRIFT FUR HAUT- UND 
GESCHLECHTS-KRANKHEITEN 
(Berlin) 
| 
| 
| 
globulin; problems of gamma globulin purification 
with rivanol] p. 92-8. 
Untersuchungen tiber einen dtiologischen Zusam- 
| menhang. (Cold agglutinins and icterus neona- 
Bee torum simplex; studies on etiological connections} 
% 
Te Bi bioelektrischen Potentiale. [Causes of the origin 5096) HACKENTHAL H, BIERKOWSKI E Die 
and the importance of bioelectric potentials] Analyse eines saccharosepositiven Sal- 
si ae Aethylenoxyd. [A new sterilization process with of the tit r plete and in: te 0(9, 12)- 
diluted ethylene oxide] p. 350-8. 
39 
fee perimental findings in Borna's disease; studies on 
ae i Borna-s-antigen and experimental infections in in- 
$e fant rabbits] p. 161-8. 
50962 BUSING Die Beetnflussung des Pru 
perdin-Spiegels durch Extrakte aus Echi- 
nacea purpurea bei Kaninchen. [Influence of Echi- 
een nacea purpurea extracts on properdin levels in 
rabbits] p. 169-76. 
50966 GILLISSEN G, RUDA M_ Die Beeinflus- 
sung der Phosphatasen von M. pyogenes 
var. aureus durch Penicillin und Neomycin. [Ef- 
aes We fect of penicillin and neomycin on phosphatase of 
50969 FALKE D Untersuchungen iber Zellaf- 
sees der Theilerschen Krankheit der Mause. [Cell af- 
torte finity, immunity and pathogenesis in Theiler's dis- 
: 
gustieren. [Incidence of Cox- 
Komplikationen. [Modern treatment of hemor- 
gees rhoids and their complications] p. 237-9. 
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DIETEL V Halbwertszeit und Total- 
50988 cjearance von Inulin und p-Aminohippur- 
Frihgeborenen. (Half life and total 

of inulin and p-aminohippuric acid in 


prematures] p. 461-8. 
50989 MOLL H, SCHMID F Radiologische 
Grundziige der atypischen Rachitisformen. 
features of atypical forms of rickets) 
p. 469-83. 
50990 BERLIN-HEIMENDAHL S VON Ein- 
schlusskorperchen im Rachenepithel des 
Menschen. [Inclusion bodies in epi- 
thelium of human] p. 848-513. 
50991 BOCKER H, STICKL H Zellatmung und 
Virusenzym. 1. [Cell respiration and 
virus enzyme. I.) p. 514-8. 
STICKL Uber die Wirkungsbeeinflus- 
sung von rientoxinen durch Virusen- 
1ym. [Influenceability of bacterial toxins by virus 
p. 519-29. 
50993 KARTE H Veranderungen der Kuhmilch- 
proteine unter Hitzeeinwirkung. I. Phy- 
he Veranderungen beim Pasteuri- 
sieren, Kochen und bei der Herstellung evaporier- 
ter Milch. [Changes in proteins of cow's milk by 
beat. L Physico-chemical changes by pasteuri- 
sation, cooking and by pr of evap d 


Zschr. Kinderh, 6) 1958 

50994 BACHMANN KD, STRUCK G Zur Dif- 
ferentialdiagnose peripherer Facialis- 
paresen im Kindesalter; ein Beitrag zur Frage 

Impfkomplikationen. [Differential 

diagnosis of peripheral facial paralysis in child- 

hood; a contribution to the problem of 

vaccination complications} p. 577-87. 


Antibiotica. 


p. 


terien, IV. 


OCKLITZ krogrammstu- 
dien bei F: 
gram studies in prematures}] p. 5 
5099g DEIBEL R, VIVELL O Erfahrungen 
mit der auf 
ee bei Verwendung inaktivierter Anti- 
[Experiences with the complement fixation 
te with ene of tanctivated 
antigens) p. 607-14. 


tions after 
oties] p. 615-41. 


GUTHEIL H Beobach- 
tungen Uber Nephritis bei 

[Epidemiological observations on ae in chil- 
dren} p. 642-51. 


$100; BENTIVOGLIO G, GABURRO D Die 
durch Influenzavirus in- 
terstitiell mit Pneu- 
; ein kl h und ¢ ri 
trag. [Interstitial plasma cell el! preumonia with 
Pneumocystosis of influenza virus etiology; a clini- 
cal and experimental contribution] p. 052-65. 


51002 BAMBERGER P, SCHREIER K, KRETZ 
WE, YANG PR Uber den Einfluss von 
Diphtherie-Toxin auf den Eiweissstoffwechsel; 
Studien unter Verwendung von C14-Lysin bei Meer- 
schweinchen. [Effect of diphtheria toxin on pro- 
tein metabolism; studies with use of carbonl4 
labeled lysine in guinea pigs} p. 666-76. 


51003 JOCHIMS J Vergleich der Fettresorp- 
tion aus einer Sduglingsnahrung beim 
Austausch von Butterfett 
Parison of fat resorption from infant nourishment 
by exchange of butter fat for plant oil] p. 677-85. 


51000 


[Com- 


Basel 1-2) Mar 58 


51004 KREVELEN DA VAN 25 Jahre Zeit- 
Schrift fiir Kinderpsychiatrie; Offener 
Brief an — Tramer. [The 25 years of the 


atrie; 
Kinderpsychi: open letter to 


p. 1-8, 
$1005 Facteur du 
uration} p. 9-13. 


FONTES V temps (Zeitfax- 
tor) et Maturation. [Time factor & mat- 
51006 BUHLER C Earliest trends in goal-set- 
ting. p. 13-23. 
$1007 BAUMGARTEN F Zur Geschichte des 
Tramerschen Bicherkatalogtests 
[History of Tramer's book catalog test] p. 24-8. 


510cg BOLLEA G Patologia della crisi evolu- 
tiva dei 7-8 anni. [Pathology of 


51009 VILLINGER W = Schiilerauslese und Er- 
tung in der Deutschen Bun- 
desrepublik; Fragen der S Schulreife, der Hilfs- 
schulbediirftigkeit und des Uberganges in hohere 
Schulen. [Selection of students & child guidance 
in the German Federal Republic; problems of read- 
iness for school, need for schooling & 
transfer to institutes of higher learning] p. 36- 


MORAGAS F DE gg 
ques chez l'enfant 


5101; HART DE RUYTER T Bemerkungen zum 


Problem der Psychotherapie bei ich- 
schwachen Jugendlichen, [Problems of psycho- 
therapy in adolescents p. 52-62. 
51012 ANNELL AL Chlorpromazine therapy 
with mentally started p. 62- 
51013 HEUYER G L'equipement scientifique en 

neuro-psychiatrie infantile. 
team work in child psychiatry} p. 69- 


51014 WAAL N Problems of diagnosis in child 
psychiatry. p. 76-80. 

51015 STUTTE H Paranoide 
(Verfolgungs-, Unschulds-, 

wahn) bel jugendlichen Mérdern. 


sions of inno & grandeur) in adol 


BENDER L_ Genesis in schi: 

during childhood. p. 101-7. 
KANNER L The specificity of early in- 
fantile autism. p. 108-13. 

51020 ISLER W, F_ tiber einen Fall von 
Dementia infantilis Heller. 
dementia infantilis of Heller] p. 113-' 


51021 CAMERON K A group of twenty: 
psychotic children. p. 117-22. 


-five 


51022 SAGARRA FS ther die myoklonische 
Epilepsie bei Kindern. [Myoclonic epi- 
lepsy in children] p. 122-31. 


51023 AHNSJO S Child psychiatry in Sweden. 
p. 131-6, 


ZEITSCHRIFT FUR KLINISCHE 
MEDIZIN 
(Berlin) 
Zschr. klin. Med. 154(6) 1957 


51024 L die Axtivitat der Se- 


51032 JULICH H, EISFELD G, JULICH E, 
WUSTEFELD H Die Beeinflussung der 

Atmung und des Saurebasenhaushaltes durch Sali- 

cylsiure. [Effect of sal acid on respi 

& acid-base equilibrium} 669-75. 


51033 JULICH H, EISFELD G, JULICH E, 
KURSCHNER E C, SCHENK G Alkalire- 


Zschr. klin. Med. 1958 

51034 KEHL R Klinische Untersuchungen Uber 
Porphyrinurie bei Lebererkrankungen. 

[Clinical research on porphyrinuria in liver dis- 

eases} p. 1-24, 


5!035 REMMELE W Zur Problematik der ru- 
infektidsen Mononukleose. 


[Probh 


p. 25-40. 


OP 


51036 SCHMIDT-KESSEN W Die Statik des 
im Bauchraum. (Static stomach 
in abdominal cavity] p. 41-52. 


51037 BOECKER w, SCHEEF H Funktionelle 

ung der und Wasser- 
ausscheidung bei [Functional 
observations on galactose & water excretion in 
liver diseases] p. 53-64. 


$1038 W _ Die chemische 


glssen in Abhangigheit von in den Fil- 
trations- und Diffusionsraten. [Chemical compo- 
sition of pleural effusions depending on changes in 
filtration & diffusion rates] p. 65-87. 


51039 LUICHTERFELD A, SPENGLER F Spi- 
rometrische Untersuchungen zum exspi- 


pny 


ratorischen V 

sem. [Spirometric 

ventilation mechanisms in emphysema} 

p. 88-100. 

51040 HLOUCAL L, HRDINA R Das Post- 
cholecystektomie- 


Syndrom; seine Diagno- 


stik und Behandl y syn- 

drome; its diagnosis & treatment} p. 101- 24. 
Zschr. klin. Med. 155(2) 1958 

51041 nad 


GUNTHER O Cerebral 
bei nach 


[Persistent brain damage in diabetics after nypo- 
glycemia} p. 125-57. 


TOTZKI H Untersuchungen der Nie- 
mi 


kombinierter Inulin- PAH-Clearancemethode. 

[Research on kidney function in 70 diabetics using 

combined inulin- PAH clearance method] p. 158- 

75. 

51043 LAMBERS K Die alkalische Phospha- 
ta itat der B Lh n bel Leukosen 


und anderen path Alkaline 
other pathological conditions] p. 176-90. 


51044 EGELI E§, ALP H Die Glucose-6- 
Phospha -Aktivitat der Leber bei nor- 
malen awe und bei Diabetikern. [Glucose- 
h tivity of liver in normal & dia- 


tt der Mul , der Schizophreni 
und des Alkoholismus. [Serum aldolase activity 
with special reference to multiple sclerosis, 

& holism] p. 569-79. 


51025 GOLDECK H_ Der kombinierte Eisen- 
und Vitamin B12-Mangel. (Combined 
iron & vitamin B12 deficiencies] p. 580-6. 


51026 KOEPPE HW, WAHL WD Uber Vor- 

und A idung von Nitriten 
beim Menschen. I. Untersuchungen im Harn. 
[Occurrence & excretion of nitritesin man. I. 
Urinary examinations} p. 587-92. 


betic subjects] 1 p. 191-4, 


51045 MULLER AA Zur Methodik der Blut- 
mit Farbstoffen unter 

[Determi- 

nation of blood Pe with dyes especially with 

Congo dyes} p. 195-208. 

ABEL H Zur 

§ 1046 [A p. 209- 

12. 


keich 


51047 NIETH H tologie und Patho- 
physiologic der akuten diffusen Glomeru- 


51052 i. SOLTI F Vendser Druck und 
des Zentralnerv 


51053 SACHS D Osophagale Herzschalischrei- 
Geriu- 


[Bsoph- 
ageal heart sound recording for the detection of 
diastolic murmurs in auricular septal defects as 
manifestation of increased load of the right auri- 
cle] p. 221-8. 
51054 WENDHUT G Zur Methodik der direkten 
e; Untersuchungen 
[Method for direct ballistocardiography; studies on 
permanent magnet and deoscillator] p. 229-36. 
BENDA L, DONEFF D, MOSER K Der 
finfluss von Cocarboxylase auf die Brenz- 


pensation and digitalis intoxication] p. 237-45. 


MECHELKE K, CHRISTIAN Y Formen 
S!0S6 und abnormer Regelungsvor- 
Forms and significance of 


gange im Kreislauf. 
processes of blood circula- 
tion] p. “246-60. 


51057 BENDER F, SEIFERT HH Zur diag- 
nostischen Anwendung eines eines Photozellen- 
katheters. [Diagnostic use of a photocell catheter] 
p. 260-7. 
5105g BIERING PO Ein abartig 
Fallotscher Tetralogie (F.T.). [An un- 
usual case of Fallot's tetralogy (F.T.)] p. 267-71. 
3 HEIDEL W, RICHTER W Zur Bedeutung 
der Niedervoltage im Elektrokardio- 
271-7. 


51058! 


Zechr. Kreislaufforsch. 47(7-8) Apr 58_ 


41060 LEUPOLD F Serumlipide und Serumjod- 

zahl bei Gesunden und Arteriosklerose- 
kranken. (Serum lipids and serum iodine number 
in healthy subjects and arteriosclerosis patients} 
p. 281-90. 


GXSSLER R, SAMLERT H Zur Beurtei- 
lung des Ul bel 


P of the 
cardiogram in mitral stenosis] p. 291-7. 


45,1062 E, CLODI H, STROBACH 
Die hamodynamischen Verhaltnisse 
unter Zufuhr von Aminos&urege mischen 
(Aminosol). [Effect of administration of amino 
acid mixtures (aminosol) on hemodynamics} 
p. 297-304. 


51063 E Uber eine einfache 
ng des Pr 


for control of pressure applied in Valealva's ex- 
periment] p. 304-6. 


DEMBOWSKI U, RAUG Akute Versch- 
lisse der Gliedmassenarterien; Sympto- 
malogie, Differentialdiagnostik und Therapie. 
[Acute occlusion of the arteries of the extremities; 
symptomatology, differential diagnosis and thera- 
py] p. 306-18. 
51065 SELYE H Erzeugung der Phosphat- 
Ste roid-Kardiopathie durch verschiedene 
Steroidhormonderivate. {Produ of 
ste roid-cardiopathy with various steroid ‘hormone 
derivatives} p. 318-26. 


51066 EMMRICH J, STEIM H, KLEPZIG 4H, 
MUSSHOFF K, REINDELL H, BAUM- 
GARTEN B Uber den Einfluss blutiger Unter- 
suchungsmethoden auf das Herzminutenvolumen. 
= effect of bloody examination methods on 
rdiac output] p. 326-37. 
GOETZ RH, MEYER WW ther einige 
Strukturbesonderheiten der Aorta und 
der Giraffe, eines Sdugers mit hohem 


DUBACH UC Die Gi ai Oxa 
1027 

51027 in ihrer diag- 
nostischen Diagnostic value of glu- 


[ 
tamic oxalacetic acid transaminase] p. 593-622. 


51028 BRUNING L Elisenstoffwechsel beim Ga- 
stroduodenal Iron metabolism in 


julcus. 
gastroduodenal ulcers] p. 623-30. 


51029 MERTZ D P, LUTZ-DETTINGER U_ Un- 
tersuchungen iiber die Wirkung von Pred- 
nison auf den Wasser- und Elektrolythaushalt und 
beim Mi h [Findings on 
the effect of prednisone on water-electrolyte bal- 
ance & kidney function in man] p. 631-47. 


RECHENBERGER J, BENNDORF S 
51030 Yer den Ci egel des Blu- 
tes. I. Methodik, Normalwerte sowie das Ver- 
halten beim Diabetes mellitus. 


ues as well as its action in diabetes mellitus] 


p. 648-59. 

51031 RECHENBERGER J, BENNDORF S 
Uber den Ci piegel des Blu- 

tes. IL Das Vi bei malig- 

nen Geschwii bei Blutkrankheiten 


und bei Morbus Hodgkin. [Citric acid blood lev- 
els. I. Behavior in various malignant tumors, 
malignant blood diseases & Hodgkin's disease} 

p. 660-8, 


& 
glomerulonephritis} p. “213-36, 


Zschr. Kreislaufforsch. 47(5-6) Mar 58 


51048 acme, F, LINDNER A, MANNHEIMER 

, PFLEGER L, THURNHER B Tier- 
gur kiinstlichen Verddung 
von Lymphb in E. ai Animal ex- 
periments on artificial ot obliteration of lymph pas- 
sages in the extremities] p. 189-94. 


51049 HILMER W, WIRTH R Die klinische Be- 


51050 SCHMIDT J, LEITZKE K, LUTTEROTTI 

M VON 
der arteriovendser Aneurysmen auf das 
Herz. ([Roentgenological studies on the influence 
rtm aneurysms on the heart] p. 207- 


svoei MANSFELD G Uber den Blutdruck ge- 
sunder Kinder im Grundschulalter; erste 
Langsschnittergebnisse. [Blood pressure of 


deutung des [Clin- 
ical significance of low tension ECG yo 


enologische Untersuchungen 


arteriellem Druck. [Some structural characteris- 

tics of the aorta and pulmonary artery of the 

giraffe, a mammal with high arterial pressure} 

p. 338-46. 

51068 DELIUS L 
rungen des Herzens und des Kreislaufs. 

[A of the heart and 

circulation] 346-69. 


ZEITSCHRIFT FUR LARYNGOLOGIE, 
RHINOLOGIE, OTOLOGIE 
(Stuttgart) 


Zechr. 37 


51069 THEISSING G Die operativen Miglich- 

keiten und Grenzen der ambulanten Fach- 
praxis. [Surgical possibilities and limitations of 
ambulant practice] p. 137-45. 


o7 KOSTLIN H Die operativen Maglich- 
$1070 keiten und Grenzen der ambulanten Fach- 
praxis unter Berticksichtigung versicherungsmedi- 
zinischer und -rechtlicher Gesichtspunkte. [Op- 
erative possibilities and limitations of ambulant 
practice with reference to insurance medical and 


legal problems} p. 145-51. 


| 
margarine | nous pressure and hypoxia of the central nervous %, 
system] p. 219-21. 
der che. 
ome | 
Antibiotics} | | serve und Harn-pH bei Gesunden und Kranken. ; 
[Alkaline reserve & urinary pH in pathological & e 
einiger | normal conditions] p. 676-86. 
neue Anti. 
some 
ND 
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| boxylase on blood pyruvic acid in cardiac decom- 
| | 
| | | 
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51016 ANTHONY EF An aetiological approach : 
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e formation and antibiotics. 
tions 51017 BVRARD A La infantile. 
59996 TOLCKMITT W Beitrage zum Pathoge- p. 97-100. 
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LDEJ r die Wirkung der Endotoxine | 
1 von (Lipopolysaccharide) von E. coli auf die Darm- | | 
xoplasma sellautolyse. [Pathogenicity problem of entero- 
ra after pathogenic coli bacteria. IV. Effect of endotox- 
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ae. | 
jakter- 
- || 
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mamik 
loram- re 
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eit; ag with broad spectrum antibi- 4 
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in in- | | 
5 Pro- | 
Echi- | ‘ 
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71-84. | 
lek- | 
ation | 
rab- 
ZEITSCHRIFT FUR 
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ZEITSCHRIFT FUR 
I. 
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nn- | 
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5107) oo G, BLUMLEIN H, BRICHZY W 
— und Ertahrungen mit der Nah- 
tion igelegter Kieferhdhlentumoren 
(1945 bis 1956). [Results and experiences with 
contact irradiation maxillary sinus tu- 
mors from 1945 to 1956] p. 151-63. 


51072 RUMPF G _ Psammise Geschwiillste im 
mors in the paranasal sinuses] p. oor 


[Model of synaptic 
brain stem nuclel of the auditory tract) . 167-73. 


‘51074 HAAS E, BECKER W Die vestibulire 
Neuronopathie (Neuronitis) und ihre Dif- 


ferentialdiagnose. [Vestibular neuronopathy 
its diagnosis] p. 174- 


HUNERMANN T Das Reinkesche Stimm- 
5107S ippenddem und seine Genese. [Reinke's 


labium vocale edema and its genesis] p. 182-5. 
51076 WIELAND H 
surgery] p. 186-92. 
41077 UNGERECHT K Zur Differentialdiagnose 
von Schwellungen im Parotisbereich. 


ential diagnosis of swellings in the parotid 


area] p. 192-5. 


Zechr. 37(4 58 


51078 BECKER W Die Klinik der Erkrankungen 
cheldriisen. [Clini 


der grossen 
cal aspects of diseases of salivary glands] 
p. 205-40. 
51079 NEUSS O Multiple Phiebolithen bei 
einem Parotisangiom. 
51080 BRAUN-FALCO F Multiple Wangen- 
phlebolit [Multiple phleboliths of 
the cheek) p. 243-5. 


K Eine und ver- 


{Simple and reliable 

method of lateral fixation of the vocal cord] 

p. 245-8. 

51082 SEMERAK A Objektive Beurteilung der 
it. 


[Objective de- 
termination of nasal patency] p. 248-60. 


S108! 


51083 SCHONFELD K Erfahrun- 


ANATOMISCHE FORSCHUNG 
(Leipzig) 


Zsch>. mikr. anat. Forsch. 63(4) 1958 


51084 MILOCHIN AA Py eigene rezeptori- 
sche N Nervensys- 
tems. [Peculiar en dng neurons of the aut: 


51094 CHARVAT Z Die Nervenendigungen im 
Stratum molecul. des Kleinhi 


in guinea 4 
size & form of endings] p. 638-71. 
51095 Uber die postembryonale 


receptors in cat] p. 672-96. 


Zechr. mikr, anat. Forsch. 64(1) 1958 


51096 = W, BECHER H Sehr verehrter 
ubilar, lieber Herr Kollege 
[Happy Dr. Hertwig] p. 1-2. 


51097 paragon G Uber die Entwicklung der 
roten Blutkérperchen bei heteroploiden 


» 

cells in arytenoid cartilage of calves] p. 13-7. 
51099 ZIEMANN C Vergleichend 


sche Untersuchungen | an den Zellkernen 
dem Z ver 


on. 
on cell nu- 
in various amphibian species} 
p. 18 


51100 RUHLAND G Die Ursachen der Leben- 

sunfahigkeit haploider Amphibien- und 
Knochenfischlarven (haploidkerniges Syndrom). 
[Causes of inability of haploid amphibian & bony 
to live (haploid nuclear syndrome)] 
p. 


S110! WEISS I Vergleichend kernvolumetri- 
cricetus, 
und de: 


51116 WILHELM R Zur spontanen Rekonstruk- 
tion des jugendlichen Hiiftgelenkes. 
of adolescent hip joint) 
p. 552-4, 


TIETZ H_ Pseudocoxitis bei 
rer Tuberkulose im Kindesalter. [Pseu- 
docoxitis in postprimary tuberculosis in childhood] 


ple 
inclination of the cervical spine] p. 557-8. 


ZEITSCHRIFT FUR 
PARASITENKUNDE 
(Berlin) 
Zschr. Parasitenk. 17(5) 1956 
51119 HAIBA MH Further study on the sus- 
ceptibility of murines to human giardiia- 
sis. p. 339-45. 
51120 FAHMY MA Studies on Morganiella 
talpae and the 
the genus Morganiella (Nematode, Trichostrong- 
ylidae). p. 346-8. 
s,112| BOCH J Der Einfluss des Alters auf die 
Verwurmung von Hunden, Katzen und 
Fiichsen. [Effect of age on helminthiasis in dogs, 
cats & foxes] p. 349-59. 
41122 QUEDNAU W Der 
bei Trichogr als biologis- 
ches Chalcididae). 
[Total = ‘Trichogramme as biological 
phenomenon] p. 
REICHENBACH-KLINKE HH Tri- 
chodina dohrni n. sp., eine neue fisch- 


tetraploiden Mesocricetus auratus (Goldhamster). 
[Comparative nuclear volumetric investigation in 
Cricetus cricetus, Cricetulus barabensis griseus 
& the presumably tetraploid Mesocricetus auratus 
(gold hamster)] p. 44-58. 


51102 KROMPECHER S Die qualitative Adapta- 
tion der Gewebe. [The qualitative adap- 

tation of tissue] p. 59-99. 

51103 BUCHER O os cine [Is 
there an amitosis?] p. 100-' 


KNOCHE H thn cone 
vegetativen Endformation. [Structure of 
neuroautonomic end-formation] p. 110-8. 


ZEITSCHRIFT FUR ORTHOPADIE 
UND IHRE GRENZGEBIETE 
(Stuttgart) 


Zschr. 1958 


51105 SERFLING H J, PARNITZKE KH Die 
epi 


89(4 


von Wurzelsyndromen. 
nalis as cause of root syndromes] p. 437-57. 
51106 NERADOVA O, HRBEK V, ZEMANEK J 


ic nervous system] p. 497-517. 


51065 MILOCHIN AA Uher den sensiblen Ner- 
venplexus des Verdauungstraktes. 
tract] p. 518- 


51086 TWANOWA TS Uber den Bau der Ner- 

venzellen vom Typus II nach Dogiel. 
[Structure of type II nerve cells according to Do- 
giel] p. 523-8. 


$1087 EC Metrische 


Unte: an Felis d 

[Metric determination of the amount of postnatal 
lung growth; investigations on Felis domestica] 
p. 529-57. 


51086 SCHULZE HA Adaptationssyndrom und 
'ypophy lappen. [Adaptation 
pituitary gland) p. 558- 


CHABAROWA AJ Experimentell-mor- 
phologische Studien liber die afferente 
Innervation des Epikards der Herzkammern. 
Experimental morphological studies on the af- 
erent innervation of the epicardium of the heart 
chambers] p. 571-80. 


51090 — G Die Eihiillen des Schmerlen- 
ies (Nemachilus barbatula L.). [Egg 

loach eggs (Nemachilus barbatula 

L.)] p. 581-8. 

51091 — B Tonofibrillen und Verhornung 

des Oesophagusepithels einiger Placen- 
talier. [Tonofibrils & cornification of esophageal 
+ a in several placental mammals] p. 589- 


DOLEZEL S$ Histochemische Untersu- 
chung der Niereninnervation mittels der 


41099 CHARVAT Z Der Webersche Zyklus der 
Metatermina im Kleinhirn des 


mina’ 
p. 609-37, 


18 Falle der Vertebra plana Calvé 
cases of plana Calvé] p. 457- 
51107 BECKER KJ Uber die Behandlung ju- 
gendlicher Kyphosen mit einem aktiven 
bzw. einem kombinierten zweiteiligen aktiv-pas- 
siven Rekl sett. [Treatment of adoles- 
cent kyphoses with an active or a combined two- 


part active-passive reclination corset] p. 464- 
75. 


REHBEW F, HH Operation 
51108 der Trichterbrust. (Surgery for funnel 


chest] p. 475-81. 


51109 BERNEAGA A Unsere Technik der is- 
chio-fe [Our 

technic for ischio-femoral hip arthrodesis] 

p. 481-4, 


5!!10 SCHOCH J Zur Biologie und Mechanik 

bei der Nagelung der medialen Schenkel- 
halsfraktur. [Biology and mechanics of nailing of 
medial fem neck fracture] p. 485-96. 


BETTE H Uber die traumatische Luxa- 
tion im distalen Radioulnargelenk. 

luxation in the distal radio-ulnar joint} 
p. 497-505. 


WUENSCH K Styloidosis ulnae aseptica 

necroticans nach Schlagerfechten. ([Sty- 
aseptica necroticans after fencing} 


S'''3  DIENSBERG F J, FUEST H Klinische 


Stitt 


ungen iiber enchondrale Wachstumsstorungen bei 
einem 7 jahrigen Madchen. [Clinical and patho- 
logic-anatomical studies of enchondral dis- 
orders in a 7-year old girl] p. 511-27, 


and developmental disorders of the posterior supe- 
rior acetabulum] p. 528-40. 

ZRUBECKY G Die Bedeutung der sekun- 
Greifiormen der menschlichen 


ondary 
report] p. 541-7. 


Ciliatenart aus dem Golf von Neapel. 

[Trichodina dohrni n. sp., a new ciliate species 

pathogenic for fish from the Gulf of Naples] 

p. 365-70. 

51124 PFLUGFELDER O Abwehrreaktion der 
Wirtstiere von Polymorphus boschadis 

Schr. (Acanthocephala). [Defense mechanism of 

host animal of Polymorphus borschadis] p. 371- 

82. 


51125 G Weitere Beitrage zur Biologie 
on Sphaerularia bombi Leon Dufour 1837. 
[Additional report on the biology of Sphaerularia 
bi] p. 383-93. 
51126 FAHMY MA An investigation on the life 
cycle of Nematospiroides dubius Nemato- 
da: Heligmosomidae) with — reference to the 
free-living stages. p. 394- 
51127 PUCHTA O, WILLE H Ein parasitisches 
Bakterium im Mitteldarmepithel von 
Solenobia triquetrella F. R. (Lepid., Psychidae). 
{A parasitic bacterium in the mid-intestine of 
Solenobia triquetrella] p. 400-18. 
Zschr. Parasitenk. 18(3) 1958 
51128 SIMHA SS Studies on the trematode 
parasites of reptiles found in Hyderabad 
State. p. 161-218, 
51129 WA Ona new trematode, 
otrema geomydia (family Plagiorchi- 
dae), tortoise. p. 219-22. 
51139 BOHM LK, SUPPERER R Uber eine 
eigenartige dermatose bei der erdmaus 
Microtus agrestis L. durch Myocoptes tenax 
Michael 1889 (Acarina, Listrophoridae) und Uber 
den verschollenen Myocoptes sciurinus Hennemann 
1910. [An unusual dermatosis in field mouse 
Microtus agrestis L. caused by Myocoptes tenax 
Michael 1889 (Acarina, & for- 


gotten 
p. 223-9. 


na (Cestoidea). [Inte termediate | ste hosts of Davainea 
proglottina (Cestoidea)] p. 230-6. 
51132 PAVLOV P, D Uber die 


ENIGK K, ERGUN 
Die Z 


Neuman (Argasidae) F.V.P.J. 
of Ornithodorus lahorensis Neuman 

idae) from donia F.V.P.J.] p. 237- 
42. 


an afr 
Arre Larven (Hydrachnellae, Acari). [1st 
Contribution on the African parasitic Odonate Ar- 
renurus larvae (Hydrachnellae, Acari)] p. 243- 


56. 
+1134 PRIVORA M, SAMSINAK K Milben als 
ra . [Mites as human pests] 


p. 257-69. 

451135 SCHOBER W Larven der Dasselfliege 
Oestromyia satyrus (Brauer) an Feldmau- 

sen (Microtus arvalis P.)] p. 270. 


ZEITSCHRIFT FUR PSYCHOLOGIE mit 
ZEITSCHRIFT FUR ANGEWANDTE 
PSYCHOLOGIE UND 
CHARAKTERKUNDE 
(Berlin) 


Zschr. 161 Dec 57 

*,1136 RICHTER H Zum Problem der ideomo- 
torischen Phanomene. [The problem of 

ideomotor phenomena} p. 161- 


51133 MUNCHBERG P Erster Beitrag Uber die 


$1137 Sonialpaychologie tag 
domestic dog] P. og 


51133 TRAXEL W Uber das Zeitmass der 
etry of psychogalvanic reaction] p. 282-91, 


51139 ——" The sense of smell, 


HOLUB V, SVANCARA J Die Mitarbeit 
114 
des der 


PSYCHOTHERAPIE UND 
MEDIZINISCHE PSYCHOLOGIE 
(Stuttgart) 


Zschr. 5 2 

PANKOW G doppelte Spiegelbild. 

[The double mirror image] p. 45-50, 

41142 HARLFINGER ait 
psychotisch Kranken in 


der Heilanstalt. 
in an institu- 


Mar 58 


Sri4i 


pey 


[Group 
tion] p. 51-66. 


511439 STRAUBE W Zur P. ‘spon- 

tan remittierter kindlicher Neurosen. 
[Prognosis of r of childhood 
neuroses] p. 67-9. 


51144 PREUSS HG Magie und Psychotherapie; 
ein Beitrag zur Geschichte der Seelen- 

heilkunde. pats 6 @ contribu- 

tion to the history of psychiatry] p. 69-85. 


Zschr. Psychother. 8(3) May 58 


LUTHE W E lle Ui 

gen Uber den Einfluss des autogenen 
Trainings auf die Atmung. I. Frequenz- und 
Amplitudenanderungen bei normalgesunden Perso- 
nen. [Experimental studies on the effects of 
autogenous training on respiration. I. Frequency 
‘—_— changes in normal & healthy persons] 
p. 89-97. 


551146 LEWIN B Die Konfliktsneurose der 
rin in Agypten. 


51147 pe Krankheitserleben 
und Primitivreaktion; Uberforderung, 
Hysterie oder Ubersprungshandlung. [Disease ex- 
perience & primitive reaction, excessive demands, 
hysteria or outleap action} p. 113-20. 


51148 — H Die Besc 

m psychiatrischen Krankenhaus. 
psychiatric hospital] p. 121-4. 


ZEITSCHRIFT FUR TROPENMEDIZIN 
UND PARASITOLOGIE 
(Stuttgart) 


Zschr. Tropenmed. 9(1) Mar 58 


51149 Uber Sarkosporidiose beim 
“<> [Sarcosporidiosis in man] 
p. 1- 


',11SO BIMMER E, PALM G, WESTPHAL A 
Bedeutung des 


die Titerhdhe im Toxoplasma-Serofarbtest. 

[The effect of hydrogen ion concentration of Toxo- 
plasma-containing peritoneal exudate in mice on 
the titer level in Toxoplasma sero-dye test] 

p. 6-16. 


4115, WERNER H, KUNERT H Uber die 

Ursache von congenitalen Protozoen-In- 
fektionen. [Causes of congenital Protozoa infec- 
tion] p. 17-27. 


S11S2 NOETZEL H, ELEJALDE P, DIAS E 
rinde: 


Uber die rung bei 
Chagaskrankheit. [Brain changes in Chagas’ dis- 
ease] p. 27-32. 


51153 CARNERI VIO DE Spezifitat und Gesch- 
windigkeit der Wirkung zweier verschie- 
dener Rethen von Dichloracetamid- Derivaten auf 3 
Arten. ficity and rate of action 
of two different series of dichloracetamide deriva- 
tives on three types of Endamoeba] p. 32-42. 


51154 F Ubertragung 


Klelderliuse. of several strains 
of Rickettsia tsutsugamushi on body lice] p- 42 
53. 


5115S TILGNER-PETER A, BRINKMANN HJ 
Wird eine 


[Haemobartonella 

of anemia in parabiosis rats] p. 53-63. 

51156 RAUSCH R, WILLIAMSON SL The 
description and occurrence of 

thrium alascense n. sp. (Cestoda). p. 64-72. 


Vol. 34, 
Meerschweinchen; eine graphische Darstellung 
Sy re nach der Grésse und Form der Endigungen. 
lerve endings in stratum moleculare of cerebel- 
| 
ee Sg MATZKER J Modell der synaptischen sur Bestimmung der Drebung und 
StO73. . in Gen Ger Neigung der Halswirbelsaule. 
ny psychologists at neuropsychiatric pediatric ward] 
p. 296-302. 
| 
Tieren. [Development of erythroc in hetero- | 
ploid animals} p. 3-12. 
im 
| 
| 
= Differ | 
| 
| 
| 
at | 
=: 
| 
he 
coe 
ha i a suchungen in der Speiserdhre mit einem neuen flict neurosis in Mohammedan women in Egypt] 
Photo-Osophagoskop. [Experiences with color p. 98-112. 
ieee Gai photography in esophagus with a new photo-eso- 
Phagoscope] p. 261-7. 
ZEITSCHRIFT FUR MIKROSKOPISCH- | 
| 
| 
Bestimmungen 
olgen ntwicklungsst6rungen am hin- 
vestigation on innervation of the kidney by means 
of cholinesterase reaction] p. 599-608. durch Haemobartonella mu 
oe Mee hweinchens. eber's cyc metater- 
tus in cerebellum of guinea pigs] Hand rldufige Mitteilung. [Importance of sec- 
os 
R-542 
: 
par 
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51157-51235 


October 1958 

51157 HF, RIFAAT MA Treatment 
Ancylostoma and 

srichostrongylus) infections with piperazine adi - 

pate. p. 73-5. 

HAAKE U e Labora- 
toriumsmduse; die Myobia-Riude der 
weissen Miuse und ihre Bekimpfung. [Laboratory 

manges of 


free of ectoparasites; Myobia-: 
aad contrel] p. 75-87. 


PIRINGER W Beobachtungen iiber den 
51159 der Vogelspinne. [Observation on 
the bite of bird spiders] p. 87-9. 
$1160 BUCK AA Ascarisintoxikation (allergi- 
scher Schock) bei einem 7-jahrigen Kinde. 
(allergic shock) in a 7-year 


FUR 
WISSENSCHAFTLICHE MIKROSKOPIE 
UND FOR MIKROSKOPISCHE TECHNIK 
(Stuttgart) 


Zschr. wiss. Mikr. Mar 58 

5116) MORGER R, SCHENK R Zur Herstel- 

4 lung, Untersuchung und Aufbewahrung ge- 

farbter Serienschnitte in Form von Lackfolien. 

(Preparation, research & preservation of stained 

serial sections in the form of lacquer foil] 

p. 381-4. 

51162 MEYER-ARENDT J Uber die Bestim- 
mung der Masse biologischer Objekte 

durch ein mikroskopisches Schlierenverfahren. 

(Determination of mass biological objects by a 

microscopic Schlieren method] p, 385-90. 


51169 KRINGS A Mikroki 
Aufnahmen an dynaktiven Fllissigkeits- 


51164 GRUPP G, GOERTTLER K Herbeiftth- 
ren und und Fixieren verschiedener Kontrak- 

tionsgustinde glatter Muskelfasern. 

tion & fixation of various heteroge 

states of smooth muscle fibers) 1 Pp. 397-418. 


51165 M Eine zur Stei- 
der Filmsensibilitat, 
for increasing film sensitivity] p. 419-20. 


it Niedervolt- 
‘Use of Agfa color daylight indoor 
film (type T) for with low 
p. 420-1. 


41167 HALLE W Eine Feuchtkammer fur 
Objekttrager. 
object support] p. 421 


51168 BAIRATI A, PERNIS B, FRIGERIO G, 
BAIRATI AJr S$ pic 

of gliofibrils. p. 422-6. 

$1169 RIECKE WD 


zum Erhitzen massiver  Praparate [ 
diffraction apparatus with auxiliary electron rays 
in heated massive preparation] p. 427-49. 


ZEITSCHRIFT FUR ZELLFORSCHUNG 
UND MIKROSKOPISCHE ANATOMIE 
(Berlin) 


Zschr. Zellforsch. 47(3) 1958 


41179 POMERAT C M, HAYFLICK L, FER- 
NANDES ation 


Observations on neurons 
and neuroglia from the area of the reticu- 
lar formation in tissue culture. p, 269-87. 


51173 THIEL A Licht- und elektronenmikro- 
skopische Studie uber das Nierenkrper- 

chen der Gri (Te tud 

of the renal corpuscle of the Greek land turtle 
Graeca L.)) p. 288-319. 


51174 AVON, ZULEGER S Nach- 
8 von in der Nie: 

tna, re von 
valves in veins of in 

a tose. kidney in dog, pig & man] 
S!17S KOECKE HU zur Emp- 

findlichkeit der Alveolarepithelzellen in 

der Mauselunge gegen cancerogene Stoffe (Methyl- 
cholanthren). 


51176 HORSTMANN E, KNOOP A Elektronen- 
Studien an der Epider- 

mis, L [Electron microscopic 

tiation on the epidermis. 1. Rat paw] p. 348- 


Zschr. Zellforsch. 47(4) 1958 


51177 = Unte: 
rkommen und die Zahl von Muskelspin- 
dan tn Vocalis des Menschen. [Research on 
the appearance & number of muscle spindles in m. 
vocalis of humans] p. 363-6. 


51179 ABRAHAM A, MINKER E Wher die In- 
nervation ’Darmkanales des medizini- 


in the 
(Hirudo medicinalis p. 


51179 HARPER J Y Jr, POMERAT C M, KENT 
SP Irradiation of cells in tissue culture. 
Iv. - The effect of 2000 r and 4000 r of gamma ir- 
from a 0 source on cultures of eye 
tissues. p. 392-400. 


51180 KOPPEL G El 
Untersuchungen zur 
oe der Thrombozyten und zum Gerinnungsablauf 
im normalen Menschlichen Nativblut. 1. Friihe 
Veranderungen der Th y (Elect: mi- 
the f 


th 


blood. I. Early changes of thrombocytes] 

p. 401-39. 

WEIBEL E Die Entstehung der Lings- 

mustkulatur in den Asten der A. Bronchia- 


51182 KALLEN B Studies on the differentiation 
capacity of neural epithelium cells in 
chick embryos. p. 469-80. 


Zschr. Zellforsch. 47(5) 1958 
51183 asm ¥ Uber die Neurophysis (sog. 
Urohypoph 


(caudalhypophysi 
tinca vulgaris] 481-97. 
41164 SEITE R, CHAMBOST G 
of the nerve cell: ale at 
lion in cat] p. 498-506. 
LANGER E, HUHN S Der submitrosko- 
Bau 


pische der Myoepithelzelle 
structure of myo-epithelial ] 


51186 KOCHG Ze! 
perimentell beeinflussten Rattenschild- 
thyroid in rats} p. 517-47 
der Faserglia. [Fine structure of 
p. 548-56. 


51188 3 Negative Doppelbrechung 


pavo 

durch dessen blaugrinen Farbstoff. [Negative 

double refraction & dichroism of collagen fibers in 

blue-green dye] p. 557-9. 

51169 SINAPIUS D Uber das Endothel der Ve- 
nen. [Endothelium of veins] p. 560-630. 


ZENTRALBLATT FUR ALLGEMEINE 
PATHOLOGIE UND PATHOLOGISCHE 


ANATOMIE 
(Jena) 
Zbl. allg. Path. 97(7) 10 Mar 58 


[Case reports in the study of tumors. 8. Study of 
parotid lymphomatosis] p. 321-6. 


451192 CORNELIUS HV Versicherungsrecht- 

liche Wertu  traumatischer Schaden der 
and legal evalua- 
tion of traumatic injuries of the coronary arteries] 
p. 335-40, 


41193 DAHM K Die thorakalen Teratome unter 

besonderer Beriicksichtigung der Lungen- 

ic teratoma with a special ref- 
teratoma] p. 340-5. 


teratome. [Thorac 
erence to pu! 


der kongenitalen Neb 

plasie beim minnlichen Sch . [Morphol- 

Ogy and genesis of congenital adrenal cortex hyper- 

plasia in a male pseudohermaphrodite] p. 346-57. 
LEUPOLD E Bilutchemismus und Tumor- 

SIISS [Blood chemism and tumor for- 

mation] p. 61. 


S'196 OLK W  Bronchogene generalisierte 
aspergillosis] p. 361-7 


| 51197 RICETER H Uber den Einfluss der 


ie auf die Entwick- 
lung des Arztes und seine berufliche Sendung. 
of sustomy on the dove 
- the physician and his vocational calling] p. 372- 


heiten des Morbus Boeck. 
cal peculiarities of Boeck's disease] p. 375-81. 


5|199 WEPLER W, OPITZ K Uber das Eisen 
in der Leber bei 


512090 NOTHWANG G Beitrag zur Frage mul- 
tipler Gliome des Gehirns unterbesonder- 
er Beriicksichtigung eines Falles von bilateralem 
Gliom. [Multiple gliomas of the brain with a spe- 
cial reference to a case of bilateral glioma} 
p. 390-401. 


ZENTRALBLATT FUR 
ARBEITSMEDIZIN UND 


(Darmstadt) 


Zbl, Arbeitsmed. 8(2) Feb 58 


KOUCHLE HJ Untersuchungen iiber die 
Wirkung 
to the 


Peroxyde. [Studies on the 
eyes of organic peroxide] p. 25-31. 


51202 KOELSCH F Zur Frage der Graphit- 
The problem of graphite 
pneumoconiosis] p. 3 -5; concl. 


51203 BANIK E Welche Schutzmassnahmen 
sind an die von 


energy reactors?] p. 35-8. 


[Climbing iron with in- 


Zbl. Arbeitsmed. Mar 58 


51205 LANDWEHR M Eine mineralogisch- 


r- 
statten im Bereich der 
der Bergba h 
die Moglichkeit des E h - 
«rankungen. [A mineral-dust technical determina- 
tion of deposits in the area of the Munich district 
of the Mining Employers Federation with refer- 
ence to the possibility of the origin of silicosis} 


p. 49-56. 

51206 LACHNIT V, BRICHTA G Trichlora- 
thylen und Leberschadigung. [Trichloro- 

ethylene and liver damage] p. 56-62. 


W Beitrag zur Kenntnis der Kalk- 
r-Krankheit. [Calcium 
nitrate tortiliser poisoning] p. 63-5. 


Zbl. Arbeitsmed. 8(4) Apr 58 


51206 KRAUSE M Der Einfluss feuchter Hitze 
auf die hichste Nerventitig- 
keit; auf Grund der mit der Dermolexiemethode 
Unter (Effect of humid 
heat on the so-called higher nervous activity, - 
research conducted with the help of dermolexy] 
p. 73-6. 
51209 BANIK E Ein tragischer Brunnenunfall. 
[Tragic death in a well] p. 76-7. 


51210 BLOCK RG Die Anpassung der gesetz- 
lichen Arb und he - 
Regelung an die Forderungen der 
[Adjustment of legal provisions for working time 
and Sunday rest to future demands] p. 78-9. 
si2t H_ Soll bei Uberwachungs- 


lmassig 
den? [Importance of regular cytoscopic examina- 
tion in workers of amine industry] p. 80-1. 


51212 MIKROFILM-Lesergerat. [Microfilm 
apparatus for reading] p. 81. 


ZENTRALBLATT FUR BAKTERIOLOGIE, 
PARASITENKUNDE, 
INFEKTIONSKRANKHEITEN UND 
HYGIENE. ERSTE ABTEILUNG. 
ORIGINALE 
(Stuttgart) 


Zbl. Bakt. I. Abt. Orig. 170(8) Feb 58 


51213 RECZKOE El k 
Darstellung des Virus der Stomatitis 
vesicularis in der Maulschleimhaut des Rindes. 
[Electron microscopic demonstration of stomatitis 
vesicularis virus in the oral mucosa of cattle} 


p. 545-7. 
51214 suc K M, ME Ke, 
KA F, BENESOVA D 
telle der Kaninchen; Ver! 
mentalen Infektion und Studium ihrer 
von der Mutter auf die Frucht. —. 
listeriosis in rabbits; course of experimental in- 
fection and study of its transmission from mother 
to the fetus] p. 547-64. 


51215 CASELITZ FH, HOFMANN A, MARTI- 
NEZ-SILVA R_ Unbeschriebener Keim 
der Familie Pseudomonadaceae als Infektionser- 
reger. [An undescribed germ of the family of 
Pseudomonadaceae as a pathogen] p. 564-70 


51216 KLEINMAIER H Die O-Gruppenbestim- 
mung von Pseudomonas- 


Stammen mittels 
[O-group dete rmina- 
tion of Pseudomonas stra: 
glutination] p. 570-83. 


strains by means of slide ag- 

51217 MOCHMANN H, HENTSCHEL G Erfah- 

rungsbericht Uber eine Schlamm-Feldfie- 
ber-Epidemie des Jahres 1955 in Mitteldeutschland 
und thre Beziehungen zu Klima und Witterung. 
[Report on findings on the mud fever epidemic in 
central Germany in 1955 and on its relation to the 
climate and weather conditions} p. 583-96. 


51218 KMETY E Betrachtungen zum Problem 
der paradoxen Reaktion und deren Bedeu- 


— of some types of leptospirosis] p. 597- 


51219 D Vorbereitung zur Thc-kultur 

mit tertiirem Natriumphosphat. [Myco- 
bacterium peo preparation with tri-sodium 
phosphate) p. 608-15. 


$1220 BARTMANN K Ein luftdurchlissiger und 
der Verschluss zur 
Zichtung | von Tuberkelbakterien. [Air-permeable 
and moisture-preserving stopper for culture of 
Mycobacterium tuberculosis] p. 615-9. 


51221 BREHMER W, MAASSEN W Der Ein- 
fluss von Cortison auf den Ablauf des di- 

agni Tie hes auf Tub am 

Meerechweinchen. [Effect of cortisone on the 

course of diagnostic experiment with tuberculosis 

on guinea pigs] p. 620-7. 

51222 REHM HJ Die Streptomycinkonzentra- 
tion in Hemm- und Foérderungszonen von 

Bazillus mycoides ~ [Streptomycin concen- 

tration in the zones of h. 

of Bacillus mycoides Fligge] p. 628-32. 


51223 HOFMANN &, KEISEWALTER J Ein 
never Salmonelia-Typ: S. pankow 

(3, 15:4:1,5). [A new Salmonella type: S. pankow 

(3, 15:d:1,5)] p. 633-4. 


5!224 FISCHER GW, , RITZERFELD W Uber 


einen Fall von En durch Sal LL 
mit ‘an des Erregers bei Haushth- 
nern. [A case of Salmonella enteritis 
with di ‘ion of the organism in chickens] 
p. 635-6. 


ZENTRALBLATT FUR CHIRURGIE 
(Leipzig) 


Zbl. Chir. 82(52) 28 Dec 57 


51225 MARSCHNER G ther den plastischen 
Verschluss von Schiide! 
[Plastic closure of skull lacunae] p. 2121-6. 


51226 HEIDSIECK C Zur Frage der Durch- 
trennung der Vasa palatina bei der Briic~ 
kenlappenplastik. {The problem of separation of 
the vasa palatina in pedicle graft plastic surgery) 
p. 2126-30 
51227 Traumatische 
le (Pneumocephalus). {Traumatic 
pneumatocele (pneumocephalus)} p. 2130-3. 
61228 SPRINGORUM PW Chronische und ei- 
trige Bursitis. [Chronic and suppurative 
bursitis] p. 2133-5. 
51229 NAGURAS Uher die Haufigkeit der 


renkung. [Incid of sp healing in 
congenital hip dislocation} p. 2135-9. 


51230 LANGHEIM W Vergleichende Unter- 


ouchungen der N 
bei chi ng unter be- 
4 Bericksichtigung der C-17-K id 
heidv Cc ive studies on adrenal 
cortex function in diseases spe- 


surgical lung 
cial reference to C-17 ketosteroid excretion] 
p. 2139-46. 


Zi. Chir, 83 15 Feb 58 
51231 MANSECK H Die Indikation zur Resek- 
tion der SpeiserShre bei gu- 


51232 GROSS F Doppelseitige Erblindung nach 
blindness 
after thyroidectomy] p. 305-7. 


51233 DEGRELL I, SZABO Z, GABOR F Die 
der Brustdrise mit be- 
Riicksicht auf die M: cystica 
[Preblastomatosis of the breast with special refer- 
ence to mastopathia cystica] p. 307-18. 
$1234 STIEVE R Zur Behandlung der bisarti- 
[Treatment of malignant 


cong: valga 
of coma valga congenita or coma vaiga 


34, 
| 
SY of the 
| 
he I alis }. 
tarbeit ledicinal leech 
Peration of liver in epidemic hepatitis; research on liver punc- 
ric ward] ture] p. 382-90. | 
| 
| 
tung in der Serodiagnostik einiger Leptospirosen. 
ARBEITSSCHUTZ 
| 
45-50. 
riche mit 
anstalt, lis. [Origination of longitudinal muscles in 
n institu. branches of the bronchial artery] p. 440-68. — 
lung spoo- 
osen. 
| 
otherapie, 
seelen- 
ereaktoren Zu knupfen | What protective meas- 
paaren. [Microcinematographic methods on ures are to be taken for acceptance of nuclear 
dymactive fiuid pairs) p. 391-7. 
58 
>rsuchun- | 
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=) | 
us, 
st ina 
| | 
ose beim 
jury by pH changes and cytopathology in test tube 
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ce on 
] 5117; SCHMIDT WJ Schleim-, Kalk- und 
von Vogeleiern. (Mucous, calcium & dye de- atresie. [Pulmonary blood flow in congenital pul- ; 
position in calcium shell of bird eggs] p. 251-68. p. 326- 
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$1236 


p. 332-5. 
$1237 Extensionsarthroplastik 

beim Hallux valgus. [Extension arthro- 
plasty in hallux valgus] p. 335-43. 

Zbl. Chir. 83(7a) 1958 

PASSLER HW Die Chirurgie der Durch- 
blutungsstérungen. [Surgery in circula- 
tory disorders] p. 356-81. 


51239 OELSSNER W Die Angiographiekontrast- 
mittel und ihre Schadlichkeiten. 

p. 


51238 


51240 AURIG G Die thorakale Aortographie 
einschliesslich Technik und Indikations- 
stellung. [Thoracic including indica- 
tions & technic] p. 


$1241 SCEOLZ O yt Untersu- 
chungen bei Knochentumoren. [Angio- 
graphic examination of bone tumors] p. 393-7. 
51242 HALLER H Beitrag zum totalen Aorten- 
verschluss (Leriche-Syndrom). [Contri- 
tation te ' total aortic occlusion (Leriche syndrome)] 


51243 BERGHAUS H Begutachtung peripherer 
[Expert opinion of 


after frostbite) p. _ 386-90; discussion, | p. 390-1. 
51244 SUSSE HJ Venographie. p. 391-2. 


Gefuisse r- 


metabolism in 
] p. 397-402. 


61246 SCHMID HH Durchblutungsst} in 
der Geburtshilfe und 


Gynakologie. [Cir- 
culatory disorders in obstetrics & gynecology 
p. 402-5. 


51247 KEINERT F Traumatisches Aneurysma 
der A. axillaris mit Plexusparese und 
ischdmischer Kontraktur der Finger. 


& ischemic contracture of the finger] p. 405-7. 


51248 LINDER F Arterienresektion und Trans- 
plantation. [Arterial resection & trans- 
plantation] p. 407-13. 


51250 BERTOLINI R Uber die normal vorkom- 
menden ri Anast 


(Normal occurrence of is] 
p. 414-8, 


51251 
Verbindungen. [Congenital arteriovenous 
communications] p. 418-22. 


51252 SCHEID P iomatose der Haut, 

Milz und Niere im Rahmen .oultipler 
Missbildungen. [Hemangiomatosis of skin, spleen 
& kidney in the field of multiple malformations] 
p. 422-33. 


61253 MORL F Die Fernwirkungen der arterio- 
vendsen Verbindungen. [Remote effects 
of arteriovenous communications} p. 433-9. 


51254 SEMISCE R, KOLLING H, WITTIG HH 
Zur ik des 


rysma arterio-venosum. of 
peripheral arteriovenous aneurysms] p. 439-44. 


51255 HJ Therapeutische Beein- 

fuss peripherer und zerebraler Durch- 
gs ungen mit 

deri Therap effects of various nico- 

tinic acid d bral cir- 

culatory disorders] 444-51; discussion, p. 452- 

4. 

51256 ELSASSER W Zur Differen 
der Mediastinaltumoren. p. 454-6. 


hint +h; 


hi 


51257 REICHMANN W K 
kale und zervikale Operationen bei media- 
stinalen Strumen. [Combined transthoracic & 
cervical method in the surgery of mediastinal 
struma] p. 456-61; discussion, p. 461-9. 


51258 SEMISCH R, KOLLING H, WITTIG HH 
Die. eelektive Angiographic der Lunge 
unter hen Verhdltnissen. 
[Selective conan of the lung under normal & 
pathological conditions] p. 469-76. 
51259 WEICKMANN F Erfahrungen bei der 
Behandlung von zerebralen Gefassmiss- 
bildungen. [Experience in the treatment of cere- 
bral vascular abnormalities} p. 477-80. 
51260 HERING H Sollen Angiome bestrahit 
oder operiert werden? [Will angioma 
treated by irradiation or surgery?] p. 481-5. 
51261 HERBST M Die Verwendung von arteri- 
ellen Homoiotransplantaten in der Chir- 


rial homotransplants 
& great blood vessels} p. 486-9. 


51262 KROHN W Ergebnisse dreijahriger 
Geschwulstmeldepflicht aus einer Kreisbe- 

treuungsstelle. [3-Year report of compulsory re- 


5!263 KELLER J Die Bilderhandschrift des 
Bartisch; ein Beitrag zur Stein- 
schnittkunst im 16. Jahrhundert. [Illustrated 
manuscript of Georg Bartisch; contribution to the 
technic of Lthotomy in the 10th coatury] p. 492-4. 


51264 LIGDAS E Klinische Demonstrationen. 
p. 494-500. 
51265 KRONKE E 
Nierensteine. 
renal calculi] p. 500-8. 
51266 7. thevax- 
possibilities by means of hypothermia] p. oo. 808-11. 


51267 HERZOG K Die Behandlung von Tibia- 
brlichen mit Rohrschlitznageln. [Treat- 
ment of tibia fractures with a tubular slotted nail] 
p. 512-6. 
51268 MARSCHNER G Die operative Behand- 
der Luxatio acromio-clavicularis. 


[ treatment of acromioclavicular disloca- 
tion] p. 517-21. 


51269 HEISEGW Zur 


rparathyreose (HP) und 
Hyperparathyroidism & 


nach Rivoir. 


Nephropexie 
[Nephropexy by Rivoir's method] p. 522- 


ADERHOLD K Melkersson-Rosenthal- 
mit Megacolon congenitum. 
Pp. -7. 


5!271 LIGDAS E Ist die Gastrektomie auf 

Grund der Spatresultate berechtigt? [Is 
Pp. - 


$1270 


51272 KOTHE W Der Aziditutsquotient in der 
Stoffwechsellage bei Kardiaresektion und 

Gastrektomie. [Acidity quotient in the metabolic 

aspects in cardia & ] 

p. 529-34. 


51273 REME R Intraarterielle Sauerstoffbe- 
handlung und Eisbehandlung als Hilfsmittel 

bei peripheren Durchblutungsstbrungen. ([Intra- 

arterial oxygen therapy & ice therapy as 

in peripheral circulatory disorders] p. 534-41. 


Zbl. Chir. 83(8) 22 Feb 58 


51274 ZOLTAN J Ersatz der Nasenfligel. 
[Replacement of the alae nasi] p. 545-57. 


51275 HEINZMANN F Die Jejunumplombe bei 
der des hocheltnend 


pene- 

trierenden Magengeschwirs. [Jejunal 

in resection of a high penetrating gastric ulcer 

p. 557-61. 

51276 MLCZOCH R Totale Magenresektion bei 
Kardiakarzinom und Ulcusperforation. 

[Total stomach resection in carcinoma of the cardia 

and perforated ulcer] p. 562-5. 


51277 HERZOG KH Zur Agenesie des Pro- 
cessus vermiformis. p. 565-8. 


MANDACHE F Abdomino-intra-anale 

Resectio recti mit Bewahrung der Anal- 
schleimhaut; Beitrag zur funktionellen Mastdarm- 
chirurgie. ‘[Abdomino-intra-anal rectal resection 
with preservation of the anal mucosa; a contribu- 
tion to functional rectal surgery] p. 568-74. 


KRETZSCHMAR E Arthrosis mutilans. 
p. 574-6. 
H Uber Geschwtlste vom hy 


Gueicheld 


of the extremities] p. 577-9. 


$1279 


$1280 


Zbl. Chir. 83(9) 1 Mar 58 


J Bronchotomie in der 
und Therapie der Bronchostenose und 
der Pp. 585-93. 


' HEINZMANN 
51262 
in Billroth II] p. 


51283 GRIGORESCU J, MARINESCU L E, 
IONESCU I Atresie der dusseren Gallen- 
_Hepatogastrostomie. Anhaltende Heilung 
noch nach 12 Monaten. [Atresia of the exterior 
biliary tract; hepatogastrostomy; lasting recovery 
after 12 months} p. 597-605. 


51264 LINK K Zum 
smas. [External 

manifestations of abdominal aortic aneurysm 

p. 604-10. ] 


51205 BROSCH W  Welche Miglichheiten der 
einer Vena cava 


stehen uns zur Verfegung? [Possibilities for re- 
pair of injured vena cava] p. 611-6. 


51286 L, BARTOS G Gefiss- 


iF Die Suprakolische GE 


Zbl. Chir. 83(10) 8 Mar 58 


$1287 FRANKE K Broncho-vertebrale Fisteln 
bei Spondylitis tbe. p. 633-9. 


51288 NAGURAS Uber die Cor 


ang ung. 
of congenital hip dislocation] p. 640-5. 
5!289 SINKUS R Die Luxatio centralis. 
p. 645-52. 


51290 CAESA “ nach 500 Hallux- 

-«ationen. [Results of 500 
cases of hallux valgus surgery] p. 652-3; discus- 
sion, p. 654. 


5129; GROHMANN W Zur Differentialdiagnose 

zwischen zentraler und peripherer Atem- 
Mhmung. [Differential diagnosis between central 
& peripheral respiratory paralysis] p. 655-9. 


Zbl. Chir. 83(11) 15 Mar 58 

5!292 KRUSE HD Entziindliche Spitkomplikxa- 
tionen nach . [Late in- 

flammatory c ications after stomach resec- 
tion} p. 665-76. 


51293 GOMBKOTO B, LUKO G Die akute Duo- 
denumdilatation als Komplikation der Ma- 

genresektion. [Acute duodenal dilatation as com- 

plication of stomach resection] p. 676-8. 


51294 NIEDENZU H Ein Beitrag zu den Tumo- 
ren des Meckelschen Divertikels. [(Tu- 
mors of Meckel's diverticulum} p. 679-83. 


51295 FRANKLYN RA Chirurgische Einpflan- 
zung rt Kunststoffe. al im- 
plantation of liquid Hastic material] p. 684-5. 
51296 KUDR J, Beitrag zur Be- 
ung des Scha- 
of of Go 
p. 686-90, 


sizg7 LUDVAN Oszillometrische 
tersuchungen an der unteren Extremi- 
. tat nach i 


xp und Ad- 
renalo-Medullektomien. ic 
tion on the lower tal 
sympathectomy & p. 691-8, 


Zbl. Chir. 83(12) 22 Mar 58 


51298 BACON HE Karzinome des Dickdarms, 
Rektum und des Analkanals. [Carcinoma 

of the large intestine, rectum & anal canal] 

p. 705-10, 


51299 PHILIPP R 
a [Pylorospasm in 


terer Sauglinge. 
older infants} p. 711-8. 


51300 w Vermag die das 


Beitrag iiber die 


[Magnesium content of blood serum in 
and late toxicoses] p. 226-32. 


WOLFF H Liéasst sich die 
frequenz 


senken? [Are premature 


BESOLD F Die Methode des 
$1312 Nachgrei- 


51313 _ Bem Nechwels des Aatign 
Rh im [Demonstration of Rm. 
tigen in tissue] p. 


Zbl. 7) 15 Feb 58 


51314 KRIMMENAU R Rezidivierende Papilip. 
matose der Portio uteri wihrend zweier 

Schwangerschaften. [Recurrent papillomatosis ¢ 

the uterine cervix during two pregnancies} 

p. 253-9. 


51315 NYKLICEK O Die Zytologie der Spatech- 

wangerschaft und Geburt und ihre Berie- 

sur Cytology 

prolonged pregnancy] p. 259-69. 

51316 KLIER E Genitaltumor vortduschendes 

Mesenteriallipom. [Genital tumor sims 

lating mesenterial lipoma] p. 269-71. 


51317 = R VOM Messung von Befundes 
der Portio vaginalis uteri mit Hilfe der 
rie. [Estimation 


Methode. wMiGollection of menstrual blood; a spe- 
cific simple method] p. 273-5. 


51319 JELINEK E Leibestbungen und Menstre- 
tion) p. 275-80. 


Zbl. Gyn. 22 Feb 58 


51320 DRESCHER H, ENDRESS W Afibrinoge- 
namie 


aprothrombinemia in pr 
placenta] p. 285-91. 


$1321 ENGEL G Luaftembolie nach manueller 

Plazentalésung bei wiederholter Placenta 
accreta. [Air embolism after manual placenta 
in recurrent placenta accreta] p. 21- 


P; Di k und Therapie p 

cher Ab in den verga Jahren. [Can 
chemotherapy prevent the » development of sub- 
phrenic abscesses? Casuistic contribution to the 
pathogenesis, diagnosis, & therapy of 

abscesses in the past years} p. 718-29. 


51301 SCIOR H Cher 
der Ruptur von 

p. 730-6, 


$1302 DETTMAR H Wilms-Tumoren. p. 737- 
41 


ZENTRALBLATT FUR GYNAKOLOGIE 
(Leipzig) 


Zbl. 1 Feb 58 
51304 HILLEMANNS HG 
des 


therapy of female genitalia carcinoma; experi: 
with nitrogen mustard therapy] p. 181-91. 


51305 FROHBERG H Beeinflussung des Gesch- 


51322 KOLONJA S Belastet die Kindesiiber- 
tatsdchlich die perinatale kind- 

liche Mortalitét? [Does prolonged pregnancy 

tribute to infant mortality?] p. 294-311. 


$1323 RAUSCHER H Zur Substitution der Gelb- 

kérperwirkung durch 17-a-Oxy-Progeste- 
ron-Capronat. [Substitution of corpus luteum ef- 
fect by 17-a-oxy-prog: 
p. 312-7. 


51324 ae 1 ther die progestative Wirkung 
und klinische Verwendbarkeit von Athinyl- 
Nortestosteron und Methyl-Nortestosteron. 
[Progestative effect and clinical applicability of 
and methyl-nortestoster- 


‘one-capr 


ethiny!- 
one] p. 317-22. 


51325 FARKAS G Spontanperforation einer 
Himatometra nach aussen bei Aplasia va- 
oo ‘Spontaneous perforation of a hematometra 
to the or in vaginal aplasia} p. 323-4. 


Zbl. Gyn. 80(9) 1 Mar 58 


51326 FINKE L Geburtshilfliche Vorsorge bei 
Verdacht auf Toxoplasmose. 
care in susp of yp is] p. 325-30. 


$!327 NYIRI _ZSOLNAI B 
lung de: 


hstums durch 


rbrechung, Kastration und Sexualhormone. 
[infteoncing of tumor growth by abortion, castra- 
tion and sex hormones] p. 191-201. 
$1306 en H Zur Frage der Korpuskarzino- 


cinoma in the sexually mature woman] p. 201-9. 

51307 H UngewShnliche Metastasie- 
Mammakar 


[An unusual me- 
tastasis and recurrence in breast carcinoma; case 
report] p. 210-7, 

5130g NEUMANN F Uberraschende Befunde bei 
der joperation nach Wertheim; Tu- 
unusual 


; tubal 
pregnancy in cervical carcinoma] p. 217-20. 


Zbl. Gyn. 80(6) 8 Feb 58 

$1309 WALSEN O Die menschliche Gii 
p. 221-5. 


of h ype 
p. 330-7. 


51328 BACHMANN F Manuelle Plazentalésung. 
[Manual placenta separation] p. 337-41. 


1 SLUNSKY R Uber eine komplexe Hem- 
mung der Laktation. 
of inhibition of lactation] p. 34 


Zbl, Gyn. 80(10) 8 Mar 58 


51330 HOCHULI E Die Nierenfunktion nach 
. [Kidney function after ec- 


$1332 M, MAROUDIS D, TERZS 
, EVANGELOPOULOS A Der Steroid- 
in der Schwangt 
schaft. [Steroid content of the urine in pregnancy 
toxemias] p. 391-7. 


— » No.4 
51310 KOBERLIN W, MISCHEL W Der May 
nesiumgehalt des Blvtserum bei der Pray - 
— F 
| decreasing?] p. 
| 
| 
| 
| 
| 
| 
| | 
| 
| 
| 
| 
ee i of findings of the cervix with help of colposcopic 
cervical areametry] p. 271-2. 
krankungen. [Disorders 
peripheral vascular disea | 8 NOLD B_ Zur Gewinnung von Menstrul- 
aneurysm of axillary artery with paresis of plexus 
lemature of the 
Berechtigung? [Does sympathectomy in circula- | 
tory disorders still have its justification? ] | 
p. 413-4. vert KAS 
Pah a — 51309 KREMER K Die technische Entwicklung 
der Gefiissnaht. [Technical development 
mi alee — of blood vessel sutures; suture of blood vessel 
injuries} p. 742-53. 
h- 
my rungen mit der N-Oxyd-Lost-Therapi [Chemo- 
ind- 
hafta remesis gravidarum 
Fy be Gewebe. [Blood vessel substitution attempt with 5133; KAMROWSKI K Schwangerschaftsniere 
urgie d zens er grossen nancy and tution] p. 
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SCHNEIDER G_ Bildung einer kiinstlichen 
Harnblase aus dem Colon sigmoides. 
of an artificial urinary bladder from 
p. 397-404. 


§1333 


tions} p- 413-29. 
61336 GORYS H P Geburt einer seltenen Dop- 
ssbildung nach vorausgegangenem 
(Birth of a rare double monster 
after a previous cesarean section] p. 430-2. 
51337 DE LA PENA REGIDOR P Vor- und 
Nachteile der Gligen und wasserléslichen 
bei der Salpingographie. {Advan- 
ages & disadvantages of oil & water soluble con- 
51329 MULLER HG Hypophysiir-dienzephale 
Dysfunktion als Ursache von Plattenepi- 
ung im Cor- 
pus uteri. hhysial-diencephalon dy 
as a cause yitheli ée- 
of te cores)» p. 436-45. 
NYIRIT Untersuchungen iiber den hor- 
monalen Einfiuss von beim fortgeschrit- 


monal effects of pitul 
cancer| 448-52. 


‘Bot. Gyo, 90(12) 22 Mar 58 


1940 SCHULTZE KW, BOHLE A, VOSGERAU 
H G ib bei Abor: 


[X-ray 
therapy of genital cancer in women] p. 456-9. 
$1342 KA, PUCK A Ein Vergleich 
Wirtung von iol in 
Ovarialtotalextrakten. 
[Comparison of the effects of estriol in small quan- 
tities & total ovarian extract] p. 459-62. 


ZENTRALBLATT FUR 
NEUROCHIRURGIE 
(Leipzig) 
Zbl. 1957 
Lemke, 6 IV. 


p. 321-3. 


RENNER 
1906-27. X. 1957. 


51344 GERLACH J Ernst Lemke, 14. XI. 
1903-12. I. 1957. 324-5. 


51345 FUNFGELD E W, RABACHE R, RA 
BACHE C, GASTAUT Vergleichendc 
he und 


Schiideltraumen; Erh 
lesenen K 


an einem gr 4 
unausge rs [Comp EEG 
& clinical studies on cranial injuries; reports on 
various unselected cases] p. 326-42. 


51346 GROTE W, HOFFMANN W ther Chon- 
drome der Wirbelsiule. [(Chondroma of 
the spinal cord] p. 342-9. 


51347 CARDAUNS H Uber ein malignes Ple- 
the choroid plexus} p. ~53. 


5134 HOYTEMA G J VAN, WINCKEL WE 
Zur Frage des Plexuskarzi- 


51349 ARSENIC The treatment of cranio- 
stenoses; immediate and delayed results 
in 20 cases. p. 363-9. 


51350 —-s SAMITCA DC Some re- 
on epilepsy in brain tumours, 
Pp. 500-77. 


LEDINSKY Q, STEPAN J Beitrag zur 
klinisch-biochemischen Analyse des | 
itischer Hirn- und 


$135! 


51354 ARSENI K, OPERSKU I, IONESKI S 
Netravmaticheskie vnutriparenkhimatoz- 
nye gematomy bol'shogo mozga | mozzhechka. 
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